Hospital 


MARCH 1953 Portfolio on Modernization and Expansion (Remodeling 


the old building, integrating old and new structures, space 
reclamation, economies, fire safety) « Medical Audits ® 


Job Analysis « Training Food Service Help « Central Oxygen 











WEISS AND SILVERSTEIN 








J. A. JONES CONSTRHLOTION CO 















“a he 
My 






















apr 

C. WALLACKE PIB. CO Ye oy ee we ae ‘ je 

-e \ Se Pa 5 ep 

pee 2 eee oo Ofit4- ah 

ies ree aera Stee ee Tee 

' ' 74 ict ; 7 7 -* 

j abe YS ati hao } weak, wpe a 

' Tidal St eg | 2 ee PS ne oe 
queniae cer rye nee s ems F% 

nrarn, 2 <tr cas ee Be - Per 

bnke kaege ce © 55° Fa) oe pnd 3 S3%-2°3 

gidek Redeem rE Eds et ee ~ ie res 7 

rane ws a ded “ti te ad & °ig% a Bale 
penta nes theSeease Sareea ergy oar Oa a 

eete “ mee TAO thenti eh se, ee 8 

EEEPTE? So heehee i ~ 
. 5 ea 


% 


One of the many distinguishing features of the Greater Jung Hotel 






are the unique floor lo celling shadow boxes on either side 





of a central age facing dine rs in the Cotillion Room. 
Through wlass fronts guests see floodlighted plants and 
flowers, but when the floodlights are turned off 








the glass panel hecome PLTTOTS, 


SLOAN IN 2o...IN 29 
AND SUUAN AGAIN IN “32 


@ For the third time the JUNG HOTEL. NEW ORLEANS. make Jung Hotel the South’s largest—1200 rooms. 









takes a bow. To many in the famous Mardi gras city Twenty-seven years ago SLOAN Flush VALVES were 







it was a day to remember when in 1925 the original installed in the original Jung. Because of their trouble- 





June (right foreground) opened its doors. Then. in free and economical service they were again selected 





1929. popularity made expansion necessary. A second — for the second unit. And for the same reasons. plus 






and larger unit was built. And just a few months ago exceedingly low maintenance cost throughout the 27 





modernization of several areas in the first two units vears. they were specified for the new third unit 





was completed and the new third unit was opened, to more proof of preference that explains why... 


more saacaiaay iota. VALVES 


are sold than all other makes combined 





SLOAN VALVE COMPANY * CHICAGO « ILLINOIS———_-—6 Ls eee 
oom 





Another wl evement in etherene enduranee nd econ 


omy is the stoan 4fet-O- Matic SHOWER HEAD, which is ; 
il t ¢ 


tomatieal {f-cleaning each time it used! No clo : 
i No drippi When turned on it delivers cone 









It 


tion na Ve viuile Tue lmaintenance service 





Write for completely descriptive folder 





shouldnt an 
elastic bandage 


let you control 
the pressure ? 


When you accelerate your automobile, you tap its reserve 
power. The more power, the smoother the acceleration. The 
same with elastic bandages. Reserve elastic power means 
smoother control—even at mild pressures. 

That's why it’s so easy to control pressure with TENSOR. 
TENSOR, as the photo shows, is fice as elastic as old-style 
pan lage stretches farther and snaps bac k all the u ay. And 


no wonder—TENSOR is woven with live rubber thread 


S 
noc just cotton 
With TENSOR you apply lou pressure as easily as higher 


pressure 
You get uniform pressure over all bandaged areas 
There's less danger of hyperconstriction of blood vessels 
more comfort, more mobility for the patient. 
And you don’t have to adjust TENSOR as swelling goes 
up or down—it adjusts itself 
You, doctor, not the bandage, control the pressure— 
when it's TENSOR. 


TENSOR 


ELASTIC BANDAGE 


Woven with live rubber threads 


P Conver & stack) | 


Division of The Ken 
09 West Jacks Is Chicago 6G, Ill, 
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Old-style 
elastic 
bandage 


TENSOR > 
elastic 
bandage 
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Siliconed Ampoules 








Aqueous Suspensions 
of Procaine Penicillin-G 




















In Rubber-Stoppered, 


71 Ampoule No. 585 Ampoule No. 554 


300,000 units | 300,000 units 
Ampoule No. 552 lee per cc | 5 ee . 
| 
300,000 units j | 


In Handy Cartrids 





Cartrid No. 1 ¢ 300,000 uni 


Cartrid No. 11 ¢ 600,000 units 


In Sterile, Disposable Syringes 


Ampoule No. 570 ¢ 1,000,000 unit 
Ampoule No. 553 ¢ 300,000 units F ‘ . 


[re [fre 


Quickly available at your favorite Lilly wholesaler. 


kli Lilly and Company 


Indianapolis 6, Indiana, U.S.A. 
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Easy to withdraw 
Kasy to inzect 
Kasy to obtain 


POULES 


Duracillin AS 
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(PROCAINE PENICILLIN G IN AQUEOUS SUSPENSION, LILI Y) 














AMONG THE 


H. Ferris White Jr. is a member of the Chicago 
management consulting firm of Booz, Allen and 
Hlamilton. Mr. White has 


with such agencies as the Boy Scouts of America, 


ved as a olunteer 


Red Cross, Chicago Maternity Center, Com 
munity Fund and American Cancer Society. 
Hle is chairman otf the trades and industry 
division tor the 1953 Illinois Cancer Crusade 
\ graduate of Walliams College in the class of H. Ferris White Jr. 
1929, Mr. White has been a member of the business 


Chicago tor the last 20 years. His work as a management consultant 


community of 


has been concentrated in the tields of organization, executive ip 


praisal, sales and distribution. Mr. White ts in charge of business 


planning for the management consulting firm in the Midwest: and 


has written numerous arti les regarding yeneral business problems. 
The paper on page 98 was first presented as an address to volunteer 


workers of the American Cancer Society 


Julian Smariga is structural engineering and fire satety consultant in 
the Division of Hospital Facilities, U.S. Public Health Service. After 
receiving a degree in architectural engineering trom Pennsylvania 
State College, he spent a few years in architectural private practice, 
then decided to specialize in structural engineering. During the war 
Mr. Smariga designed shore installations tor the bureau of yards 
and docks of the U.S. Navy. When the Hill-Burton program was 
getting under way, he joined Marshall Shaffer at the division and 
helped set up the de partment of structural engineering. Mr. Smariga’s 
interest in fire safety stems from his work in the division; he has 
made Spec ial, on the-scene investigations of some ot the large hos 
pital fires. He is also the author of “Fire Satety in’ Existing 
Structures” (The MODERN HospIraL, March 1950). His article on 
fire safety considerations in hospital remodeling and modernization 


projects appears on page SI. 


Rosemary L. Lodde is a member of the dieteti 
staff of the Veterans Administration an ap 
pointment she has held since 1947. A graduate 
of Purdue University with a master’s degree 
in home economics trom the same institution, 
Miss Lodde served her internship in dietetics at 
Columbia-Presbyterian Medical Center, New 
York. She was dietitian at St. Margaret Hos 
pital, Hammond, Ind., for several years and Rosemary lL. Lodde 
has also served as a dietitian at the Indiana University Medical 
Center at Indianapolis. Miss Lodde’s article on technics for training 


employes appears on page IIS ot this magazine 


Other authors this month are Arthur W. Smith, administrator ot 
Overlook Hospital, Summit, N. ]., who reports on a successtul medi 
cal audi program (Pp 8); Kenneth Shoos, administrator of St 
Luke's Hospital, Cleveland, and Earl Frederick, methods engineer, 
whose article this month analyzes and charts the duties and responsi 
bilities of the head nurse (p. 93); Dr. Robert F. Brown, director, 
and Mrs. Adeline Moody, nursing director, of Doctors Hospital, 
Seattle, with a new method of speeding up the change of nursing 
shifts (p. 91), and J. Mostyn Davis of Jeflerson Hospital, Phila 
delphia, with the final article in a series on oxygen therapy—this onc 


dealing with central oxygen supply systems (p. 104) 
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ow available 


for civilian use!.. 


Gentran 
(DEXTRAN) 


SOLUTION 


an effective, proven plasma 
volume expander for use 
in the treatment of shock 


Gentran 
SOLUTION 
Gentran is a clinically effective and 
safe plasma volume expander designed 
for the prevention and treatment of shock 
due to hemorrhage, burns, surgical pro- 
cedures, and other conditions. Prepared 
for intravenous infusion, it is a sterile, 
nonpyrogenic 6% w/v solution of dex- 
tran in saline. 
. .. does not interfere with typing or 
cross-matching . . . requires no refrigera- 
tion... is liquid at ordinary temperatures 
... available to your hospital... 500 cc. 
containers ... easily administered with 
standard Plexitron solution set... 


* trade name 


products of 


BAXTER LABORATORIES, INC. 


Morton Grove, Illinois * Cleveland, Mississippi 
DISTRIBUTED AND AVAILABLE ONLY IN THE 37 STATES EAST OF THE ROCKIES (except in the city of El Paso, Texas) THROUGH 


AMERICAN HOSPITAL SUPPLY CORPORATION 


GENERAL OFFICES * EVANSTON, ILLINOIS 
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First there’s an identification card 


ple about our policies, practices and 
@ services so that they may be happier 
OCG Gf ind more effective in their jobs 
j 


printed in sepia ink and bearing the 
employe’s signature and the person 


nel officers signature as represent 


Every Job Important Every employe gets one of thes 


Fitted into a gray envelope, like the personnel kits The combined con 


one that houses your savings deposit tents represent only a part of the hos 


ing Dr. Philip D. Bonnet, the adminis 
trator 

Then there is a dandy handbook 
called “About Your Career.” It tells 


the newcomer everything essential, in 


hook only much larger. is a series of pital’s orientation program for new 
martly printed iwterials that make employes 
i job iny jol Massachusetts The kit tO quot | lward | 


luding the news about the Ground 
Memorial He spitals Boston eem very Dailey It director of personnel rela ¢ nj } s I ) J 


Hog Festival for employes, family and 


imposing indeed tions, is designed to tell our new peo 


friends held every February 
A snappy suggestion blank, its dis 
play type blazing in red ink, invites 
ideas. There is a leaflet covering 
visiting regulations, a folder giving 
directions and maps of the hospital 
grounds and buildings, and the latest 
copy of the employes publication 
Dr. Bonnet himself would have been 
happy and proud to get a kit like this 
the day he arrived at Massachusetts 


Csene ral 


Watch Your Wardrobe 


Nassau, Miami and other tourist 
em or, rn) oer spots had better look to their laurels 
jig 3a pet ang ps BSS and bougainvilleae. The women now 

pases.S 84 have found that fashion parading down 
hospital corridors Or basking in hos 
pital sunrooms will arouse female at 
tention and male intentions 
Some of these dames discovered 


Early Ambulation in its crude begin 


HOW DO AUTOMATIC SPRINKLERS SAVE? 


Big reductions in the cost of FIRE insurance 

result after installing GLOBE Automatic Sprin- 

klers. Annual savings often pay for the system 

in 4 to 8 years. Thereafter, these yearly savings 

accrue to you. A phone call brings full details. nings, and now that they're back in 


GLOBE AUTOMATIC SPRINKLER CO. the private pavilions on a return en 
NEW YORK... CHICAGO... PHILADELPHIA gagement they are not being caught 


Offices in nearly all principal cities short on promenade or convalescent 
wear. One day its all they will con 


cede to the vented back hospital gown 


i? After that they're up and in ‘em 


flesh-tinted nylon negligees for the 
first hours of shocking pallor and then 
a succession of pajamas and robes of 
satins and crepes. As health and 
make-up possibilities make a joint re 


turn, their apparel progresses daily to 
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NOW -a PLASTER THAT 
STAYS FRESHER LONGER 





longer life span of fresh Seamless Pro-Cap. Write for 
copies of published medical papers. 
Write for a FREE Sample 


Prove fresh Seamless Pro-Cap to your complete satis- 

& faction. Use part of the roll now. Put it away for weeks, 

The long-life rubber adhesive mass used in Seam- months. Use it again. You'll know what we mean by 

less Pro-Cap is an exclusive formulation unlike any other “built-in” freshness. Fresh Seamless Pro-Cap is sold 

used inordinary plasters. Strict controls assure uniformity exclusively through selected Surgical Supply Dealers 

from roll to roll. It is guaranteed fresh. Fresh when you and is available in either Regular or Service Weight. 

buy it. Fresh when you use it. Fresh long after ordinary 
tapes have dried out. Fresh because Pro-Cap freshness A Complete Line of 
is built into the adhesive mass. Surgical Dressings 

Fresh Seamless Pro-Cap sticks on contact. Applied over All-Gauze, Cotton- Filled and 

long periods of time it will not slip or creep—requires X-Ray Detectable Sponges «+ 

delay “‘hean.un” aftee semsaual Hundred Yard Gauze « Bandage 

SS a - Rolls + Cotton Balls + Com- 

bination Padding « Abdominal 

Packs « Face Masks « Operating 

The effective action of the fatty acid salts, zinc propio Room Caps + Cotton « Sterile 

te and zinc caprylate, has been extended over the : a packaged items for doctors 
nate and zinc Ca} ale, nas en ©) 4 — offices and industrial clinics. 
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color cle yipen nad cx 


new heights of 
travapance 
By the time someone starts listing 


the Ten Best Dressed Hospital Con 
ot the hospitals will 


to recruit trunk bearers t 


valescents year 


have escort 
their rooms 


Hospital ot 


hospitals lay 


patients to 
Memorial 
W.Va... ts 


ing stress on a simple hospital ward 


Charl fon 


one of those 


robe. In its booklet for patients, “Ts 
Acquaint You With Memorial Hos 
pital there is the little sketch on 
page 6 and a w irning 

When you come to the hospital 


hi 


tions 


que 


information may be valuable to you in cutting 


ost ind inerea ng 


find him anxious to be of 


backyt 


ind equipment His 


efficiency, 


ravel light Your luggage need in 
clude only night clothes, dressing 
gown bed jacket, slippe rs toilet 
irticles, Cosmetics or shaving equip 
ment and—if you desire—reading and 


writing materials. Everything else you 
furnished by the hos 
pital J. Walsh Scull is administra 
Memorial Women's 


houses are going to disapprove of him 


need will be 


tor of ipparel 


Little White Face 


Acacia VII is frisking about the 
barn lot these days, unaware that the 
eyes of California's East Bay are upon 








und of traming and experience 


in the medical gas field plus an alert interest 
in the various types of equipment and methods 
of use make him a good person to consult on 


regarding anesthetic, therapeutic or resuscitating 


store of up-to date 





ind you wall 


Service to you 


Our 41st Year 











uritan Compressep Gas Corporation 


KANSAS CITY CHICAGO CINCINNATI $T. PAUL DETROIT $T. cours 
BALTIMORE BOSTON NEW YORK DALLAS ATLANTA 
Puritan Maid Anesthetic, Therapeutic and Resuscitating Gases and Gas 


Therapy Equipment 





including Equipment for Hospital Oxygen Piping Systems 


‘IN MOST PRINCIPAL CITIES 





Acacia VI surrounded by his admirers. 


him. For him a little white face 1s 
as normal as a little red body, for he 
is a pure-bred Hereford calf, a calf 
destined to go the way of his pred 
ecessors, Acacias I to VI 


Before the year is over, Acacia VII 


will be auctioned off for the benefit 
of a host of little White Faces, pa 
tients at Children’s Hospital of the 


East Bay, Oakland 
will remove a little white flag marked 
Acacia VII from their dinner plates, 


( steak ) 


Many diners-out 


having purchased a final stake 
in Acacia of 1953 

Between wobbly-legged infancy and 
the hotel dinner plate there will be 
plenty of acclaim for Acacia. His 
breeders, Mr. and Mrs. William Sidley 
of Encampment, Wyo., are 
ing him to Acacia Branch of the Chil 


donat 


dren's Hospital women’s auxiliary 
Mr. and Mrs. Harvey McDougal of 
Collinsville, Calif., will feed and fatten 


him. Fame and fortune will come at 
San Francisco's Cow Palace at the 
Grand National Livestock Show 

If this years Acacia is to. share 


Acacia VI, he'll have to 


be bought and paid for twice over 


honors with 


Last year's hospital steer was sold for 
$1.25 a pound to a Piedmont mort 
gage banker, who turned around and 
gave the steer back to Children’s Hos 
pital. On second auction, he was sold 
to the Fairmont Hotel, San Francisco 


for $1 a pound 


Don't think that’s Acacia’s all. On 
the final night of the Grand National, 
Acacia VII, as were his predecessors, 


The 


winners of his weight guessing con 


will be ceremoniously weighed 


test—to register an opinion on his 


dollar a 


are given fancy prizes donated 


weight is permitted for a 
guess 
by friends of the hospital. Acacia VI 
weighed 1080 pounds, which was the 
estimate of 42 They 


precise persons 


all had prizes, as did 33 close guessers 


The total take on Acacia VI—on 
the hoof and on the guessing score 
board—was $4000 
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READY NOW! 
NEW 1953 







AIR OPERATED 


LAUNDRY PRESSES 





IMMEDIATE DELIVERY 


Good news! Most Troy Rocket 

Presses are available for IMMEDIATE 
SHIPMENT from factory stock. You don't 
have to wait to enjoy the benefits of 
owning Troy Rocket Presses. 









NEW CATALOG 







Just off the press is a new catalog 
illustrating and describing all 16 models of 






Troy Rocket Presses. Catalog includes 






details of all head shapes and sizes, specifica 






tions, dimensions and floor plans. Ask your 






Troy representative or write the factory 
today for a copy of catalog YP-19-53. 







RRP. 


wl ' a 
Ti [no UJ] LauNpDRY MACHINERY 
| Division of American Machine and Metals, Inc. 


EAST MOLINE, ILLINOIS 
World's Oldest Builders of Power Laundry Machinery 
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MSwers to 

WeStions 
% Cleaning in 
hospitals and 


*Stitutions 


Get this 
FREE Booklet! 


It tells how to save time, 


money, effort, and equipment 


Cleaning bread pans, cake and 
pie tins, silverware, cooking 
utensils, ranges and ovens; 
lab equipment; shower stalls; 
floors, walls and woodwork 


Washing dishes, glassware, 
windows 


Paint stripping metal furni- 


ture; wooden surfaces 


Deodorizing and disinfecting 
food storage rooms, refrig- 
erators; waste receivers and 
garbage cans; lavatories 


Descaling kitchen equipment; 
autoclaves and sterilizers; 
water heaters. 


Derusting conveyors, hydro- 
therapy tanks 


FREE ‘‘Hospital Digest’ 
yours on request. Just ask 
your local Oakite Technical 
Service Representative. Or 
write Oakite Products, Inc., 
ISA Rector St., New York 


6, N. %. 


go INDUSTRIAy 
cat Cle, . 


OAKITE 


"tp aww 

‘ALS » merwoos* * 
Technical Service Representatives Located in 
Principal Cities of United States and Canada 


Reader 


Prepay the Hospitals Directly 
Sir 


For some time now I have been 
thinking about the large sums of 
money which all kinds of persons are 
paying to all kinds of insurance com 
panies for all kinds of prepaid hospi 
talization plans in addition to_ the 
Blue Cross plans. It seems to me that 
it would be more desirable and more 
beneficial to all the hospitals if all 
this money was available directly to 
the hospitals 

What I am trying to say is that all 
the hospitals could form their own 
organization and arrange for their own 
prepaid hospitalization plans, and get 
all that money in advance for them 
selves. Of course, the persons who were 
paying for this kind of protection 
would have to be certain to receive 
iny kind of medical service in any 
hospital anywhere and everywhere 
That would have to be assured and in 
sured to those paying for such serv 
ices. It does not matter to me whether 
I pay the money to a hospital associa 
tion or to an insurance Company, just 
is long as I know that medical services 
ind hospital care will be paid when 
| require them, and because I have 
paid for them in advance, and I mean 
idequate payment for all the hospital 
services, and not just partial payment 

Anna K. Saget 
Poledo, Ohto 


“Practical Way to Teach” 


Sirs 

In reading the article, “A Practical 
Way to Teach Theory of Nursing,” | 
particularly appreciated the active part 
which Sister Anthony feels the head 
aurse and other departmental person 
nel should play in the clinical instruc 
tion program. Their position ts not 
often shown tn articles of this type and 
is a result the graduate nurse does 
not realize her significance in the edu 
cational program 

The democratic approach to student 
teacher relationship ts of great im 
portance and certainly worth a great 
leal of cultivation. Also, the emphasis 
placed on pretest evaluation for the 


student coming into a new department 


opened a new avenue in my way of 


thinking. Of specific interest is the 
approach to anecdotal records and the 
personal interview 
E. Straissky 
Instructor 
St. Mary's Hospital 
School of Nursing 
Huntington, W. Va 


Sirs 

May | submit appreciation tO you 
and your staff for the excellent article 
appearing in the January issue of The 
MODERN HOSPITAL, entitled “A Prac 
tical Way to Teach the Theory of 
Nursing” by Sister Mary Anthony 
R.N 

We have been searching since last 
September for a good method of teach 
ing nurse's aides and especially a sys 
tem of practical testing in order to 
obtain results. Our system has been 


completely revised accordingly 


Floyd F Krohn 


Administrator 


Muhlenberg Community Hospital 
Greenville, Ky 


Sirs 
I wish to compliment you on the 
selection of the article “A Practical 
Way to Teach the Theory of Nursing, 
which is found in the January issue of 
The MODERN Hospital 
I agree with the author that clinical 
instruction has a vital role in nursing 
education. However, if the program 
is set up haphazardly, with no thought 
of the various factors mentioned, it 
immediately loses its importance 
Clinical instruction as outlined in 
this article has the appearance of being 
a very well defined program and one 
that should bring about the desired 
results 
Dorothy Nooner, R.N 
Director of Nurses 
Memorial Hospital 
Carthage, III 


Sirs 

In your January tssue of The Mop 
ERN HoOspirAL I see an article by 
Sister Mary Anthony of Covington, 
Ky. In it she staunchly advocates 
greater stress on the clinical aspect of 


the nursing program in order to bring 
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7, FOR ROOMING-IN 
TECHNIQUE 


My 2-Way BASSINET <2 2: z<:. 


IN NURSERY 


REMOVABLE PLASTIC BASKET — Light 
weight and sanitary. All corners and 
edges are rounded. Basket can be tilted 
ot either end. Has name-card holder. 

UTENSIL HOLDER is portable and can 
be attached to either side of stand 


ROOMING-IN TECHNIQUE 
The bassinet is wheeled from the nursery to the 
mother’s room. The entire unit is light in weight 
and moves easily on rubber-tired swivel casters 


Extra-long extension base slides under bed, 
brings basket and supplies within easy reach for 


mother to work 


within easy reach of mother or nurse 
Metal containers hold cotton balls, oils, 
swabs, and other supplies. 

SHIELDED SHELF holds linens, diapers, 
blankets, etc. Welded to stainless steel 
tubular uprights. Inside corners rounded 
to facilitate cleaning. 








CUBICLE TECHNIQUE IN NURSERY 
Self-contained bassinet holds all necessary equip- 
nent for individual attention. Basket, utensil 
( ind shelf are conveniently accessible 


Ider 
ight weight and simplicity of design aid flexi- 


h 
L 
I 


ility of arrangement. Unit takes up minimum 


1 


int of space, gi nurse ample working area 


@ Whether your institution employs rooming-in 
technique or cubicle nursery arrangement, this low- 
cost stainless steel bassinet serves either with utmost 
safety and facility. All necessary supplies are within 
convenient reach of nurse or mother. Simple in 
design, of sturdy, welded construction, the bassinet 


is easily cleaned and sterilized. There are no painted 


EXTRA-LONG EXTENSION BASE - 
designed to slide under bed. Brings 
basket and accessories within easy 
reach for mother to work on infant. 


BOYLSTON Model STAINLESS STEEL BASSINET with Plastic Basket 


crevices. Here is a Blickman-Built unit pric ed to meet 
your budgetary requirements — yet so durable that it 
virtually eliminates maintenance or repair costs. 


Write for further information 


SEND FOR OUR CATALOG 11-NEC 
@ Illustrates and describes many other units of 


Blickman-Built equipment for nursery and pediatric 


surfaces to chip or crack, no dirt-collecting joints or 
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departments, as well as for milk formula rooms 


thout a good balance” between it ing activities centered on the patient program. This program aftords me 
ind the classroom aspect. [| believe not on the disease. That might bring a some contact with the school of nurs 
the clinical aspect is important but lot of things into balance ing curriculum 
that good balance” cannot be achieved Constance Long O'Brien, R.N In the teaching of theory of public 
until the content of the clinical experi New Albany, Ind health nursing to student affiliates, we 
ence is examined and realized. Many use a plan similar to the one described 
of the activities of the student nurses  >'FS in this article written by Sister Mary 
are the same as those of the pupil I have reviewed the article “A Prac Anthony. In all areas of teaching, the 
attendants. It would seem that the tical Way to Teach Theory of Nurs paramount thing to be considered is 
ducation departments buy more books — ing” by Sister Mary Anthony, St. Eliza the best way to apply theoretical 
ind add more courses whenever they beth School of Nursing, Covington, knowledge, afford the students a feel 
visit the nursing service and see the Ky ing of security, and recognize their 
state of affairs. And it just compounds My activities are in the field of pub- achievements as their theory and prac 
the imbalance. I hope some day we _ lic health nursing; however,our agency tice progress through their years of 
will have the curriculum and the teach also maintains a hospital in its total — study 
In general, programs planned after 
this pattern will be fundamentally 
f M d sound in learning experiences, also will 
z 0 erm eauty p us serve to develop an acceptable attitude 


in the student who is enter:ng and 


. s + 
functional effici n completing her nursing education 
e cy Lula B. McClain 


Director 
Division of Public Health Nursing 


Department of Public Health 
Louisville, Ky 


Hospital Costs and Charges 
Sirs 

It is often stated that individual 
hospitals do not give any free care at 
all, but rather tax the private patients 
through rates that give a yield higher 
than cost of their care, and further 
tax their employes through wages and 


salaries which are still too low. This 


* FOSTER No. 972 Hospital Bed Ends 7 vio 
statement is not entirely true, as far as 
*& FOSTER No. 7 Universal Spring we are concerned, since our Associated 


Jewish Philanthropies provides us with 
If you are planning an expansion program or mod most of the money to render this free 
ernizing existing facilities, you will find the new 

care. As for the employes’ salaries, | 
Foster No. 972 Metal Bed Ends will harmonize hand 


somely with any room decorative plans that you select think this is less true now than it used 


You may choose from a wide range of attractive to be as hospitals have been more or 


enamel or wood grain stock finishes to color-match less forced to keep reasonably in line 
existing room furniture. or your special requirements with going rates of salaries in order 
can be produced from color samples. ; : 

to maintain their statts 
Ihe Foster No. 7 Universa! Gatch Spring completes Our policy here is that we do charge 
this efficient ensemble. Here is positive 2-crank spring private patients some what more than 


oh) ‘ ‘ ) ‘ ster h on s 4 
control that can be adjusted by one nurse to all the costs. but not unreasonably, and we 
important positions required for post-operative care 


try to break even on semiprivate Cases 
ind special treatments, Compare Foster quality y I 


compare Foster prices before you buy! and charge our ward patients below 
cost 
Available through leading hospital supply dealers It is true that we should keep in 
sisting that we receive payment on a 
cost basis for public welfare and other 
r } indigent patients where the responsi 
} a | 1 rf 1 bility for care is provided for in the 
y| i i () \\ \l | (; p ( () , laws of the state. There has been some 
progress in our state toward this end 


UTICA, N.Y. ST. LOUIS, MO. but we still have quite a way to go 


S. David Kaufman 
Assistant Director 


A reliable source of hospital bedding since 1871 


Contract Division and Showrooms — 1 Park Avenue, New York,N.Y. Boston 


Beth Israel Hospital 
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Bradford Hospital, Bradford, Pa. 
Architect: Thomas K. Hendryx 
Contractor: Erdle Construction Co. 


NOT JUST SURFACE-PROTECTED AGAINST RUST 
but RUSTPROOF through and through 


When you insist on aluminum windows you can be sure of windows 
that mever rust... windows that never need painting. Remember, mere 
surface protection against rust is not enough. Wear, unintentional 
scratches or damage may nullify any protective surface coating. For 
your protection insist on aluminum—rustproof through and through. 





PLANNING A NEW HOSPITAL BUILDING 
e 


Reduce Annual Maintenance Costs 


with 


Windows That Never Need Painting 


Why add extra expense to your annual operating able through many manufacturers in sizes and styles 
budget when it’s so easy to eliminate it? (double-hung, casement, projected and awning) 
a= . " . to fit any design treatment. Only windows that 
By insisting on “Quality-Approved” aluminum 7: ; . 

7 ie moe have been tested by the Pittsburgh Testing Labora- 

windows for all new hospital buildings, you can ae ; : - 
; agp tory and approved for quality of materials, con- 
keep annual maintenance expense at a minimum a ’ ‘ Mia ; 
Struction, strength of sections and minimum air 

and save important dollars year after year. a . . 6 
infiltration are permitted to carry the “Quality- 
Approved” Seal. For your protection and full satis- 


Aluminum windows cannot rust or rot. They never 
faction insist on “Quality-Approved” windows 


need painting, costly repairs or replacement. They 
always operate easily, effortlessly, efficiently. They 
remain beautiful for the full life of the building. For a copy of our latest Window Specifications 
Book and names of manufacturers ready to supply 
you with “Quality- Approved” windows, consult 
Sweet's Architectural Catalog (Section 16a ALU), 


when you specify. 


That’s why aluminum windows are first choice with 


so many architects, administrators and “Boards.’ 
“Quality-Approved” aluminum windows are avail- or write direct to Dept. MH-3. 


LMuménumBbBindow ¢ Manufiu lettre rd Si AbOCCAMt ON 
74 Trinity Place, New York 6, N. Y. 


Olympic Memorial Hospital, Port Angeles, Wash. 


Architect: Gerald C. Field 
Contractor: J. G. Watts Construction Co. » i 
' 
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KELEKET Exclusive 


Ceiling-Mounted X-ray 


Motor- T 
Driven 
Clear the floor for action with the Keleket 
Ceiling-Mounted Tube Crane. Suspended entirely 


from the ceiling, it offers effortless convenience 


in every radiographic and therapy technic. 


“7 
The Keleket Tube Crane does more than the j 


ordinary tubestand and it conserves valuable 
floor space. There are no rails on the floor, no 
obstruction whatever to the operator's complete 
freedom. The layout of your radiographic facilities 


becomes much more Hexible with the Dube Crane. 


Brought to practical reality by Keleket, the 
Ceiling-Mounted Tube Crane offers unparalleled 
tube manipulation, three stereoscopic shifts, finger- 


tip positioning and precise indication of angulation. 
Write for FREE brochure 


KELEKET X-RAY CORPORATION 
207-3 W. 4th St., Covington, Ky 
Kelley-Koett The Oldest Name in X-Ra 


Export Sales: Keleket International Corp 
215 East 37th St.. New York 16, N. Y 
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YOU CAN ALWAYS BE SURE OF 


tHe purest PYROGEN-FREE WATER 
win M2arnstead stmts 


ypc the sure way to get pure, pyrogen-free, distilled water 
is to use a Barnstead “Q” Still. Whether for central 
supply, for pharmacy, or for solution and operating room, the 
use of a Barnstead eliminates one possible variable 
in the modern hospital. There is nothing experimental 
r untried in its functional design. Barnstead’s 
75 years of specialized experience in water still design 
has led to the “Q” model which incorporates 
exclusive features. These include low velocity 
evaporation in deep, wide-diameter evaporators for 
imple disengaging space; the Spanish Prison 
Baffle, found only on Barnstead “Q” Stills which 


strips and scrubs out yrogens; and the long 
| , r i gen n 1 neg YEARS OF DISTILLED WATER 


established Barnstead horizontal condenser which 


separates and expels volatile impurities 
EXPERIENCE 


NEW Barnstead Central Supply Still 
consists of ‘Type “Q” Still in compact 
wall mounting arrangement. Pro 


duces purest, pyrogen-free water. 





arnstead 


SUE & STERILIZER CO. 





31 Lanesville Terrace, Forest Hills, Boston 31, Mass 





Barnstead 


self-cleaning 


counter current, horizon 
tal condenser effectively 
separates and expels gas 
One of 
the reasons why Barnstead 


distilled 


pure. 


eous impurities 


water is always 


pn nw Se eewress” Cae 


Spanish Prison Baffle with 
in the evaporator is exclu 
sive with a Barnstead 'Q' 








' 


Evaporator is wide and 
deep. Scientifically de 
signed for low vapor ve 
locity. Ample steam 
disengaging space above 
water level so that vapors 
rise slowly and lazily. Pre 
vents entrainment at the 
outset. 


Neca Sa Boia 


Easy to clean. Heating 
coil is mounted on remov 
able plate on side of 


evaporator so that coil 
and 
are easily accessible for 


cleaning. With Barnstead 


Still 


ture scrubs the vapors ris 


This important fea 
evaporator interior 
ing from the evaporator 
to trap and strip out pyro 
Modern 
blood banks, and practi- 
cally all 


design, daily cleaning is 
never required. Under 
average water conditions 
Barnstead Stills 
months be- 


gens hospitals 


pharmaceutical 


manufacturers insist on stay in 


this time-tested safety | service for 
feature tween cleanings. 


5——— 


Constant bleeder device 





ts) See 


“ati ca ee 
Constant level control has 


hot well 
gasses from the preheated 


continuously deconcen- 


open to expel trates water in evaporator a 


to retard scale formation q 


feed water and prevent foaming. 


| Se , ; ¢ 
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yy «675 
( Years of Progress 
” 


Pure Water 


The Barnstead Type “Q” Still has been proven in thousands of tional The skilled workman 


design and rugged construction 


hospitals, pharmaceutical plants, and blood banks in fact ship and simplicity inherent in Barnstead Stills make the 


wherever the purest, pyrogen-free water has been needed. It Barnstead “Q” model the still you can trust for your pure water 


is constructed of copper and brass, lined with pure block tin supply. Steam heated models available in 1, 2, 5, 10, 15, 20, 30, 


and can be depended upon for high purity 90, 


Barnstead 


STILL & STERILIZER CO. 


Elec 


100 or more gallons per hour 


performance, day in and day out, with trically and gas heated “Q” stills are 


minimum of maintenance and attention available in sizes of 4% to 10 gallons per 


hour. Write for Bulletin 116 


No compromise has been made in its fun 


31 Lanesville Terrace, Forest Hills, Boston 31, Mass. 


ry L . r- 
Wr i | al a, 
pee) | ? a’ 


A STILL FOR EVERY HOSPITAL FOR EVERY DISTILLED WATER REQUIREMENT 





INDEX TO ADVERTISEMENTS 


(HPF) after company name indicates that further descriptive data are 
filed in catalog space in HOSPITAL PURCHASING FILE—30th Edition 


Abbott Laboratories 115 
Adams & Westlake Company (HPF) 46 
Adjustable Fixture Company (HPF) 154 
Airtemp Division, Chrysler Corp 203 
Alley Company, Inc., E. E. 184 
Aloe Company, A. S. (HPF) 202 
Aluminum Window Manufacturers Assn. 14, 15 
American City Bureau 176 
American Cyanamid Company 247 
American Cystoscope Makers, Inc. 165 
American Gas Association 185 
American Hospital Supply Corp. (HPF) 153 
American Laundry Machinery Co. (HPF) 35 
American Machine & Metals, Inc. 9 
American Sterilizer Company (HPF) 241 
Anderson Machine & Tool Co. 214 
Angelica Uniform Company 258 
Applegate Chemical Company (HPF) 226 
Appleton Electric Company (HPF) 116 
Arco Company 130 
Armour Laboratorie: 19 
Armstrong Company, Inc., Gordon (HPF) 

following page 48 
Armstrong Cork Company 275 
Aseptic-Thermo Indicator Co. 272 
Astra Pharmaceutical Products, Inc. 110 


Bard-Parker Company, Inc. (HPF) 24 
Barnstead Engineering Corp., William 218 
Barnstead Still & Sterilizer Co. (HPF) 

following page |6 
Bauer & Black (HPF) 1, 235 
Baxter Laboratories (HPF) ones. ae 
Berbecker & Sons, Inc., Julius (HPF) 272 
Blank & Company, Inc., Frederic (HPF) 179 
Blickman, Inc., S. (HPF) 123 
Boosey Mfg. Co., Norman 250 
Brillo Mfg. Company 214 
Buffington's Inc. 278 
Burrows Company, The ; 276 


California Prune Marketing Program 199 
Capital Cubicle Company, Inc. (HPF) 276 
Carbisulphoil Company 278 
Carolina Absorbent Cotton Cc following page 
Carrom Industries, Inc. 133 
Castle Company, Wilmot 36 
Ceco Steel Products Corp. 

Celotex Corporation (HPF) 

Central States Distributors, Inc. 

Cetylite Industries, Inc. 

Chamberlin Company of America (HPF) 

Chesebrough Mfg. Company, Cons'd. (HPF) 

Ciarin Mfg. Company 

Clarke Sanding Machine Company (HPF) 

Classified Advertising 

Cleveland Range Company (HPF) 

Clyserol Laboratories, Inc. 

Colson Corporation (HPF) 

Congoleum-Nairn Inc. (HPF) 

Couch Company, !nc., S. H 

Crane Company (HPF) 


Crescent Surgical Sales Co., Inc. 
Crucible Steel Company of America 
Cumerford Inc. 

Cutter Laboratories 


Dahlberg Company (HPF) 
Darnell Corporation, Ltd. (HPF) 
Davis & Geck, Inc. (HPF) 
Despatch Oven Company 
Detroit-Michigan Stove Company 
Dexter & Staff, Fred 

Diack Controls (HPF) 

Diana Mfg. Company 

Dixie Cup Company 

Dolge Company, C. B. 

Duke Mfg. Company (HPF) 
Dunham Company, C. A. 
Duro-Test Corporation 


Eastman Kodak Company 

Eichenlaubs 

Elgin Softener Corporation (HPF) 
Emery Thompson Machine & Supply Co 
Ethicon Suture Laboratories Inc. (HPF) 
Executone, Inc. 


Facing Tile Institute 

Fairbanks, Morse & Company 
Fenestra Building Products 

Finnell System, Inc. (HPF) 

Fleet Company, Inc., C. B. 
Flex-Straw Corp. (HPF) 

Flynn Mfg. Company, Michael 

Foster Brothers Mfg. Company (HPF) 
Frigidaire Division 


Geerpres Wringer, Inc. 

General Electric Company, X-Ray Department (HPF) 
General Foods Corporation 

Gennett & Sons, Inc. 

Gerson-Stewart Company 

Glasco Products Company 

Globe Automatic Sprinkler Co., Inc. 
Gomco Surgical Mfg. Corp. (HPF) 
Goodall Fabrics, Inc. 

Grand Rapids Store Equipment Co. (HPF) 
Gravely Tractors, Inc. 

Gray Mfg. Company 

Green & Sons, Inc., Robert M. 

Grinnell Company, Inc. (HPF) 

Guth Company, Edwin F. 


Hall & Sons, Frank A. (HPF) 

Hall China Company 

Haney & Associates, Charles A. (HPF) 
Hard Mfg. Company (HPF) 

Harold Supply Corp. (HPF) 

Herrick Refrigerator Company (HPF) 
Hill-Rom Company, Inc. (HPF) 
Hillyard Chemical Company (HPF) 
Hoffmann-LaRoche, Inc. 

Hogan, Winters & Company, Inc. 


39 


99 


..190 


157 
174 
125 


244 


150 
113 
266 
240 
26| 

26 
259 


109 
240 

44 
206 


following page 32 
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20, 21 


252 
195 
129 
158 
158 
277 

12 
155 


230 
139 
163 
210 

















Hollister Company Franklin C. 184 
Horn Company, Inc., A. C. 274 
Horner Woolen Mills Company 228 
Hospital Purchasing File 180, 181 
Huebsch Mfg. Company (HPF) 4| 
Hunter Douglas Corp. (HPF) 27 
Huntington Laboratories, Inc. (HPF) 14] 
Ile Electric Corporation (HPF) 220 
International Minerals & Chemical Corp 38 
Jarvis & Jarvis, Inc. (HPF) 169 
Johns-Manville 183 
Judd Company, H. L. (HPF) 188 
Just Manufacturing Company 178 
Kalistron, Inc. 137 
Kansas City White Goods Mfg. Co 135 
Katolight Corporation 248 
Keleket X-Ray Corporation (HPF) 16 
Kellogg Company 17 | 
Kentile, Inc. (HPF) 131 
Kenwood Mills (HPF) 270 
Ketchum, Inc. (HPF) 239 
Keyes Fibre Sales Corporation (HPF) 194 
Koch Refrigerators 30 
Kraft Foods Company 253 
Lakeside Mtg. Company 252 
Landers, Frary & Clark 204 
Legge Company, Inc., Walter G. (HPF) 190 
Lehn & Fink Products Corp. (HPF) 213 
Leonard Valve Company (HPF) 270 
Libbey Glass Company (HPF) 187 
Lilly & Company, Eli 3 
Lily-Tulip Cup Corporation 233 
Linde Air Products Co., A Div. of 
Union Carbide & Carbon Corp. (HPF) 175 
Loxit Systems, Inc. 255 
Ludman Corporation 3rd Cover 
McKesson Appliance Company 17, 211 
Macalaster Bicknell Corp. (HPF) 200 
Mallinckrodt Chemical Works 37 
Marvin-Neitzel Corporation 260 
Master Metal Products, Inc. 212 
Mattern Mfa. Company, F, (HPF) 216 
Mead, Johnson & Company 257 
Meinecke & Company, Inc. (HPF) 4th Cover 
Melchior, Armstrong, Dessau Co. 114 
Melrose Hospital Uniform Co., Inc. 268 
Merck & Company, Inc. 117 
Minneapolis-Honeywell Regulator Co. (HPF) 40 
Moore, Inc., P. O. 234 
Natco Corporation 189 
National Biscuit Company 42, 43 
National Cylinder Gas Company (HPF) 27 
National Turkey Federation 127 
Nelson Company, Inc., A. R. (HPF) 197 
Nestle Company, Inc. 234 
Oakite Products, Inc. 10 
Ohio Chemical & Surgical Equipment Co. (HPF) 112 
Omega Precision Medical Instrument Co., Inc. (HPF). 260 
Onan & Sons, Inc., D. W. (HPF) 182 
Onondaga Pottery Company 166, 167 
Orthopedic Frame Company (HPF) 256 
Ox Fibre Brush Company, Inc. 224 
Parke, Davis & Company 105 
164 


Pequot Mills 
Permutit Company 
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Pfizer & Company, Inc., Charles 
Philmont Mfg. Company 

Physicians & Hospitals Supply Co., Inc. 
Physicians’ Record Company 

Picker X-Ray Corporation (HPF) 
Pioneer Rubber Company (HPF) 
Plastic Tag & Trade Check Company 
Powers Regulator Company 

Pratt & Lambert, Inc. 

Presco Company, Inc. (HPF) 
Propper Mfg. Company 

Puritan Compressed Gas Corp. 
Putnam's Sons, G. P. 


(HPF) 


Quicap Company, Inc. 


Republic Stee! Corporation 
Rest-Rite Bedding Company 
Ritter Company, Inc. (HPF) 
Rixson Company, Oscar C. (HPF) 
Robins Company, Inc., A. H 
Royal Metal Mfg. Company (HPF) 


St. Charles Mfg. Company (HPF) 
St. Marys Woolen Mfg. Company 
Sealright Company 

Seamless Rubber Company (HPF) 
Servel, Inc. 

Seven Up Company 

Sexton & Company, John 
Shampaine Company (HPF) 
Simmons Company (HPF) 

Sindar Corporation 

Sklar Mfg. Company, J. (HPF) 
Sloan Valve Company 2nd C 
Smith, Kline & French Laboratorie 

Smith & Underwood (HPF) 
Spencer Turbine Company 
Sperti-Faraday, Inc. 
Squibb & Sons, E. R. 
Standard Electric Time C 
Standard Oil Company 
Sterilon Corporation 
Sticht Company, Inc., Herman H 


following page 48, 


ymMpany 


Tile-Tex Division 

Toastmaster Products Div. of 
McGraw Electric Company (HPF) 

Toland Hospital Equipment 

Torrington Company 

Troy Laundry Machinery Division (HPF) 


Union Carbide & Carbon Corp. 

Linde Air Products Co. (HPF) 
United States Bronze Sign Co., Inc. (HPF) 
U. S. Hoffman Machinery Corp. (HPF) 
U.S. Rubber Company 
U. S. Stoneware Company 


Vacuum Can Company 

Van Range Company, John (HPF) 
Vestal, Inc. (HPF) 

Visi-Shelf File, Inc. 

Vogt Machine Company, Henry 
Vollrath Company 


Webb Mfg. Company 
West Disinfecting Company 

Westinghouse Electric Corporation 45, 
White Mop Wringer Company 

Wilmot Castle Company 

Wilson Rubber Company 

Winthrop-Stearns, Inc. 


20! 


following page 16 
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It Costs You Absolutely Nothing 


to Use this Easier, Faster, Safer 






/ PRESCO 


— f . - e 
7 | Identification 






Pays Its Own Way...and More Of the scores of hospitals 
that are using the PRESCO IDENTIFICATION SYSTEM, practically 











every one is enjoying its many vital advantages on a no cost basis. 


PRESCO BABY KIT 


In fact, the vast majority are charging one dollar for the pRESCO 
‘ for baby identification) beautifully de- 





bracelet after it has served its protective purpose and becomes a 





signed in durable plastic, contams 144 com- 







beautiful, priceless keepsake. Even at the minimum charge of plete bracelets (72 blue and 72 pink) #5975 
fifty cents, each bracelet more than pays its own way. (Adult size packed all pink, all blue, 
abs ere . — i 7 or all white; same price) 
. Positive Identification — Easily and Quickly Applied 





PRESCO REFILLS 


The pRESCO system is simplicity itself. A soft, pliable plastic 
144 complete bracelets, 72 blue and 72 pink, 






bracelet (non-toxic to skin) is slipped around wrist or ankle, It 









does not have to fit tightly, yet stays comfortably and safely in FE NE OE Ne 

place. On in a jiffy, with a minimum of preparation. And it won't Adult Identification 

come off until it is cut off. Important, too! 
The name card (which is slipped and automatically locked into Adult size pRESCO bracelets are especially 

the transparent bracelet) provides ample space on the back for recommended for use in surgical cases and 





additional data and fingerprint, if desired. in multiple-bed rooms. They're a never- 





failing “double-check” in the cause of com- 
for Free Samples and the complete story, plete accuracy. Again, here's a protective 
write the PRESCO COMPANY, INC., Hendersonville, N.C. procedure patients are glad to pay for. 











Order A. S. ALOE COMPANY MEINECKE & COMPANY, INC. 
from any one 1831 Olive St., St. Lovis 3, Missouri 225 Varick St., New York 14, New York 


of these AMERICAN HOSPITAL SUPPLY WILL ROSS, INC. 


Distributors CORPORATION 4285 N. Port Washington Rd. 
- 2020 Ridge Ave., Evanston, Illinois Milwaukee 12, Wisconsin 






RT) RNY I Ae 
Weighs So Little! 
Offers So Much?! 


Lightweight - The lichtest all purpose hospital 


screen ever cle siened only | pounds! Soeasy to 





lift or move or store 

Sturdy * One piece tubular aluminum frame. 
anodized for lifetime satin finish. Glider base plus 
self-locking hinges make this sereen virtually tip 
prool 

Easily Maintained + Panels of durable Good 
year Vinyl require no laundering. They can be 
cleaned in a yilly with light germicidal solution 
without removing from frame “Snap-out curtain 


rods permit split-second replacement ol pane Is 


Eye Appeal + Beautiful Vinyl panels in a vari 
ety of cheerful colors— blue-gray, paste l rose pastel 


vreen, or white. Also. a new nursery design with 








vay circus characters, Satin-finish aluminum frame 


Flexibility « boxclusive design provides eX 


tremely compact folding. Can be used as either 2 








or 3 panel sereen 


Easily Stored + folds to only | thickness 


Require san absolute minimum of storage space 





ther 


Low Cost +» Compare this PRESCO 





Sereen. feature for feature. with any other. Then 
compare Costs ait PRESCO Screen, complete with 
Vinyl pane Is—only $39.50! bextra screen panels 
$2.00 each. (Without anes Is, $36.00 Write for swatches which shou 


the true beauty of these Vinyl panels. 


tddress PRESCO COMPANY, INC., 
Hendersonville, VN. 


PRESCO 
Cit 
SCREEN 


A. S$. ALOE COMPANY MEINECKE & COMPANY, INC. 
1831 Olive St., St. Louis 3, Missouri 225 Varick St., New York 14, New York 


AMERICAN HOSPITAL SUPPLY WILL ROSS, INC. 
CORPORATION 4285 N. Port Washington Rd. 
2020 Ridge Ave., Evanston, Illinois Milwaukee 12, Wisconsin 


Order 

from any one 
of these 
Distributors 





Why 


nurses, 
patients 
and 
hospital 
executives 
prefer 


Jociolote 


NURSES — See that modern inlaid Panel in cirele above? It’s lighted from inside—with Green to 
indicate Oxygen, and Red for Temperature and Blower Control. The nurse can read it in dark. 

















She doesn’t have to turn on any lights at night. 


PATIENTS — Think what that means to patients, too—no interrupted sleep while nurse turns on 
lights to read Panel Indicators—no sapping of precious strength, but maximum refreshing 


sleep. 


HOSPITAL EXECUTIVES — Flectrolor’s low initial cost, extremely low maintenance (if any), 


long-lasting qualities and handsome modern appearance—these are the features which 


appeal most to those who make the final decisions. 


Compare features! Compare prices! See a demonstration at your convenience. Contact your 


Mekesson Dealer or 


Hite Todiay jot McKim Electiolet, Erockute / 


Me rae 


McKESSON APPLIANCE CO., TOLEDO, OHIO 


Manufacturers of these major products — Bronchio Spirometry, Anesthesia, Resuscitators, Suction Pumps, Metabolism, Oxygen 
Tents, Analgesia, Vital Capacity, Pneumothorax, Air Compressors, Rocking Beds, Dermal Temperature, Oxygen Therapy 
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* HOSPITAL EQUIPMEN 


for Extra Safety, 
Extra Service, 
Extra Life 


COLSON Model 4432 Wheel Chair has 4 wheel COLSON Mode! 6868 Post-Anesthesio Stretcher COLSON Mode! 4935 Inhalator for treating 
running gear for moximum stability. Fully re permits 1 nurse to toke care of 8 to 12 post- respiratory ailments. Visible water supply, high 
clining with cushion rubber wheels. Available operative patients. 80” long Litter elevates to ond low speed, control to prevent overheating 
in 3 adult widths — narrow, medium or wide 20”, locks automatically f woter supply is exhausted 


also juvenile 





COLSON Stainless Steel Tray Trucks are avail- 
able in over 30 different models. Enclosed type 
shown keeps patients’ food warm longer. All 
types have rubber bumpers, ball-bearing casters, 
cushion rubber tires 


COLSON Mode! 660! Linen Hamper is mounted COLSON Casters of mony types are designed 
on 4 easy-rolling ball-bearing swivel casters for especially for hospital use. Often a set of 
fost, silent operation Upper and lower frame COLSON Casters makes old equipment hondile 
members have rubber bumpers to protect walls like new — at very low cost 


and equipment 


Write today for free COLSON representatives are trained to assist you in 


pay covesiog the selection of the proper equipm 
ent to meet 
COLSON’s complete P P et your 


line of hospital 
equipment. models COLSON is equipped to design and manufacture 


special equipment to meet unusual requirements. 


2LSON CORPORATION 


ELYRIA, OHIO 
WHEEL CHAIRS + WHEEL STRETCHERS + INHALATORS + TRAY TRUCKS + DISH TRUCKS + INSTRUMENT TABLES 


needs—exactly. In addition to a wide range of standard 
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Tryptar Debridement in Crush 
Injury of Buttock 


Tryptar is also effective in 
the everyday management 
of varicose ulcers, in burns, 
soft tissue abscesses, osteo- 
myelitis, fistulae and sinus 
tracts. 


pfed Phywiolegec Debudemenil 


WITHIN HOURS 


Tryptar dissolves necrotic tissue, surface coagula, clotted 
blood, purulent secretions and fibrinous strands by physio- 
logic enzymatic action. So rapid is debridement on external 
lesions that excellent clearing may be obtained within hours. 
Tryptar acts with complete safety because it cannot digest 
viable cells or connective tissue. Neither sensitivity to 
Tryptar nor antigenicity have been reported. 

Also available as Tryptar Aerosol for introduction into 
the respiratory tract. Clogging purulent bronchial secretions 
are rapidly liquefied and can be easily expectorated. 

For detailed information write Medical Service Dept., 
The Armour Laboratories, 520 N. Michigan Avenue, 
Chicago 11, Illinois. 


Typlar 


The Armour Laboratories Brand of Purified Crystalline Trypsin 


THE ARMOUR LABORATORIES 


A DIVISION OF ARMOUR AND COMPANY + CHICAGO 11, ILLINOIS 


PHYSIOLOGIC THERAPEUTICS THROUGH BIORESEARCH 
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Greenwich Hospital, Greenwich, Conn. 
Skidmore, Owings and Merrill, Architects 


Geo. A. Fuller Company, General Contractors 


photo courtesy 


Utility 3 
Room ; of S. Blickman, Inc. 


Main 
Kitchen 
Three typical installations of Structural Facing Tile in the handsome, new 200-bed Greenwich, Connecticut Hospital 
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Interiors 


will help to keep 


of 


this hospital young and beautiful 


This handsome new 200-bed hospi- 
tal in Greenwich, Conn., was 
planned to stay new—with a mini- 


mum of upkeep. 


That’s one big reason why archi- 
tects Skidmore, Owings & Merrill 
specified structural Facing Tile for 
many of the hospital’s heavy-duty 


areas. (See photos opposite ) 


Facing Tile reduces the long-term 
maintenance costs which can under- 
mine a good medical program. Its 
durable surface stands up under 
heavy hospital traffic—never needs 
refinishing. And it washes so easily 
that the highest standards of clean- 
liness can be met with a minimum 


size maintenance staff. 


Hospital construction budgets also 
benefit—Facing Tile is made in large 
units, goes up fast, provides a struc- 
tural wall and a permanent, fire-safe 


finish in one economical step. 


Facing Tile brings lasting beauty 
into hospitals, too. Its range of 
scientifically-developed colors per- 
mits planners to choose combina- 
tions which will do most to improve 


lighting and boost patients’ morale. 


Our booklet, “‘The Scientific 
Approach to Color Specification,” 
tells how to make hospital areas 
more useful with the right colors. 
To obtain one, just write our Wash- 
ington or New York offices. 
Address Desk MH-3. 


otig 
+ 


CHD iis stat 
7 = THIS SEAL 
Used only by the members of the 
Facing Tile Institute, it is your as- 
surance of highest quality. In the 
interest of better Facing Tile con- 
struction these companies have 
contributed to the preparation of 
this advertisement. 

CHARLESTON CLAY PRODUCTS CO. 

Charleston 22, West Virginia 

THE CLAYCRAFT CO. 

Columbus 16, Ohio 

HANLEY CO. 

New York 17, New York 

HOCKING VALLEY BRICK CO. 

Columbus 15, Ohio 

HYDRAULIC PRESS BRICK CO. 
Indianapolis, Indiana 

MAPLETON CLAY PRODUCTS CO. 
Canton, Ohio 

METROPOLITAN BRICK, INC. 

Canton 2, Ohio 
McNEES-KITTANNING CO. 
Kittanning, Pennsylvania 

NATCO CORPORATION 

(formerly National Fireproofing Corp.) 
Pittsburgh 22, Pennsylvania 
ROBINSON BRICK & TILE CO. 
Denver 9, Colorado 

STARK CERAMICS, INC. 

Canton 1, Ohio 


WEST VIRGINIA BRICK CO. 
Charleston 24, West Virginia 


INSTITUTE 


1949 Grand Central Terminal, New York 17, N. Y. 


FACING TILE 


1520 18th Street, N.W., Washington 6, D. C. 


No other single building material gives you so much for so little, ..UT’S FACING TILE! 
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Only five minutes of the nurse’s time are required to 


administer a two to four-oz. dosage of CLYSEROL, 


instead of the usual 30 to 45 minutes for an 
enema. No mixing is necessary; no cleaning-up 
sterilizing; the disposable plastic con- 

tainer is simply uncapped, used and 
thrown away. Hospital administrators 


ave found that the safety to the 


PATIENT-APPROVED FOR COMFORT 


Clinically tested for over four years, Clyserol has 
proved effective and safe in all types ot conditions 
including heart cases. And since OUNCES of 
Clyserol suffice, instead of pints of fluid, painful 
distension is eliminated a factor gratefully appre- 
ciated by the patient and by the physician. Clyserol 
is both a retention and a cleansing enema; it is non- 
absorptive and does not interfere with acid base or 
fluid balance. Complete literature and samples on 


request 


FIRST MAJOR ADVANCE IN ENEMA SOLUTION 
AND METHOD IN A HUNDRED YEARS.... 


CONTENTS Each 100 ¢.¢. contains 1.25 grams 
Disodium Phosphate and $.83 grams Monosodium Phosphate 


EnemaA SOLUTION 


CLYSEROL LABORATORIES, INC. 1533 West Reno, Oklahoma City, Oklahoma 
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vv HIGHER tensile strength and greater 


ELONGATION withstand more 


sterilizations at LOWER costs 





MONEER | 


AOLIPRUE 4 


Surgical Gloves 


PIONEER Rollprufs’ 
flat-banded beadless wrists ere 
snap over sleeves and stay <<) 
there—no annoying roll-down during a og: ° 
: , . j Specifications: 
surgery. ..no time-wasting adjustments at 3 
critical moments. Sheer for extreme 
fingertip sensitivity, tough enough to cut your 
glove costs to a few cents per pair per use, — both in excess of 
. . : we Federal Specifications ZZ-G-421-A, 
their greater elasticity is less constricting 
; : , : : No perceptible loss of tensile 
—_ . " . sive hs y 
during long operations. Exclusive banding strength in first ton stertiontions. 


Average 5000 Ibs. tensile. 
850% elongation. 


eature reduces tearing, adds to the extra lon ; 
r : : ‘ r : S B 100% factory inspection to insure 
life of these top quality surgeons gloves, complete protection of both doctor 


makes your glove dollars go further. and potient. 
Guaranteed against deterioration 


Multi-S 1 Ze Markings in proper storage for at least 2 years. 
22am BR mR 

—no color code to memorize—speed up glove 

sorting, cut labor costs. Available exclusively on 

PIONEER surgical gloves at no extra charge. 

Write today for complete information. 


* PIONEED eatle.Comean 


Makers of Quality Surgical Gloves for More than 30 Years 
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B-P RIB-BAC 


is wow than a nan 


It is the hallmark of a fine surgical blade by any 


standard, reflecting infinite capacity for attention 


to every detail of quality production. 


This means... uniform sharpness resulting in 


maximum cutting performance for the surgeon... 





B-P blades are now wrapped 
without oll in a chemical, reduction of time-consuming delays for the 
rust-inhibiting package. No 
wiping is necessary before 
sterilization. Unused blades . b ’ ; 
in an opened package may entire surgical team...an investment in economy 
be rewrapped — still pro- 
tected against corrosion. 





for the budget-wise P. A. 


Ask your dealer 
BARD-PARKER COMPANY, INC. 


Danbury, Connecticut 
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rational... effeci tive... proven, 


in cough control... 


abilussine 


RATIONAL— employs in each 5 cc. of EFFECTIVE — = stimulates maximum re- 
aromatic syrup vehicle: glyceryl guaiaco- moval of sputum, with least frequent and 
late 100 mg. (unexcelled for increasing least taxing cough. 
respiratory tract fluid), and desoxyephed- PROVEN— as reported in clinical test: 
rine 1 mg. (relieves bronchiolar constric- ‘’[Robitussin] was significantly superior to 
tion and improves patient’s mood). the other preparations studied.”’* 


*Cass, L. J. and Frederik, W. S.: Amer. Pract. and Dig. of Treat., 2:844, 1951. (in 
this study Robitussin was compared with ammonium chloride and terpin hydrate.) 


A. H. ROBINS CO., INC. 


Ethical Pharmaceuticals of Merit since 1878 
RICHMOND 20, VIRGINIA 











“Really fast 


heat transfer'’ 





"Easy-to-reach 


damper control” 





\ 


Avy 
hf “ie 


"Grille punched into "Simple to paint—any color” 


heavy, one-piece front” 


Set Dunham’s “‘Dial’’...You’re Set For Better Heat 


Turn the knob on Dunham's new damper and you're set for most 
effective heat distribution. Why overheat when it’s so easy to 
“put the damper on” heat output? And why let air swirls and 
eddies cut down good convection when this Dunham damper 


directs air through the louver grille? 


And since the Dunham grille is an integral part of the heavy, 
sheet steel front. . . there are no separate panels to rattle, no bolts 
or welds to loosen. Just a sturdy one-piece front and grille. 


You're set for better heat... for a longer time... when you 
have Dunham Convectors. Write for further facts. ee 
1206-19 give full information on sizes and 
types, design and construction details, plus 
complete capacity tablets. For your free 
copies write to: C. A. Dunham Company, 
4100 W.. Madison Street, Chicago 6, Illinois 


CONVECTOR RADIATION ¢{ouuam 
pees / Qhualiy fw fo IVY pears 


ANOTHER QUALITY PRODUCT OF C. A. DURHAM COMPANY—CHICAGO + TORONTO - LONDON 
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1000th HILL-BURTON Hospital chooses 
NCG Oxygen Piping Equipment 


FRAT RE ie AE A: WE 
wv 


Oxygen piped to every room in modern new 
Lebanon Community Hospital, Lebanon, Oregon 


Recognize this hospital? It was featured in a recent issue of a large weekly 
magazine. The 1000th institution to be constructed under Hill-Burton 
auspices, it is a model of what a community hospital should be. Naturally, 
it has the modern form of oxygen distribution—-an NCG oxygen piping 
installation. 

You can easily get the facts and figures on oxygen piping for your 
hospital—whether for new or existing construction. NCG will gladly sur- 
vey your needs and submit recommendations and estimates without cost 
or obligation. The same service is available for suction (vacuum) piping 


systems. Write to the address below or your nearest NCG office 


Architect: Roald, Schmeer and Harrington, Portland. 
Mechanical Contractor: H. Den-Herder, Lebanon. 


Lebanon Hospital uses an NCG cylin 
der manifold with the new ‘‘Evenflow 
automatic control unit. 


The NCG 228-wall outlet shown below 
has safety-keyed, quick-connect valves 


All patients’ rooms in the 49-bed hospital have Connected to recovery room outlet above 
one or more convenient NCG oxygen outlets. is NCG Flowmeter and NCG Humidifier 


MEDICAL DIVISION 
MEDICAL SERVICES 





NATIONAL CYLINDER GAS COMPANY 


840 NORTH MICHIGAN AVENUE - CHICAGO 11, ILLINOIS 
Branches in Principal Cities 


Copyright 1953—Nationol Cylinder Gas Co. 








AN IMPORTANT NAME IN MEDICAL 
AND HOSPITAL CIRCLES FOR BLOOD 
TRANSFUSION EQUIPMENT 


STERILON Now Saves You 1/3 Your Cost 
on Expendable Blood Collection Sets 
for Blood Banks 


Your Chote af Need Ganges... 
Large Free Flowing Tubing... 
Sterile and Pyrogen Free . 


Always Ready for Use. 


STERILON CORPORATION, 500 NORTHLAND AVE. BUFFALO 11, N.Y. 
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4 > 7 ; 
— } . . . sy . 
Pfizer / combines economy and convenience in antibiotic therapy 


more than 
dual action... 
synergistic, “cross-fire” 


antimicrobial attack 


O biotic’ 
penicillin-dihydrostreptomycin 


Aherapy with a single injection 


. high blood levels with broader 
antimicrobial activity 
e increased effectiveness through 
synergistic action 
better control of mixed infections 
fewer injections needed 


resistance minimized 


P-S (DRY POWDER) 

1.0 Gm. Formula: 300,000 units Penicillin G Procaine 
Crystalline, 100,000 units Penicillin G Sodium Crystal 
line and 1.0 Gm. Dihydrostreptomycin — single- and 
5-dose vials 


New 0.5 Gm. Formula: same as above but with only 0.5 
Gm. Dihydrostreptomycin—single- and 5-dose vials 


AQUEOUS SUSPENSION 

in Steraject* single-dose Cartridges: 400,000 units 
Penicillin G Procaine Crystalline and 0.5 Gm. Dihydro 
streptomycin—(Also in 5-dose vials) 


* TRADEMARK MAG PFIZER & 


PENICILLIN 
STREPTOMYCIN 
DIHYDROSTREPTOMYCIN 
COMBIOTIC 

POLYMYXIN 

BACITRACIN 
MAGNAMYCIN (NEW) 


A > 
f 
— . . op . . 
Pfizer, a wide variety of antibiotics for every hospital use reanamvcin 


ANTIBIOTIC DIVISION, CHAS. PFIZER &CO..INC.,. BROOKLYN 6,N.Y 











tion system 





HOSPITAL NEEDS 


lo help patients get well, hospitals use commercial re 
frigerators in many applications. World-famous KOCH 
Reach-In Refrigerators are the ideal answer to these 


major needs of every modern hospital 


Shown above are three standard KOCH Models. There 
are several other models with many options, including 
glass or solid doors, stainless steel fronts and ends. Model 


LOOL holds frozen foods at temperatures of zero or lower 


ind has four adjustable shelves 


Hospital administrators—the men who pay the bills 

know, too, that KOCH Refrigerators are built to give 
1 LIFETIME of trouble-free heavy-duty service. The 
line includes many other models, either remote or self 
contained in a range of sizes with options adaptable 
to every hospital need. Your local hospital or institu 


tional supply house can give you more information 


or write the factory today 


fe) Celik refrigerators, inc. 


Right, Model 2870, giant 
white porcelain inside and out 


KOCH REFRIGERATORS MEET MAJOR 











Left, top, 25 cu. ft. Model 4821, with 216-cube ice-maker unit or standard forced convec- 
Ideal for diet or floor kitchens 


Left, bottom, Model 1001, 19 cu. ft. frozen food cabinet 


70-cu. ft. reach-in. Many options available. Hospital-clean 


eaaaaaay 


WHEN PROPER TEMPERATURE MEANS 


LIFE ITSELF... 


The KOCH Blood Bank ts designed for perfect blood 
storage. Holds up to 250 pints. Special thermostat warns 
if temperature goes above or below safety range. Equipped 
with recorder for complete permanent temperature history 

oa 


of all stored blood. Sanitary all-steel construction and stan 


ird parts, with stainless steel interior 


NORTH KANSAS CITY 16, MO 
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Al ONDITIONING 
RADIAND HEATING 
OT WATER HEATE 


£ 





ARCHITECTS: EGGERS & HIGGINS 

ENGINEER: GUY B. PANERO 

CONTRACTOR: ARTHUR E. MAGHER CO., INC, 
(All of New York City) 


] a ; aA A ne ,\ i \ ; | } 
i < Ta 1? A r gZ\ i 34 Vive PAR? t ‘ . ‘ " | 


4 “ 


East Meadow, Long Island, N. Y. 


Modern Hospital Planning now includes greater attention to the import- 
ance of accurate control of air conditions in patients’ rooms as well as 
operating, labor, delivery, nursery, radiograph, cystoscopy, fluoroscopy and 
anesthesia rooms — which are POWERS controlled at Meadowbrook 
Hospital. 


Greater Comfort of Patients aided by Powers Automatic Temperature 
Control helps hasten recovery enabling them to return home sooner, 
Increased turnover enlarges hospital’s capacity to serve more people. 





important Fuel Savings—Much higher fuel costs—a big item of expense— 
can be substantially reduced by prevention of OVER-heated rooms with 
Powers Control. Fuel savings alone make it a more profitable investment 


now than ever before. 


15 to 25 Years of Reliable Service with very little for 
repairs is often reported by users of Powers Control. It 
is unsurpassed for low operating and maintenance cost. 


For the right solution to your control problems call 
Powers. Take advantage of our many years of experience 
in supplying temperature and humidity control for all 
hospital requirements, including hydro-therapy controls. 


Established in 1891 - THE POWERS REGULATOR COMPANY ~ SKOKIE, ILL. Offices in Over 50 Cities 
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FOR FINE FUNCTIONAL GLASSWARE, 


SPECIFY GLASCO 





If vou want hospital glassware that’s 
accurate and easy to use, specify 
Glasco. Glasco hospital glassware 
has a unique modern functional de- 
sign that withstands rough treat 
ment from day-in, day-out use 
insures accurate results 

rhe items pictured above are 
typi al « vamples of this Glasco de 
sign. Notice the easy-to grip fluted 





Male urinal and Urinometer typify the practical 


sides of the Urinometer. .. its 
broad, steady base Large, cleat fig- 
ures on the mercury-filled hydrome- 
ter give quick yet accurate specific 
gravity readings. 

The male urinal has graduated 
lines and figures pressed on the glass 
for easy, accurate reading when nec 
Because it has a broad, flat 


base, vou can stand the urinal up 


essary 


values in glassware you get from Glasco 


right with little chance that it will 
tip over. Its clear glass shows 
whether it has been properly 
cleaned eliminating unnecessary 
unpleasant odors. 

For these and many more low 
cost Glasco items, consult your hos- 
pital supply house or write direct to 
us for a copy of the latest catalog 
and price listing 


GLASCO PRODUCTS CO. 


111 NORTH CANAL STREET, CHICAGO 6, ILLINOIS 


The MODERN HOSPITAL 





ETHICON 


UPAK’ 


sterile pre-cut, silk sutures 


ready for use 
17 pre-cut, 18-inch, 


sterile strands per tube. 


icreased strength 
no tubing fluid... dry silk 


is stronger than wet. 


Om and CONVENnIeEeNCe 
eliminates preparation and sterilization — 


no oils to ruin gloves. 





J] 
WA 


4 ' a P “a Pn 
Spann a Po B- 


« 


a ae — 
5 Ret a ee. 


rigs « lle 
adel - 


00 MEDIUM CHROMIC 
Erwicon 
Non-Soileble Surgical Gut, U.S.P 


Ethicon Tru-Chromicized catgut is 
absorbed at a remarkably uniform rate, 


regardless of suture size. 


always specify ETH i Cc O a Vil ttf fj 


ETHICON SUTURE LABORATORIES INCORPORATED, NEW BRUNSWICK,N.J. 











THIS 1S JUST 
LIKE DRINKING COFFEE IT’S BRAND NEW, — 


FROM A CHINA CUP! A PLASTIC COATED SEALRIGHT 
PAPER CONTAINER! 








The plastic coating of the Alservis Container not only 
provides a porcelain-like rim to drink from, but also 
enables it to hold all the true flavor of coffee, soups, 
and other hot liquids, and “‘it won’t wilt or drip while 
you’re using it.” 

Hospitals which have already discovered this brand 
new type paper container say it’s “‘a natural’’ for cafe- 
terias and lunch rooms. 

Think of it! You can both heat and serve food right 
in the same container, and, when it’s empty, it’s easily 
disposable. The Alservis saves time, money, and, of 
course, eliminates both dish inventory and dishwashing. 

Here’s a container that you can use for all manner 
of hot prepared foods, including those with gravies, 
greases, and sauces. 


The Sealright Alservis Nestyle Container is not an 


= 
ordinary paper container—it’s a great new idea in 
paper service. 
Dpedinsienmenll Sa meeeimeeneniniialll 


Oswego Falls Corp.—Sealright Co., Inc., Fulton, N. Y., Kansas ALSERVIS N ESTYLE 


City, Kansas—Sealright Pacific Ltd., Los Angeles, California 
Canadian Sealright Co., ltd., Peterborough, Ontario, Canada The Plastic Coated Paper Container 
with the Porcelain-like finish 


SEALRIGHT CO., INC., FULTON, N. Y. 
MA IL THIS | would like samples and full information about Sealright’s Alservis 
COUPON TODA y plastic coated food containers. 


for samples 
and full information Company Name 


Address 
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rREPERRE D HOS P 1 PLUM B11 


Crane scrub-up sinks as installed in new wing of Illinois 
Masonic Hospital, Chicago. Made of Duraclay, these sinks 
are highly acid-resisting and take the hardest kind of usage, 
including thermal shock. Knee-operated Dial-ese controls 
operate on same principle as hand or wrist-operated controls. 


Crane Dial-ese faucets 
stop leaks in hospital income 


Che average hospital uses 227 gallons of water per bed, per day. 
Water costs money. Hot water costs more money. This means 
leaking or dripping faucets can cause a sizeable leak in hos- 
pital budgets! 

These are leaks you can avoid by installing Crane specialized 
hospital fixtures with exclusive Crane Dial-ese controls, or by 
re-equipping your existing equipment with Crane Dial-ese. 
Here's why: 

Dial-ese controls work on an entirely new principle. Instead of 
closing against water pressure, Dial-ese closes with it—using force 
of water behind it to help shut the valve and keep it s/g/t. 


Saves Time, Saves Maintenance Costs 
Dial-ese reduces upkeep time, upkeep costs, and inconvenient 
interruptions for maintenance. That's because all wearing parts 





are enclosed in a simple interchangeable “cartridge” that fits all 
Can be slipped out and replaced in seconds. 





new Crane taucets 
No tedious on-the-spot repairs. No lengthy tie-ups of needed 
equipment. 

Dial-ese controls are standard with all Crane specialized hos- 


Get full facts from your Crane Hospital Catalog— 
Wholesaler or Plumbing Erikson. General Contractor: J. W. Snyder Co 


New Crane-equipped wing of Illinois Masonic 


pital fixtures. Hospital, Chicago. Architects: Schmidt-Garden & 
or from your Crane Branch, Crane 


Contractor Plumbing Contractor: Charles Thum. 


GENERAL OFFICES: 836 SOUTH MICHIGAN AVE., CHICAGO 5 


f ; RAN E f O VALVES © FITTINGS © PIPE 
e PLUMBING AND HEATING 
34 
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we enetncns - 
TS _-— - 


dial American 


FOR LAUNDRY EQUIPMENT AND SERVICE! 


You can benefit from American’s experience of 85 years in furnish- 
ing plans and equipment for hospital laundries of every size and 
type. Just say the word... and an American Laundry Advisor will 
call at your convenience, and without obligation on your part. 


THE WORK WEEK WAS CUT 14 HOURS 

at St. Mary’s Hospital, Orange, N. J., with 
installation of a new American-planned and 
equipped laundry department. Heart of St. 


Mary’s new high-production laundry is this 
battery of CASCADE washers. 


~ AMERICAN 


LAUNDRY MACHINERY CoO. cincinnati 12, 
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UNMATCHED 
PYROGEN-FREE PROTECTION | 


... plus operating economy 





s of Water Distilled by 


THE 


cal Analys' 
™ Reflux Still ato rate of 


10 gallons per hour 










etal (USP test) 






REFLUX STILL 


none 
Odor none 
i es will consistently produce a distillate having less than 0.90 parts total 
pH value at 20 C negative solids per million parts water, at the rate of 10 gallons per hour. 





; eno IE aaa So, 

Onidi vvle Substances(USP test) negative Compare this tell-tale factor “ie, 

Oxidiz parts per 0 eA eae a 
million SSS IO OEE OM 


.85 , . : 
fotal Solids ’ aa8 Check these important highlights — 
lids 

ve eee Solids 0.00 @ NEW RECORDING CONDUCTIVITY METER 

no : 
Nitrogen 0.034 will reveal any deviation from the established standard of purity 

Free Ammonia 0.008 throughout the 24-hour day... greater patient safety. 

inoid 
lh, ne @ IDEAL FOR CENTRAL STERILE SUPPLY 
‘ : “te . 

Nitrates 0.000 as all hospital departments and services which utilize sterile water 

Chlorine may be supplied with uniform distillate of standard purity... cen- 


































tralizes responsibility. 








WRITE TODAY for complete 


information and specifications 


@ UNIQUE ENGINEERING DESIGN 


permits application to low pressure steamlines where necessary . . . 
accessibility for easy cleaning also a factor. 










WILMOT CASTLE COMPANY 
1175 University Avenue Rochester 7, N.Y. 










STERILIZERS AND LIGHTS 
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— wou Mallin@henodt Contrast median 
intngaSes output of Xe depautrwont 


UROKON 70%, the new contrast medium for intravenous urography, nephrography, trans- 
lumbar arteriography and angiocardiography, offers you an unusual opportunity to pro- 
duce more intravenous urograms per day. Barry and Rose', Washington University, St. 
Louis, reported: 
“It has been stated by all observers that Urokon is the most rapidly excreted of all 
the commonly employed contrast media...In 1025 cases where this observation 
was noted, 951 or 92.8% (of the pyelograms) filled within 15 minutes...In a busy 
clinic or office the rapidity with which the medium is concentrated should be of 
prime importance.” 
With other media up to 45 minutes are required for an intravenous pyelographic study. 
Much less time is required with UROKON 70%, and it is possible to double the number 
of urographic examinations made daily with existing X-ray facilities. 
'Barry, C. Nand Rose, D. K.: Urokon Sodium 70% in Excretory Urography, J. Urology (to be 
pul lished). 





notably Safe and Sah$factony fon... 
INTRAVENOUS UROGRAPHY © ANGIOCARDIOGRAPHY 
TRANSLUMBAR ARTERIOGRAPHY @ NEPHROGRAPHY 
eT RETROGRADE PYELOGRAPHY 


Please send me information on 


nckrodt St tl 


° 


STERILE SOLUTION UROKON® SODIUM 70% 


MALLINCKRODT CHEMICAL WORKS 
Second & M krodt Sts., ST. LOUIS 7, MO 
i Street, NEW YORK 8, N.Y 
1* Los Angeles « Philadelphia « 
In Canada 
MALLINCKRODT CHEMICAL WORKS LTD. 


Montreal « Toronto 
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Kiavor is the pay-off 


thats why you need Accent at every station" in your kitohen 


“Yes, I’ve always believed flavor is the pay-off that counts most in winning 
customer Satisfaction and in bringing them back again. I have never found any- 
thing more helpful than Ac’cent in adding that certain something that makes 
all my dishes more flavorful and keeps them that way. i keep it at every station 
so that I am sure it is universally used in meats, vegetables, soups, salads, 
gravies...in fact, wherever we use salt and pepper. There is nothing like Ac’cent 
to bring out the full natural flavors and keep flavors at peak while food is waiting 
for service. I have found that it is easy to use and that very little instruction is 
necessary, because Ac’cent simply brings out flavor in all of our recipes without 
adding flavor of its own.’! ROBERT AUDELAN, Supervising Chef 

Essex House, New York City 
President, Chefs de Cuisine Association of America, Inc. 









































*SOUPS-— Add 1 oz. Ac’cent per 8 *FRYING Sprinkle Ac’cent on ham-  *STEWS-—In stews, both meat and 
gallons of soup, chowder or puree burgers, steaks, chops and fish prior "= vegetables should be seasoned with 
Broths and consommes require slight to frying or broiling. Proportion should Ac’cent. Use Ac’cent in sauce, also 
ly less Ac’cent; heavy cream soups, be 1 oz. Ac’cent per 35 to 45 Ibs. meat, Add 1 oz of Ac’cent to 35 to 45 Ibs 





require a little more 35 to 60 Ibs. fish of meat. 
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*ROASTS ~ lor roasts and other solid *VEGETABLES [or vegetables, add *SALADS- Season 35 to 45 lbs. of 
cuts of meat, season with Ac’cent be 1 oz. Ac’cent per 40 to 50 Ibs. Should non-sweet salad with 1 oz. Ac’cent 
fore placing in oven. Add Ac’‘cent to be sprinkled on when vegetables are Use about 1 oz. Ac’cent in each 2 to 5 
natural juice or gravy easoned and placed in bain mane gallons of salad dressing 
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Whenecer food 
waits for people.-- 

you need 
ACCENT! 


ene AMINO PRODUCTS DIVISION 


North \ 
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PURE monosodium GLUTAMATE , 
makes taste better: 
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STRETCH 
UT YOUR 


STAINLESS, 100 


There are ways to stretch out your supply of stainless. 


For example, you may be using a grade or finish of 
stainless that is in extreme demand when another 


similar one, not as tight, could do the job adequately. 


Our metallurgical staff and stainless fabricating spe- 
cialists are ready to help you look into this matter and 
to advise you on more readily-available types of stain 
less that will do a satisfactory job. Feel free to call on 


us for this speci ilized help. 


CRUCIBLE] first name in special purpose steels 
53 yea of Fite steelmaking STAINLESS STEEL 


CRUCIE STEEL COMPANY OF AMERICA, GENERAL SALES OFFICES, OLIVER BUILDING, PITTSBURGH, PA 


REZISTAL STAINLESS * REX HIGH SPEED * TOOL * ALLOY * MACHINERY * SPECIAL PURPOSE STEELS 
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IN ROOM 408, this 


eration. Sur thi 


IN ROOM 303, this adu physician feels 70° will 


beneficial to 


Honey well 


tem} eratures 


her recovery vats why it S important to 


Hospital Thermostat in each roon tor ther 


can be part of the prescnpuon 


prove 


i 


ve 


a thermostat in 
every room is a 


MARK OF A 
MODERN HOSPITAL 


Today, in many modernly equif ped hospitals, it 1S routine 
medical practice to give each patient the exact room tem- 
perature he needs to speed his convalescence. And this can 
be done only by having a thermostat in every room. No 
other method can compensate for the varying effects of 
wind, sun, open windows and variations of internal load 
in each room. That's why it’s so important to consider 
Individual Room Temperature Control if you're planning to 
build or modernize a hospital 

Be sure you plan to install Honeywell Individual Room 
Temperature Control when your hospital 1s being built 
This is the most economical time to have it done. And con 
trary to most beliefs, Individual Room Temperature Con- 
trol is not expensive, for most installations will cost only 
between 2 and 1% of the total building expenditure 

For complete facts on Honeywell Controls for your hospi- 
tal, call your local Honeywell office—there are 104 in key 
cities throughout the nation. Or for literature, write Honey- 


well, Dept. MH-3-55, 351 E. Ohio St., Chicago 11, III. 


First thermostat specially designed for hospitals! 


You get ali the S¢ features only ona Honeywell Hy Sf ital Thern Osta 


turt 


* Nite- Glowing dials"’ permit inspection without disturbing 
patients 
lings easy to see 


Magnified Numerals make rea 
New Speed -Set Control Knob is camouflaged against tampering 
1ir-operated ; requires no electrical connections 


Lint-Seal insures trouble-free, dependable operation 


Honeywell 
Fiut we Couttols. 
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For Efficiency, Economy and Dependability...rely on 


Huebsch, the world's largest manufacturer of open-end 
drying tumblers—and now manufacturing the newest 
and finest open-end washer—offers the equipment 
you need to give satisfactory service at a 
profit. Ask your Huebsch representative for 


full details—or write directly to us. 


HUEBSCH OPEN-END TUMBLER 
Choice of four sizes—Available in 
both laundry and drycleaning models 


HUEBSCH 

OPEN-END WASHER 
37” x 18’ cylinder; rated 
capacity: 50 pounds 


HUEBSCH 
| MANUFACTURING CO. 
| 3775 N. Holton St., Milwaukee 1, Wis. 


Division of 
THE AMERICAN LAUNDRY MACHINERY CO 


Makers of the famous Huebsch Open-End Tumblers © Open-End Washers 

Handkerchief lroners and Fluffers © Pants Shapers @ Automatic Valves 

Feather Renovators @ Double Sleevers ® Collar Shapers and lroners 

Garment Baggers © Cabinet and Garment Dryers © Washometers 
Spring-Type Filters 
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YOURE FAR AHEAD 


when you serve these 4 great 


...abwaye 


less than ?¢ 
PER SERVING 


DANDY OYSTER CRACKERS 


The sealed cellophane packet is your 
guarantee of freshness. Protected this 
way from moisture and humidity, the 
crackers can’t go stale. Each packet con- 
tains just the right amount for one serv- 
ing of flavorful, puffy oyster crackers— 
slightly salted on top and perfect for 


oysters, soups and cocktails. 


SEND FOR THIS FREE BOOKLET 


Packed with ideas on how to increase sales and 
ost with DANDY OYSTER 

© RITZ Crackers * FOUNTAIN 
PREATS © PREMIUM Saltine Crackers and 
er NABISCO products i 


RITZ CRACKERS 


Here, in the convenient cellophane 
packet, is America’s favorite cracker. 
Loss through bottom of the caddy 
breakage is a thing of the past . . . and 
the packets assure equal portions, two 
crackers each, per serving. Salty and 
crisp, Ritz packets are the perfect mate 


for entrees, soups, salads and cheeses. 


National Biscuit Co., Dept. 449 W. 14th St., New York 14, N.Y. 
Kindly send your booklet “Around the Clock with Nabisco." 


Name..... 

Organization 

Address.. mssossunsesnminsansaneensccsuatapemsenoes 

City inincetaniaienitincidcetaiatnn NV 
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WITH NABISCO... 


individual food packets! 


FOUNTAIN TREATS 


Add that extra touch to your hot and 
cold drinks, sodas and ice-cream by serv- 
ing Fountain Treats in the cellophane 
packet. Serving time is cut and waste, 
through breakage and staleness, is elimi- 
nated. Handsomely displayed in each 
packet, the delicious chocolate and va- 


nilla sweet cookies are fountain favorites. 


OTHER NABISCO FAVORITES 


NABISCO SHREDDED WHEAT* FIG NEWTON CAKES 
NAB PACKETS * LORNA DOONE SHORTBREAD 
OREO CREME SANDWICH * NABISCO GRAHAM 
CRACKERS * NABISCO PRETZEL VARIETIES 

TRISCUIT WAFERS 
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PER SERVING 


PREMIUM SALTINE CRACKERS 


There’s nothing quite like these flaky, 
salty Premium Saltine Crackers in the 
cellophane packets. The packet is your 
assurance that they'll taste oven fresh 
always—and you save money because 
there’s no breakage, wastage either. 
Serve with soups, chowders, salads—and 


as a thrifty substitute for bread. 


251 distributing branches 
assure prompt and frequent delivery 


NATIONAL BISCUIT COMPANY 





... that this softener is delivering 
over 44% more soft water per 
regeneration than conventional 


softeners of the same size... 


Gui tle a fact... because tit an EGde! 


ORDINARY 
DESIGN Yy 
- ES, Elgin is the only softener that gives you 


“Double-Check” Design and the increased capacity that 
goes with the “Double-Check”’. Glance at the diagrams 

ELGIN which point out the big basic difference. By preventing 
ge DESIGN the escape of zeolite, the ““Double-Check”’ design 
permits a deeper zeolite bed; better back-washing; 





SOFTENING 4 : 
Capacity (Same size units; 


same type zeolite) higher efficiency. 

Remember: We can rebuild your present softener — 
any make — applying the “Double-Check” equipment 
needed to give greatly increased softening capacity. 
For facts call your nearest Elgin representative — or 


write for catalog. 





ELGIN SOFTENER CORPORATION 
144 N. Grove Ave. 


Elgin, tlinois 
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PERFECT CONTROL 


FLUORADEX 500 A: 2 finger’s Included are: a fully integrated phototimer 


h you get the most highly perfected system more automatic than any other today: 


lic instrument in the entire field. The unusually accurate short exposures at rates up 
has all the control features you've learned to 8 per second : ampli power for cine fluorog 
modern radiological equipment 


raphy ; and a host of better-than-ever technique 
idditional ni “ improvements that facilities that Prive add | versatility fle xibiliry 


I 


en easier and more con speed ind extreme a uracy 


Your Westinghouse X-Ray re presenrative will 
rell you more. Or write Westinghouse Electric 
Corporation 519 Wilkens Avenue Baltimore 
3, Maryland, 


YOU CAN BE SURE...1F 17S 


Westinghouse 
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Too bad the master builders of the Nile 
couldn’t have proved it for us .. . because, 
on the basis of our experience, we believe 
that if ADLAKE Windows had _ been in- 
stalled in the pyramids, they would still 
be in service today! 








... for Adlake Aluminum Windows last as long 


as the building itself, with no maintenance! 


Every ADLAke Window Literally, ADLAKE Windows pay for them- 
selves by eliminating all maintenance 


3 9 e f ‘ 
gives these “PLUS” features: costs except routine washing. Once in- 
stalled, they'll keep their clean-cut good 

Woven-pile Weather Stripping and looks and easy operation for the life of 


Exclusive Patented Serrated Guides the building, with no painting, scraping 
° or other maintenance whatever! What’s 


Minimum Air Infiltration more, their woven-pile weather stripping 
° and patented serrated guides give a /ast- 
Finger-tip Control ing weather seal! 
2 





No Painting or Maintenance ADLAKE Aluminum Windows assure a life- 

° time of value, beauty and efficiency. Write 

No Warp, Rot, Rattle, for full details— you'll find ADLAKE repre- 
Stick or Swell sentatives in most major cities. 


m Adams & Westlake <omeax 


Established 1857 + ELKHART, INDIANA + New York * Chicago 
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Food Standards for the Aged 


Question: This organization operates four 
institutions for the care of the chronically 
ill and aged, among them a 24 bed nurs 
ing home for both bed and ambulatory 
patients, a 20 bed “home for the aged 


caring for both men and women, a !2 bed 
boarding home for aged women and, of 
course, the new Benjamin Rose Hospital 
opened Dec. 9, 1952. The last will em- 


phasize rehabilitation and is intended as a 
genuine hospital and not a nursing home. 

We are attempting to improve the food 
standard in all the institutions (which term 
is a@ misnomer since we try to make them 
homelike and institutional), and the 
nursing home is presently presenting the 
greatest problem. We wonder if there are 
available menus for geriatric patients and 


not 


publications which could be used by the 
house directors and their kitchen staffs 
We do not yet have a dietitian—pos 


sibly that will come when the hospital does 
its own cooking. At present the University 
Hospitals, with which we are affiliated, is 
furnishing our meals on a cost-plus basis 
| am the purchasing agent for the institute 
and buy the food for the homes—the hos 
pital will be included in the purchase pro 
gram when, as and if it becomes necessary 

Any suggestions you can offer on menu 
planning and food standards for geriatric 


care will be greatly appreciated.—F.K.T 
Ohio 
ANSWER: A most useful background 


book on the subject of geriatrics re 
cently published is “Understanding 
Old Age” by Jeanne G. Gilbert, Ph.D 


published by the Ronald Press, New 


York, in 1952. The content is directed 
to all hospital workers and the third 
section is devoted specifically to in 


suirutional management 
Three authoritative publications on 


the feeding of older people are these 


Food Guide for Older Folks by 
Rosalind Lifquist, Mary Walsh Cashin 
and Emily C. Davis, Bulletin No. 17 
of the Bureau of Human Nutrition 
and Home Economics, U.S.D.A., ts 


available from the Superintendent of 


Washington 25 D¢ 


Documents 


tor 5 cents; “Group Feeding of the 
Aged” is available free from the 
Evaporated Milk Association 30 


North Michigan 
lelightfully 
tor Older People 


Chicago l and the 
Fun 


ay ailable 


titled “Eating Is 


Too! s 


it a nominal cost from the American 
Dietetic Assn., 620 North Michigan 
Chicago 11 The November 1952 
issuc ot Practical H Mle Econ Whi 


irried a helpful article keyed to your 
entitled “Older Folk Appre 


d Cooking For a 


purpose Ss 


ciate Gow general 





3, March 





1953 
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guide Food Purchasing Guide for 
Group Feeding,” by Miss Lifquist and 


Edith B 


the Superintendent of Documents for 


Tate, is also available from 


’S cents 


As you probably know, the state 
of Ohio employs an expert on group 


feeding, Minerva Harbage, who serves 


as nutrition consultant for the Ohio 
Department of Health at Columbus 
Her article on page of the Novem 
ber 1952 issue of Ohio's Healt/ gives 
some idea of the scope of services 
rendered by these “traveling dieti 
tlans MARY P. HUDDLESON 


Hair-Bobby Pin Problem 


Question: In your study of maintenance 
and repair of nurses’ residence halls, have 
you found a device that can be put into 
sinks to catch hair and bobby pins in order 
to avoid clogging the sinks? We are ex 
periencing considerable difficulty in keep 
ing the sinks open because women permit 
their hair and bobby pins to go down the 
drain and ultimately stop up the sewers.— 


L.O.B., Mont 

ANSWER No. |: Sinks that do not 
have “pop-up” wastes are trouble mak 
ers Sinks that do have this type of 
waste are easy to clean and do not 


illow materials to enter the sewers. If 


rubber stopper sinks are in use it 
would be well to investigate the possi 


bility of installing pop-up wastes in 


these sinks. It is possible to do s 
in some Cases SAM BREWSTER. dz 

rector, department of buildings and 
rounds, Alabama Polytechnic Insti 
ite, Auburn, Ala 





Conducted by Jewell W. Thrasher, 
R.N., Frazier-Ellis Hospital, Dothan, 
Ala., William B. Sweeney, Wind- 
ham Community Memorial Hos- 
pital, Willimantic, Conn.; A. A. 
Aita, 


San Antonio Community 


Hospital, Upland, Calif.; Pearl 
Fisher, Thayer Hospital, Waterville, 


Maine, and others. 











) 


ANSWER NO This won't be much 
help as regards the question of sink 


traps for hair and bobby pins in show 


ers and sinks in which student nurses 
wash their hair But | can suggest 
one preventiv« measure in womens 


Take the 


above the sinks and put them on the 


washrooms mirrors trom 


opposite wall, thus removing — th 


temptation to comb one’s hair while 


standing at the sink, with the resulting 
clogging of drains. A ledge undes 
women 


It’s 


the mirror can be used by the 
to hold and 


wonderful 


their combs pins 
this measure can do 
JANE BAR 


{dmuinistrative House 


what 
to reduce plumbing bills 
VON, co-author 


keepiy 


How Fast Can Painter Paint? 


Question 
should an 
grade of 
Mass 

ANSWER: This 


mitted to several maintenance 


How many square feet per hour 
painter using a good 
cover ?—J.B.K 


average 


flat wall paint 


que sStIOn Was sub 


authori 


ties. The average figure named in their 


inswers Was square feet. However 


the authorities noted that in applying 
such standards, appropriate allowance 
and con 


dition of the surface be ing painted and 


must be made for the ty pe 


such factors as the number of corners 


windows and other details affecting 
the spec { with which the surface may 


he palnte d 


Charging for Damages 


Question: How do 
in student residence 
cupant or culprit charged?—H.M., Ill 

ANSWER: In case of damage within 


you handle damage 
rooms? Is the oc 


a student residence room, the resident 


{ 


is Charged at Cost for the actual dam 


age. In double rooms and suites, the 
residents are normally held jointly re 
sponsible for the damage and the bill 


bill 


In those instances where a particular 


is a joint 


individual is known to have done the 


lamage, the charge is made directly to 
that individual. The important point 
as far as our policy ts concerned 1s 
that in nearly every instance the in 


stitution is reimbursed for damage of 
JOSEPH P. NyYk, director of 


Columbia Il 


this sort 
niversaly 


City 








/ Operation 
Satety: 


iT STARTS FROM THE GROUND UP WITH 


GOLD SEAL NAIRN STATIC-CONDUCTIVE LINOLEUM 





The most reliable safeguard against devastating anesthetic 
blasts in surgical areas is the simple installation of Gold 
Linoleum ...the only 


Seal Nairn Static-Conductive 


linoleum in the world with the remarkable property of 


dissipating static electricity which would otherwise pre- 


sent an explosion hazard. 


In addition, Static-Conductive Linoleum delivers 


durability and wear-resistance ... true resilience. ..a 
sanitary, slip-resistant surface that’s easy to maintain 


... AND the famous Gold Seal money-back guarantee 


of complete satisfaction. 


48 


Whatever your particular floor covering requirements 
may be...no matter how tough the problem, how 
tight the budget . . . you'll find the one right answer in 
the wide range of Gold Seal Floors and Walls. Each one 
of these many Gold Seal guaranteed products is de- 
signed to meet a specific, different need . . . to meet it 


square ly ant 1 economu rally. 


For detailed information write Contract Saies Department: 


(AS aN 
io’ =) GOLD SEAL FLOORS AND WALLS 
SSe7_ @CONGOLEUM.NAIRN INC., Kearny, N. J. ©1953 


The MODERN HOSPITAL 











Only the best in modern hospital construction and equipment 
would satisfy the citizens of Twin Falls County, Idaho, when they erected 
their new hospital. That’s why Simmons beds, furniture and Beautyrest 
mattresses are used in this new 160-bed hospital. 

From the ground floor grouping of all medical services, to the home- 
like atmosphere of the individual rooms, the Magic Valley Memorial 
Hospital is designed to a new concept of efficient, attractive service,” says 
Mr. J. C. McGilvray, Hospital Administrator and President of the Idaho 
Hospital Association. 

Shown above is one of the semi-private rooms planned by Mr. McGilvray 
and his staff. It is a symphony of soothing color, from its two-tone walls 
to the beautiful furniture finished harmoniously in dove green with grey. 

Whether you are modernizing or planning new construction, call your 
Simmons hospital supply dealer, or, write us for helpful advice. 


Illustrated above Room No. 80. Dove green with grey Magic Valley Memorial 
Hospital, Twin Falls, Idaho. This room is equipped with: H-880-4 Vari-Hite Beds with 
I Deckert 3-crank Spring—F-440-F Bedside Cabinets—F-142-24 Chest with Mirror 


Simmons Vari-Hite bed ends are quickly 
tM-42—F-732 Chairs—F-763 Arm Chair—F-885 Single Pedestal Overbed Table * . a 


adjustable from home bed height to hospital 
height by cranking. At the low height 
patients enjoy a greater sense of security 
In raised position, the patient is brought to 
the right height for nurse care 


Hospital Division Simmons Company 


Write for neu stalog of Simmon 
complete line of bospital equipment 


54, Merchandise Mart + New York 16, One Park Avenue + San Francisco 11, 295 Bay Street + Atlanta 1, 353 Jones Ave., N.W. + Dallas, 8600 Harry Hines Bivd 





3 Great Baby Incubators 


i ARMSTRONG X-4 (Nursery Type) INCUBATOR 


“|. 
The original Armstrong baby incubator designed for 
safety, reliability, simplicity of operation, low operating 
cost and low initial cost. Experienced-perfected and hospital 
proven throughout the world. The X-4 was the 
first Baby Incubator ever to be tested and approved by 
Underwriters’ Laboratories and is still the low-cost 


Baby Incubator of choice for general nursery use. 


ARMSTRONG X-P (Explosion-proof) INCUBATOR 


The FIRST explosion-proof baby incubator ever built 

and the FIRST to be tested and approved by Underwriters 
Laboratories for use wherever explosive anesthetic gases 
create a hazardous atmosphere. SAFE in the delivery room. 
SAFE in the surgery. SAFE for aseptic transportation ot 


infants from delivery room to nursery. 


34 ARMSTRONG HAND-HOLE (De Luxe Model) INCUBATOR 


Truly a de luxe baby incubator but designed to sell for about 


# 
one-half the cost of other high-priced, hand-hole incubators. Thick, 
steel-reinforced, transparent Lucite sides. Safety glass top. No 
distortion. Each equipped with new, simple nebulizer at no extra 
cost. 4 hand-holes, and a large opening for administering 
parenteral fluids. Oxygen control provides BOTH high and 
low concentrations. A bigger incubator for the larger term 
baby and for the critically small premature. 
So 
Seo 
oan 


Write for complete details on anyor all 


of these 3 Armstrong Baby Incubators. 
BACK OF EVepy 


ARMSTRONG BABy 


ELE ELLE ELE NE EE PHS 


r 
THE GORDON ARMSTRONG COMPANY, INC. 


Division DD-1 Bulkley Building, Cleveland 15, Ohio 


Distributed in Canada by Ingram & Bell, Ltd. 
BABy INCUBATORS 


Toronto + Montreal + Winnipeg + Calgary + Vancouver 
H 
Torrence mama AS BEEN INCREASED 
AN 


314%, 
2%. 


(e) YOu re) 
F 
ARMSTRONG 


mmamrcaremmemenenmnne 
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LEGISLATIVE OUTLOOK 


Although the new Congress made a slow start, it is 
apparent now that a considerable volume of medically 
important legislation will be enacted before it closes shop 
Information from both 
agreement or 


in the middle or late summer. 
White House and Capitol Hill 
near-agreement on the following measures: 

1. Extension of the doctor draft law, with important 
amendments. 

2. Elevation of Federal Security Agency to a Department 
of Health and Security. 


indicates 


3. Creation of a commission to make a year’s study of 
the relationship between federal and state and local govern- 
ments, including health and welfare fields. 

4. Extension of social security coverage. 

5. Elimination of controls over scarce metals (all used 
in hospital construction); this already has been ordered. 

In addition, the usual appropriations for health activities 
of the federal government should go through about as 
outlined in the budget presented by the Democratic admin- 
istration. There is even a strong possibility of increasing 
funds for research and some chance that the $75,000,000 
proposed for Hill-Burton construction will be increased, if 
a good enough showing can be made at committee hearings. 

It is understood that a start will be made on all new 
legislative projects scheduled in the health and welfare areas. 
However, because of the complex nature of social security 
and all the necessary staff work, extension of benefits may 
not be enacted until the second session next year. But if 
there is a delay in this it will be an honest delay, not a 
stall; President Eisenhower repeatedly has pledged that 
pensions and other protection will be extended to millions 
of persons not now covered. 

In more detail, here is the situation: 


DOCTOR DRAFT 


Defense Department’s proposals would make a number 
of changes, many of which would affect hospital staffs. 
The few men remaining in Priorities | and II would be 
placed in a separate group and be called up immediately 
on the expiration of their current deferments. All other 
registrants would be divided into two classes, those with 
prior active military service and those without. The non 
veteran group would be called first, with the youngest men 
taken first. Next veterans, with those 
having the least active duty called first. 

Although Defense Department officials at one time hoped 
to have the maximum age for service lowered from 51 to 
perhaps 41, they had to give way on this and agree to keep 
it at 51. The pressure came from professional associations 
which objected to having young veterans recalled while 
leaving older nonveterans undisturbed in private practice. 

In another important concession, the Defense Department 


would come the 


proposes that the arbitrary limitation on the number of 
higher commissions be waived in the case of medical officers. 
If Congress agrees to spend the extra money, doctors will 
get the commissions they're entitled to by age, education 
and experience, and not be limited to whatever commissions 
happen to be available. 

Defense Department also has agreed to require the three 
services to terminate reserve commissions when the doctors 
complete the term of service for which they were called; 
up to now navy reservists in particular have found it almost 
impossible to resign. 

Of importance to hospitals in working out staff defer- 
ments, Defense Department recommends a stronger posi- 
tion for the National Advisory Committee to Selective Serv- 
ice; also, the new bill would give legal status to state 
advisory committees, which now function merely as an 


extension of the national group. 


Should Congress approve this bill, there is nothing to 
suggest that hospitals will encounter any new difficulties 
in staffing physicians. The total number of men in resi- 
dencies and internships during the current year exceeds the 
previous year’s total by a few hundred—23,221 now, 22,918 
last year. But hospitals constantly are being advised to give 
as many residencies as possible to the older Priority III] men, 
or Priority IV’s. Also, more than two years’ experience 
with the doctor draft has convinced the military services 
that they must not act too drastically against residency pro- 
grams; army, navy and air force, as well as civilians, need 
a balanced pattern of physicians, and they can’t get the 
skills needed if residency programs aren’t allowed consid 
erable freedom. 

New Selective Service policy may cause a few hospitals 
trouble: Up to now alien physicians have been considered 
immune to the doctor draft. But from now on they will have 
to take their chances with citizens; their alien status alone 
will not be sufficient to keep them out of service. It is 
known that a few hospitals, hard pressed for staffs, have 
taken on an unusual number of aliens. 


If the new draft bill is passed soon enough, it may be 
of benefit to some of these alien physicians. One provision 
would allow credit under the doctor draft law for time 
spent in the military service of a co-belligerent; this would 
cover Canadian, English and French doctors, but of course 
wouldn’t apply to German. 


HEALTH-WELFARE COMMISSION 


Commission idea originally was Senator Taft's, but Presi 
dent Eisenhower gave it his blessing in the State of the 
Union message. It would be appointed partly by Congress, 
partly by the White House. Within a year it would be 
expected to report back to Congress with recommendations 
in the field of federal relationships to state and local govern- 
ments. The ultimate objective is to (a) return to states 





certain responsibilities they have allowed the federal gov- 
ernment to take over, and (b) reserve for the states certain 
areas of taxation, so the states can afford to resume their 
health-welfare rdle. Senator Taft expects this commission 
would mean a freeze on health-welfare legislation for the 
year. There is some evidence, however, that President Eisen- 
hower wants the commission, but doesn’t want the freeze. 


DEPARTMENT OF HEALTH AND SECURITY 


President Eisenhower is known to be planning introduc- 
tion in the immediate future of a plan for reorganizing the 
Federal Security Agency—elevating it to a cabinet Depart 
ment of Health and Security. F.S.A. Administrator Oveta 
Culp Hobby would become the first secretary. If there is 
adequate assurance that health functions will be strength- 
ened within the new department, the plan may receive 
the wholehearted support of professional associations, which 
in the past have been suspicious of other rather carelessly 
drawn departmental plans for F.S.A. 


Congressional leaders have let it be known they would 
accept the President’s new department; under the law either 
house could kill the plan by rejecting it by a majority of all 
members within 60 days after its formal proposal by the 
President. 


SOCIAL SECURITY EXTENSION 


Eisenhower advisers are talking of straight extension of 
coverage and cash benefits to several million more persons; 
they have no interest in such innovations as the hospitaliza- 
tion-at-age-65 idea sponsored by former F.S.A. Adminis 
trator Oscar Ewing. 


END OF CONTROLLED MATERIALS PLAN 


By executive order in mid-February, President Eisenhower 
decreed the end of the Controlled Materials Plan for scarce 
metals by the third quarter of this year. 


First quarter quotas or “tickets” are being honored, as 
will be second quarter allocations. However, hospital or 
other contractors are welcome to go out in the open market 
and make any purchases in excess of their quotas provided 
they can find the steel, copper and aluminum. The effect 
will be fully to honor the promises of claimant agencies 
until July 1. Then these users will have to take a chance 
on the open market. After July 1 the mills still will be 
required to set aside certain supplies for the military serv- 
ices and atomic energy operations, but the rest of their 
products can be disposed of as they see fit. 


Officials who have spent the last two years helping to 
obtain and _ allocate hospitals actually are 
not too alarmed by the folding up of controls. As early 
as last fall they could see the shortages disappearing in 
almost all areas. Barring a series of strikes, or an inter- 
national emergency requiring much more defense spending, 


they anticipate that hospitals will have no particular difh- 


supplies for 


culty after July 1. 


Second quarter allocations for hospitals are evidence of 
the vastly improved supply picture. The allocation of carbon 
steel was increased about 40 per cent over the first quarter, 
in all other cases where re- 


and increases were allowed 


quested. 
Office of Civilian Health Requirements, claimant agency 
for hospitals in the distribution of scarce metals, is shifting 


its efforts into the planning stage, working out blueprints 
for handling hospital needs when and if the supply situation 
takes an unfavorable turn in the future. 


MAGNUSON COMMISSION 


Truman Commission on the Health Needs of the Nation, 
which raced through a year of feverish fact-finding, has 
ground to a dead stop. It has been moved out of its quarters, 
and a small termination staff is winding up correspondence. 


All the commission’s five-volume report is available at 
Government Printing Office. Last to be printed were Vol- 
ume II (resources and needs) and Volume III (a statistical 
appendix). Volume I, containing all recommendations, 
still is in healthy demand, although it has been available 
for almost two months. Hospital people should find Volume 
IV of considerable interest and great value. It is devoted 
to the financing of hospital care, and contains in full the 
testimony given at the open hearings last October in Wash- 
ington. Particularly meaty are the remarks of Harry Becker 
of the Commission on Financing of Hospital Care; Dr. 
George Baehr of New York’s H.1.P.; Dr. Edwin Crosby, 
director of Johns Hopkins Hospital, and E. A. vanSteen- 
wyk, director of Associated Hospital Service of Philadelphia. 


As reported at the time, the experts agreed on almost 
everything except two points: First, just how many Amer- 
icans are not adequately protected by health insurance? 
Second, can the voluntary plans expand fast enough to 
meet the need before some other system is forced on the 
country? 

If anyone in the hospital field is inclined to complacency, 
he might buy a copy of Volume V, a summary of the eight 
regional conferences. About 250 witnesses are quoted, some 
for a few paragraphs, others for several pages. It is not 
quite, as the title suggests, an example of “The People” 
speaking out on health matters. Without exception witnesses 
quoted represent an organization, a profession or labor 
union, a chamber of commerce or city welfare department, 
a farm organization or a college. 


Fifteen or so labor union members tell first-person stories 
of how medical care—particularly hospital charges—wiped 
out family savings and threw them into debt. While the 
individual recitals are monotonous in tone, they do high- 
light the fact that there is no available protection against 
catastrophic illness. 


Meanwhile, the former commission members are attempt 
ing to keep in touch with each other through an informal 
committee they formed to promote the report. The com- 
mittee has no staff and no funds, but it expects to continue 
for a few more months. 


If the Eisenhower administration has any interest in the 
findings of the commission, it has, up to this writing, kept 
the fact a secret. Neither the President nor anyone in his 
official family has referred to the reports. 


NOTES: 


V. Adm. Joel T. Boone, chief V.A. medical director, man- 
aged to get himself in trouble with some doctors through 
his rambling testimony before a House committee. In ex- 
plaining some of his problems, he said that a segment of 
the profession would willingly wreck V.A.’s medical pro- 
gram if necessary to eliminate the care of nonservice con- 


nected cases. 
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Month The 


Zong to be dis 


which is Cheese Festival 
wallpaper people are 
ippointed in us, however, because we 
iren't going to have time to style any 
wallpaper this month. Too much to do 

Among other things, for example 
we have to start the month by observ 
ing National Advertised Brands Week 
and National Save Your Vision Week 
time, a circumstance that 


seems bound tO be disastrous for one 


if the same 
Vision saved or not, we 

National Smile 
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the federal budget. It ts a time when 


all newspaper readers know the an 


swer to. the essentially 


question 
religious one, of what to do with con 
victed spies; a time when the nation’s 
doctors, peering sagely down the na 
tion's throats, toss oft easy solutions to 
medical 


deep-rooted wrongs in the 


economy. It is the Era of Common 


Competence. Experts abound. Com 
mittees and COMMISSIONS pile recom 
mendation on finding and finding on 
recommendation in vast, enveloping 


layers of omniscience. Thought loses 
its way in the trackless forests of data 

In such an era only a brave man will 
confess ignorance on any subject, and 
an expert acknowledging fallibility in 
field 


a fool or a heretic 


his own may expect to be re 


garded as At such 


a time it is extraordinary, if not in 


credible, that there should be a whole 


committee of experts who ask ques 


tions instead of answering them, 


committee that is critical of the dis 
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cipline trom which it emerges, a com 
mittee which speaks firmly when it ts 
asking questions and softly, almost 
shyly, when it is making recommenda 
tions, a committee that gravely, pre 
cisely and officially suggests that 
change is the only constant 

The 


Committee on Internships is apparent 


rare spirit of the Advisory 
when it asks itself a question to which 
it is assumed everybody already knows 


What 


committee 


the answer 7s an intern, any 


way’ the wonders in the 
opening paragraphs of its report, a re 
markable document appearing in the 
February 7 issue of the Journal of the 
American Medical Association. Taking 
sober note of the developing squeeze 
between the clinical clerkship, on its 
south border, and the residency on the 
warns that the 


north, the Committee 


internship may vanish “tor failing of 
valid function.” The definition of valid 
function is hammered out in the length 
of the report, but chiefly, as Socrates 
defined virtue, by discovering what it 
is not 

Valid function is not, for example 


what the committee called, with in 
cisive humor, the vibrating internship 

in which the young doctor is given 
so quick a circuit ride through a maze 
of specialties and subspecialties that 
he loses all continuity of patient ob 
servation. It is not the “nine to five 
attitude the important phenomena 
of disease simply do not occur on a 
nine to five basis, nor do they follow 
a regular schedule of every other night 


otf, or every other week end.” At the 
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same time, the committee saw no in 


trinsic value whatever in the recently 


passed era when in certain hospitals an 


intern was lucky every Six 


rm pet out 


and, if 


his wife by hospital rule had to live 


weeks for a haircut married 


beyond a radius of a hundred miles 
As it 


rwecn 


recognizes a distinction be 


decent living provisions and 


glittering substicutes for education 
valid function also recognizes the dis 
tinction between education and service 
distinction between 


and the finer 


business rounds ind reaching 


rounds” in the hospital. Approaching 
the positive definition it has been seek 
comes at last to a 
declaration that should be natled like 
Wittenberg tO 
The 
tial of a good internship is a staff of 


skilled clinical 


have 


ing, the Committee 


Luther's challenge at 


the staff room door basic essen 


teachers, who in their 


maturity remained students ot 


medicine and are engaged in patient 


care in the atmosphere of critical 


thought and = free communication 


Whether 


university 


a hospital has or has not 
affiliation, whether the pa 


tients are chiefly in private rooms or 
public wards, whether it is in a me trop 
diftter 


olis or a rural area makes little 


ence to an internship, given such a 
statt 

It is in the concluding paragraph of 
that the com 


the report, however, 


mittee strikes its sweet, new note tor 


our time In carrying out our study 
and n formulating our recommenda 


tions, we have sensed a changing sit 


uation comparable to the rate of 
change we face in almost every aspect 
of our lives. In submitting this report 
we hope the council will continue tts 
policy of holding the place of the in 
ternship under close scrutiny. For 
though we do not expect a change in 
the fundamentals of education, chang 
ing situations in which these must be 
ipplied may require frequent revision 
of specific recommendations 

Ladies and gentlemen, we give you 
a great committee, and a great report 
Hurrah for the Dithdent Expert! Hur 
rah for the Honest Misgiving! Hurrah 


for the Advisory Committee on Intern 


ships to the Council on Medical Educa 


tion and Hospitals of the American 


Medical W here 


doubr, there ts hope 


Association! there 1s 
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Of Sin and Sinners 


peng 


action and 


to the natural law of 


reaction, human af 


fairs usually rovide a platitude for 
I } 


Whenever sharp 


acts are pe! 


every disagreement 


words erupt or angry 


formed, someone is certain to jump 


between the combatants, like the re 


feree at a prize fight, waving 


euphemism instead of a towel. It is 
ull just a misunderstanding, the peace 
maker will insist. All that is needed to 
trouble is for us to sit 


down together so we can understand 


resolve the 


one another's problems. It is simply a 


matter of better education—-or, in the 


more popular version today better 


communication. If doctors only knew 
problems ot hospital 
told. 


pital administrators and trustees under 


more abe mut the 


manayement, we are and if hos 


stood the doctors point of view, all 


these distressing conflicts between doc 
tors and hospitals would quickly 
vanish 

Well, some of them would, all right 
The 


he spitals 


But some of them wouldn't most 


serious disagreements — in 
and in families and in nations—are not 
education or com 
The 


Alarming occur 


liccle matters of 


munication at all conflicts that 


are really not because 


we fail to understand our adversary’s 
point of view, but because we under 
stand it very well indeed and think it 
stinks. Most hospital people, for ex 
ample, thoroughly understand the posi 
tion of radiologists, pathologists ind 
anesthesiologists who insist that it is 
unprofessional and wrong for the hos 
pital to bill patients for their services 
From the hospital standpoint, the bet 
understood, the 


ter this position 1s 


looks On the 
fully 
| 


efforts of hospital administrators and 


worse it other hand, 


most doctors comprehend the 


boards to assume responsibility for the 
quality of medical care and to regulate 
staff privileges and practices. To many 
doctors, this is an invasion of profes 
sional rights that becomes more rather 
than less sinister as it 1s better known 
that 


Of course, this ts mot to say 


improved understanding is bad. Far 


j 


from it many disagreements respona 


to this treatment alone. For the more 


resistant strains, however, what 1s 


needed is Not just betrer communica 


tion, but better character. If it ts dith 


cult for the parties to a disagreement 


to sit down together and discuss their 


problems, it is far more difficult for 


them to go on working together, as 


often they must do, after conference 


has revealed the disagreement to be 
profound and irreconcilable. Here ts a 
situation Calling on both sides for the 
kind of wisdom that distinguishes be 
tween the sin and the sinner, and the 
kind of character that forgives the sin 


If ye 


Christ said, “what 


ner as it abhors the sin salute 
your brethren only, 


| 


do ye more than others? 


Take as Needed 
T ISN'T the 


grumble and cause trouble, as every 


sickest patients who 


nurse knows, it’s those who are getting 


well, or never were very sick, and have 
nothing on their minds but their mis 
Gnawed by boredom, these 


likely to be 


demanding, often taking more of the 


fortunes 


patients are irritable and 


imagined needs 


their real 


their 


sick do for 


nurses time for 


than the very 
ones, 
For these the Clinico 


Bellard art 


veloped an effective balm—the 


patie nts 


Caracas, Venezuela, has de 


ry pe 


} 


treatment The 


writer hospital has a 


supply of typewriters mounted on spe 
cially designed bases to fit solidly on 


over-bed tables. Patients whose doctors 


will permit it may sign up for an hour 


a day of typewriter use, practice or 


instruction The hospital furnishes 


paper and, for those who are serious 


about it, a manual of tnstructions on 


the touch system 
look 


hour, 


Patients forward eagerly to 


typewriter the hospital reports 


Some use the time to write letters, 


thank you notes for flowers and gifts 
lists, or other personal business. A few 
try earnestly to learn the touch system 


stabs at 


and one or two make verse 
but most patients, it develops, just fool 
all seem to 


around. Nevertheless, they 


enjoy it and are always amazed when 


the nurse comes in to tell them the 
hour is OveT 

Like penicillin, however, the type 
writer treatment is not uniformly ettec 
tive. An occasional patient, his bore 
dom virulent and unrelieved, seizes the 
opportunity to dash off an = angry 
memorandum to the management com 


plaining about the service 
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MODERNIZATION 


dial 
EXPANSION 


Bridging the Wards at Brigham 
Baylor Rebuilds All the Time 
Mount Sinai’s Space Reclamation 
Wesley Got Two Floors for One 
Perth Amboy: Old and New 
Waukesha Saved a Million 
Sandusky: All New But the Walls 
Everybody Moved at Arlington 


Modernization Must: Fire Safety 


‘7T ‘HE merchant with a crowded store is a happy man, basking in the warmth 


of a wholesome volume-to-overhead ratio and busily planning to use his 


profits to finance an addition to his store so he can make more money. The 
administrator with a crowded hospital, in contrast, is in a melancholy predica- 
ment, beset by the perplexing problems that are created when you try to run 
a nonprofit business in a profit economy. He has no earnings or anticipated 
earnings with which to expand, and the chances are at least even that an 
enlarged plant will produce deficits instead of surpluses. The pressure to ex 
pand comes from his community and his conscience; more often than not, it 
is in conflict with his dollar judgment 

Under these circumstances, the fact that conscience nearly always wins is a 
tribute to the character of hospital administrators and trustees, who accept 
financial worry as a permanent fact of lite and face up to the responsibility 


for providing more and more beds tor better and better service under higher 
and higher standards of comfort and satety. Of $866,000,000 spent tor hos 
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At Heaton Hospital in Montpelier, Vt., a 53 year old frame building (in 
color at left) with a 25 year old masonry wing (color, right) have now been 
joined to a new $750,000 addition (shown in black on plans). General 
reshuffling of space in all three buildings permitted removal of all but 
16 patients from the original frame building. The ‘'safe sixteen" are 
located in wards having direct access to the exterior and to the court- 
yard between the old and new buildings (see plan on Page 53). "Space 
resulting from removal of patients from the old frame building is used 





pital construction last year, the greater part was for ex 
pansion and modernization projects, as Opposed to new 
hospitals. Most of the money was provided by public 
subscription and out of tax funds under Hill-Burton 
kither way, the American public got a bargain: new 
hospital facilities integrated with existing structures in 
such a way that modern service may be provided with 
out the necessity for sacrificing buildings that are too 
old to use and too new to discard 

If this was a bargain for the public, it was a headache 
for architects and administrators who stayed awake 
nights figuring out ways to pour new wine into old 
bottles. As a resule of their labors, hospital buildings 
across the country have sprouted a variety of knobs 
protuberances and angles; old and new buildings have 
been spliced end to end or joined together, like Siamese 
twins, at the umbilicus. In at least one case (see Page 
»)) the umbilical cord itselt became a surgical ward 

Sometimes new construction must take giant strides to 
link old buildings together. Contemplating such a prob 
lem not long ago, one architect observed ruefully that 
hospital planners a generation ago apparently followed 
the policy of buying the biggest tract of land they could 
find, then building pavilions on opposite corners of the 
site. In some cases, of course, this was literally and 
deliberately true. Contagious disease buildings, for ex 
ample, were commonly constructed, like despised out 
houses, as tar as possible away from the main hospital 
No longet needed tor contagious ¢ diseases, these build 
ings must now be abandoned unless the planner can 
devise some way to pull them back into the main cur 
rent of hospital life and trafic. Often the problem in 
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volves not just one, but several scattered buildings. One 


hospital had 11 buildings on a 5 acre site Erected at 


different times over a period of 60 years including the 
hospital era when it was deemed improper to put 
obstetrics and surgery under the same roof and children 
always had a building of their own, the buildings have 
now been joined together successfully in the last two 
stages of the construction program. Yet no structure has 
been discarded; the community ts still enjoying a return 
in terms of utility, on its entire building investment 

Even this kind of modernization program ts com 
paratively simple, according to Hospital Architect Carl 
Erikson of Chicago. The stickiest problems occur when 
other complications are tossed in, such as lack of ground 
space, or an irrevocable trust agreement which stipulates 
that certain funds or a certain building must always be 
used for a specific, stated purpose 

Occasionally, for example, it is necessary to expand 
and modernize an already large hospital within the 
frustrating restrictions imposed by a downtown site of 
less than a square block. “The trouble with a job like 
this,’ said Erikson, who obviously loves a job like this 
is that in the hospital you can't simply shut down 
service or department while you are rebuilding or re 
placing it.” Ina retail store or office building, “Business 
as Usual During Alterations’ may become a sort of 
promotion stunt, and employes and customers will make 
the most fantastic inconveniences into a gag. Obviously 
however business as usual during alterations at the 
hospital IS NO pay a circumstance that may become is 
limiting on design as lack of space or funds 


In some tight situations where these and other prob 
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for diagnostic and treatment facilities,"' Miss M. M. Ferry, hospital ad- 
ministrator, explained. ‘For example, in the space now occupied by sur- 
gery (first floor) there were, before alterations, five private rooms. An- 
other problem was the location of the elevator, which had to serve the 
old buildings and yet be easily accessible to the addition and entrance." 
This was solved by placing the elevator in one of the bridges (first floor, 
at right) between the old and new buildings. Over-all cost of addition 
and alterations was $750,000, Miss Ferry reported. 


lems have planners hopelessly battled, the very com 
plexity of the hospital may provide the key to eventual 
solution. Thus when a building or floor becomes obso 

or unsate for patient use, for example, or when 
iterations or construction in adjacent space make it 
nsuitable for patient occupancy, there may be a dozen 
ther purposes tor which it could be adapted The 
department or function that is moved into such border 
line territory, of course ibandons other space which 
may be recaptured and used for another purpose 
Especially when these maneuvers are being planned in 
older and larger hospitals, four or five departments may 
become involved in a gigantic game of musical chairs 
with everybody reaching for somebody else's space 


Sitting in meetings with the building committee of the 


board and members of the hospital staff, the adminis 


trator and architect must distinguish between sug 
gestions offering some hope of solution and those which 
ave no real merit and result chiefly from a childlike 
lelight in change tor the sake of change. Unless the 
dministrator is unusually surefooted, he can easily get 
carried away himself in these sessions 
If the advance of medical science creates many of the 
problems that hospital planners must face it also pre 
vides some of the answers. Not many years ago, for 
example it Was mandatory tor the surgical suite to be 
floor of the hospital farthest removed from 
tf the street level! and most suitably 
placed for the windows that admitted the day 


light surgeons thought was necessary loday. of course 
ilf conditioning soundproofing and modern surgical 


hting make it possible to put an operating room any 
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place in the structure Building an addition to the 
Hackley Hospital at Muskegon, Mich., a few years ago 
the architect used these circumstances to develop a neat 
twist: He put the operating rooms on the ground floor 
of the new building and converted the old, top floor 
operating suite into a cheery, sunlighted children’s ward 

When the structure is sound and safe, there is only 
one good reason why any hospital function, including 
the nursing unit Of patients floor should not be located 
in an old building. The one reason is economy of opera 
tion. The huge wards, long halls and high ceilings of 
our older hospitals can often be made safe and attractive 
but never inexpensive to operate. In today’s sharp 
economy, nurses are scarcer than millionaires, and steps 
are as precious as dollars 

Unquestionably, the modern, compact unit is less ex 
pensive to operate, giving the same care, but it is never 
theless a fact that satisfactory service can be rendered 
in an old hospital. If expenses were carefully safeguarded 
it is possible that many old hospital buildings could spin 
away indefinitely before the added cost of their opera 
tion would use up the price of a new building. This, at 
any rate, is the view that has prevailed at the Pennsy] 
vania Hospital of Philadelphia, where a building erected 
in Benjamin Franklin’s time is still in use as a medical 
ward, and the administrator's office is the old apothe 
cary's shop in one of the original hospital buildings 
built before 1800 

The American notion that you can't provide really 
modern care except in a shiny new building Causes 
some amusement among hospital people in Europe 


where a building ts considered on trial for the first two 
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hundred ars The present buildings of the famous 
Horel Dieu of Paris. for example, are ancient masonry 
piles whose huge wards have 40 or 40 beds ipiece. The 
Hotel Dieu is nevertheless a modern hospital by most 
of the important standards affecting patient care, if 
not economy of labor, and unquestionably, its doctors 
ind matrons would be astonished at any suggestion 
looking toward its replacement or structural moderni 
zation. Moreover, if the open courts and wide galleries 


of Horel Dieu were to be pulled together into a ught 


efficient plan, the feeling of ease and airiness that is 


] 


old buildings, in the shadow of London Bridge, suffered 
extensive bomb damage during the war. “The prob- 
lem at Guy's was simpler than it is in many American 
hospitals where proper use or disposal ot obsolete build 
ings is the difficult part,’ Burt said. Built in 1724, the 
original structure could no longer be used for hos 
pital purposes, he explained, but it could be made t 
serve satisfactorily to provide needed housing for the 
residents and house officers who swarm around Guy's 
like the pigeons at Charing Cross Station 


In America, the determination of whether or not to 


characteristic of th hospital today would necessarily abandon an old hospital building often depends in large 


vanish. It is barely possible that patients would lose part on one question: Can the fire hazard be eliminated ? 
more than they would gain in thus trading space for If the answer is no, the building must go. Unquestion 
efficiency. This heretical view was once expressed by ably, this is what happens to many an otherwise tairly 
serviceable hospital building, as administrators and trus 


hospital is diabolically designed to scare hell out of its tees nervously scan the headlines and imagine them 


Frank Lloyd Wright, who thinks the average American 


patients. “More people die of hospital than of the selves answering the coroner's questions after a fire. Yet 


illness they bring to it! said. Medical authorities insurance and fire saftey experts acknowledge that 


would probably quarrel with the mortality statistics sprinkler systems, fire doors. stairwell enclosures and 


suggested in this statement, but more and more doctors other fire safety measures can make many of our older 


today are coming to share Wright's view that the sick buildings comparatively safe for patient occupancy SE¢ 


mans psyche needs at least as much attention as his Page 81] Fire safety authorities who studied the evi 


body and purse lence believe that such installations would have saved 


No amount of old world charm in a he spital build many lives in two of the worst hospital tragedies of our 


ing, however, can ever compensate the patient ade time—the fires at Effingham, Ill, and Davenport, lowa 
quately for the threat to health and safety that may both in old, nonfire-resistant buildings unprotected by 
exist in old buildings which can’t be modernized func sprinklers. Where fire safety is a major consideration 
community resources can often be conserved through an 


investment in fire protection instead of new buildings 


nonally In spite of a strong sentiment for the preser 
vation of existing buildings is meni rials ot the past it 
is Obvious that their further use as hospitals is not In New York City, the hospital council three years ago 
justified Architect Paul G. Burt said recently, speak reported that one-fifth of the city’s hospital beds were in 
ing of some of the older hospitals in England. “Narrow nonfire-resistant structures, but “We don’t mean that 
wings and inadequate windows, the expense of install ill facilities in nonfire-resistant buildings need to be 
ing adequate elevators, piping and wiring, the almost replaced,” the report explained. “Some of the facilities 
universal use of wooden floor beams—all lead to the can be made safer by the installation of sprinkler sys 
decision that for hospital use the buildings must be tems and other safety devices In most cases, the report 
tbandoned indicated, the fire hazard in New York hospitals was 


; , , | 
A member of the American firm of Fugard, Burt, ittributed primarily to wooden floors and partitions of 


Wilkinson and Orth, Burt was called in as a consultant nonfire-resistant materials 
in planning the reconstruction of Guy's Hospital, whose Considering the rate at which new functions emerge 
and old ones disappear from the hospital, the average 
idministrator today is constantly sketching plans on his 
scratch pad and figuring out ways to make hospital 
space produce better economy or better service, or both 
Little known to outsiders, this is a phase of their work 
that most administrators love. One man expressed what 
many others feel when, not long ago, a friend asked why 
he had remained for many years in a job that seemed 


4 


to have so much grief and confusion. “Well,” this ad 
ministrator said thoughtfully I just can't be happy 
unless I have my face in a roomful of people and my 


feet in a bucket of paint 


Talking to a friend about the problems he was encoun- 
tering in the expansion and modernization of an old hos- 
pital in New England, Architect Robert W. Cutler of 
Skidmore, Owings and Merrill drew this sketch on the 
back of a hotel bill during a bumpy airplane ride. Pres- 
ent expansion is providing functional bridges between 
two of the three old pavilions. Eventually, the third pa- 
vilion of the original hospital may be drawn into the 
scheme, but integration of a fourth old building at the 
rear of the site (upper left) is apparently out of this world. 
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OLD BUILDINGS NEVER DIE 


So don’t throw them away —bring them up to date 


ADMINISTRATOR: 


ARCHITECT: 


PROBLEM: 


How to provide modern, 
in a 40 


year old pavilion hospital 


efficient service 


with open wards 


SOLUTION: 
Bridge the pavilions 


Rebuild utility rooms, 


nurses stations, toi- 


lets, floor kitchens 
Drop ward ceilings 
Build cubicles 


Use bridge space for 


doctors’ offices, beds 


RESULT: 


Modern service at one- 
fourth the cost of new 
construction. Estimated 
25 years added to life of 
hospital buildings 


NORBERT A. WILHELM, M.D. 


Peter Bent Brigham Hospital, Boston 


MARKUS & NOCKA 


Boston 


because the economic life of 


UST 
a building is over is no reason to 
pS. i 


tear it down 

This has been the policy of the Peter 
Bent Brigham Hospital, Boston, tor 
the last 10 years. At that time, the hos 
pital—which is of pavilion design 
was 30 years old. The physical condi 
tion of its buildings was reasonably 
good, and it was believed they had 
inother 20 to 30 years of usefulness 
Accordingly, studies were made to de 
termine whether their economic lite 
could be extended by redesigning and 


modernizing the interiors 


The original ward was of the typical 
1910 era. The belief in that period of 
maximum amounts of fresh air and 
sunlight resulted in the excessively 
high ceilings with an additional height 
imposed by the familiar monitor top 
(Fig. 1). This gave a barn-like appear 
ance as far as interior decorating is 
concerned, and while patients may not 
have minded this in 1910, they cer 
tainly do now. There were 15 beds on 
the second floor of each building. At 
the entrance to the wards were the 
typical service units—two rooms for 


nurses station, 


seriously ill patients 


Figure | illustrates the “monitor top," built in the era of 1910, which ad- 
ded to excessive ceiling heights. A dropped ceiling solved the problem. 











utility room, toilet and bathrooms 


ind a kitchen (Fig. 2) 


Administratively this resulted in 


many problems. On the downstairs 


wards, there were 32 beds, all serviced 
by a head nurse and her staff of various 
workers, an assistant resident physician 
ward kitchen 


and his interns, and a 


On the upstairs wards, there were one 


half the number of beds 


minus one 




















15 but the s¢ required a kitchen and 
nearly the same number of personnel 
Originally, to work out a more nearly 
adequate system of medical coverage 
as teaching for students and 
com 


as well 


interns, the ward was 
bined with the same type of ward in 


This 


students, 


upstairs 


meant the 


the next pavilion 


medical personnel interns, 


dietitians social service workers rech 





Above, left: One of the old open 
wards, showing the high ceiling 
and skylight, which looked like a 
barn and was approximately as 
difficult to service. Above, right: 
Exterior view on this and the op- 
posite page of the connecting 
bridge. On the lower floor are of- 
fices; on the upper floor, patients’ 
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rooms. Page 56: Figure 2 shows 
the plan of the original open wards. 
Above, right: Suspending the ceil- 


ing and installing cubicles con- 
nected at top by cross-beams 
made a dramatic difference in the 
old ward. Figure 3 shows the plan 
of the cubicled ward with adjoin- 


ing kitchen and service areas. 
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nicians—all had to climb a flight of 
stairs to Ward E-Second, and after 
their work was finished there, return 
to the first floor, Zo outdoors to the 
next building, where they climbed 
another set of stairs to Ward F-Second! 
As a result, this was dubbed the “mara 
thon service 

A careful study was made to deter 


mine whether in the light of modern 


hospital design, these buildings should 
all be torn down and replaced with a 
multistoried one, or whether a new 
economic life could be introduced by 
redesigning the existing interiors. The 
results of this study were sufficiently 
convincing to merit a test, and money 
was appropriated to proceed 

The first step was to connect the 
wards with a 


two upper medical 



























| 


\diacent y 


bridge. This would create a ward of 30 


beds (15 in each), so that it could be 


administered in a manner similar tO 


the downstairs ward of the same size 
The one kitchen was converted into a 
classroom, and the other into a modern 


kitchen, 
The resulting econ 


streamlined designed 


both wards 


serve 

omies are plainly evident. Next, the 
old-fashioned utility rooms were re 
constructed, as were the nurses sta 


tions. medicine cabinets, toilet and 


bathroom areas 

The large open ward presented a 
more dithcult problem, but the results 
of the solution have been most grati 
fying to patients, doctors, nurses and 


wuxiliary workers. To begin with, a 


dropped sound proot ceiling was in 


stalled. This caused a dramatic eftect 
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Figure 4 shows the effects of the latest change in the plan. The bridge 


which was widened |6 feet now houses seven of the ‘minimal rooms." In 


in improving the interior, to say 


nothing of the saving in winter heat 
ing bills that was immediately appar- 
was 


bed areas 


) 


ent to all. Between 


placed a wood panel feet inches 


high, and a glass window 3 feet 5 in 
ches high and 6 feet 7!4 inches long 


This made a cubicle for every pa 


tient, but instead of following the 


custom of having the panels project 


out into space, they were connected at 


the top by a cross beam (Fig. 3). The 
result was an unexpected improve 
ment in the interior design. Each 
bed was now housed in an area that 


gave the feeling of being a small pri 


vate room. This illusion was height 


ened by having drawcord curtains on 


both sides and in front of the bed 


with the cross beam as a support 


After several months’ experience in 


these rehabilitated areas, it was agreed 
by all that the experiment was a suc 
cess, and plans were begun to continue 


this type of modernization. Profiting 


trom the first experience, we saw that 


by widening the connecting bridge ot 


the surgical wards, additional rooms 


could be gained. Accordingly, the pas 


sage was widened to 16 feet ( Fig. 4 
On the first floor this permitted the 
construction of small offices tor physi 


cians, with waiting and examining 


rooms. On the second were built the 


seven so-called “minimal rooms,” de 






the surgical wards the cubicles were angled to take advantage of sunlight. 


scribed in the September 1951 issuc 
of The MODERN HoOspPITAI 

The elimination of one kitchen, and 
the modernization of patients’ ward 
area, utility and bathrooms, and nurses 
station were all carried out in essentially 
the same manner as the initial one. Re 
sults in this latter unit have been just 
as satisfactory as they were in the first 

Comparison of costs between recon 
struction and new construction is most 
dificult, but this experience has 
brought about a general agreement that 
described 


the type of reconstruction 


here is about one-fourth the cost of 
new construction. This rough compart 
son eliminates in both instances heat 
ing plant, laundry, operating rooms 
and so on, and limits it to the area 
discussed 


Nearly 


now agrees with the premise stated in 


everyone in- this hospital 


the opening sentence of this article 


The 
building the 


same course was followed in re 


outpatient department 
and, at rooms 


The 


buildings have 


present, the operating 


until all 


program will continue 
been brought up « 
date because we are convinced that both 
their economic and physical life are 
good for another 25 years. By that 
time, medicine will have so changed 
that there will be complete justification 
for tearing it all down, and construct 


ing an entirely new hospital 
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REBUILDING AT BAYLOR 


has been a continuing process for five years 


ADMINISTRATOR: Boone Powell 
Baylor University Hospital 
Dallas, Tex. 


modernize existing 


[LD' RING the last five years, a con ed to determine the best means of in rehabilitate and 


capacity by at least 400 — facilities to achieve efficient and eco 


struction and remodeling pro creasing the 
and im 


ram has been in progress at Baylor beds and to provide the essential pro nomical function of services 
Hospital, Dallas, Tex., totaling in ex fessional and managerial service facil proved appearance 
f $6,000,000. Prior to the con ities to accommodate a total capacity In reflecting on some of the prob 


eriod, surveys were conduct of 850 beds. Another objective was to lems confronting us with the con 


cess 


| 


PHARMACY 


PoOoc¢c TORS 
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FLOWER ROOM 


AMBULANCE 
DRIVE 


Fig. | (left) shows the first floor of the ‘Middle Building” 
before it was remodeled. It was a 4 7" patient division 
with the usual service features. Fig. 2 (above) shows the 
division as it looked after the patients’ rooms and services 
were removed and the area was redesigned to make room 
for the emergency suite, medical records, doctors’ Jounge, 
and the pharmacy, which was enlarged and remodeled. 





struction and remodeling program, it 


is important to state briefly some of 


the conditions which existed at the 
beginning 
| Three 


erected during 


hospital buildings wer 
foul 
1907 


construction pe 
1948. The 


buildings 


riods between and 


service tacilities in these 


were overtaxed and for the most part 


were not arranged to give good service 


There were mumerous small 


buildings on the campus, serving us¢ 
ful purposes, that had to be demolished 
before construction could begin on the 


new general hospital building. Some 


of these buildings housed the follow 


ing services: a Negro hospital, out 


patient department carpenter shop, 


paint shop, laundry, boiler house 


inimal house, maintenance repair shop 


and storage. There were several two 


story frame dwellings in use for 


interns, residents and other hospital 


personnel, These services were indis 


pensable to the continuity of hospital 
operation and had to be provided tor 
in some way before the buildings hous 
ing these services were torn down. In 
some instances, permanent facilities 
were provided before demolition be 
gan, such as the construction of a new 


60 


| 
) 
| 


Above: The emergency suite was converted from one wing of the former |-Y 
patient division. Originally housed in a space 15 by 20 feet, the suite now 
includes three operating and treatment rooms, two rooms with four recovery 
beds, nurses’ workroom, nurses’ station and waiting room for patients’ relatives. 


$700,000 power plant, while in other 
instances these services were placed in 
temporary quarters and were shifted 
more than once before permanent 
quarters were completed 

The new general hospital, the Truett 
Memorial Building, has a capacity of 
136 beds. It is built adjacent to the 
original buildings and contains most 
entire 


of the facilities for the 


850 beds. When the bed capacity was 


service 


increased from about 450 beds to its 


present size, many problems were 


connection with 


of the 


created in existing 
One 


considerations in 


facilities most 


important 
planning our en 
was the 


areas We 


extensive re 


largement program proper 


location of service found 


that this would require 


modeling if we expected to have an 
ethcient 
This 


particular area of the remodeling pro 


operation 


discussion is limited to one 


gram, but, as a background, it might 


be interesting to note that the re 


habilitation program has totaled to 


date in excess of $800,000 and is still 


in progress. Every department and 
service on the campus has been affected 
in this work 

Figure | shows the plan of the first 
floor of what we term the “Y Divi 
Middle Building.” This 
division 
The 


new general hospital connects to the 


sion” or the 


area was a regular patient 


with the usual service features 
existing buildings at this location. In 


our over-all program, we have at 
tempted to eliminate all patient divi 


This 


particular area was ideal for locating 


sions located on the first floor 


the following services: emergency 
suite, medical records, doctors’ lounge 
and pharmacy 

Pharmacy. The pharmacy was des 
perately in need of additional space 
before the bed capacity was increased 
It was essential that the pharmacy be 
located centrally in relation to the 
various hospital buildings, and that the 
importance of its location to the out 
emergency 


patient department, the 
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d the 
The 
. coffee shop and gift shop for patients 


doctors’ entrance be kept 


in mind area formerly used as 


ind employes was immediately adja 


cent to the pharmacy, so by incor 
porating the major portion of this 
area, we were able to provide the addi 


rehabilita 


The 


conditioning, 


tional necessary space 


tion included am new 
partitions and installation of modern 
equipment. A pneumatic tube system 
was installed in the pharmacy leading 
to the central pneumatic tube station 
which serves 16 areas of the hospital 
Prescriptions originating on the nurs 
come to the 


ing divisions 


pharmacy 
through the tube system and about 70 
per cent of the drugs are sent to the 
nursing divisions in this same 

Doctors’ Lounge. By 
kitchen and 


an attractive doctors’ lounge was 


manner 
remodeling 
two 


in old diet patient 


rooms 


provided. The lounge includes tiled 
bathroom facilities, cloakroom, wait 


consultation 


ing room and private 
room. The lounge is air conditioned 
ind has been appropriately decorated 


and equipped It is located only a 


few feet from the doctors entrance to 
the hospital 


Medical Records. 


the 


felt it 


We 


me dical records 


im 
portant to locate 


department convenient to the doctors 


lounge and the doctors’ entrance. The 
new location is shown on Figure 2 


The new department is also air condi 


tioned and attractively decorated. The 
omece 


department includes a_ private 


for the chief medical record librarian 
i large workroom for the medical rec 
ord clerks, and a small alcove for 
use by the house staff and the attend 


ing staff in completing their records 


A hand operated service elevator con 


nects this department with the records 


storage space immediately below. The 
lepartment is connected to the pneu 
matic tube system, allowing — the 


medical charts to be sent to this depart 


ment after patients have been dis 
charged from the hospital 
Emergency Suite. For seve ral 
years the hospital operated its emer 
vpency service in one room approx! 
mately 15 by 20 feet. This space, of 
course, was grossly inadequate but 
could not be corrected until the new 


general hospital was completed. One 


wing of the first floor of the patient 


{ 


division has been allocated to this 


service. Figure 2 shows the location of 


this area and its proximity to the 


imbulance entrance, the doctors’ en 


trance and the pharmacy. Facilities 


now include three operating and treat 
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Top: The doctors’ lounge, with tiled bathroom, cloakroom, waiting room and 
private consultation room, was provided by remodeling an old diet kitchen and 
two patients’ rooms. Below: Reconverted medical records library is arranged 
for the convenience of the medical staff and records room personnel. 


ment rooms, two rooms with tour re 


covery beds, nurses workroom, nursing 
relatives of 


Oxygen and central 


station and facilities for 


the patients Suc 
tion are piped to each operating room 
One room has been equipped with a 
plaster trap, and all rooms have ex 
plosionproof electrical services 

From experience gained in meeting 
the problems encountered in this re 


modeling program, we would suggest 


to those planning similar work that 
careful consideration be given to the 
following points 

1. Schedule the work carefully 


so that no patient service will be in 
terrupted while the remodeling is in 
progress 


Make 


and confusion which usually 


every effort tO minimize 


the noise 
ZO with renovation work 

3. If possible, barricade the area so 
that visitors and employes will not be 
conditions in 


ex pose d to hazardous 


connection with the project 


1. Obtain detailed estimates of pro 


posed work for submission to the gov 
Remodel 


ing usually costs much more than is 


erning board for_ approval 


expected and only by careful estimates 
can embarrassing situations be elim 
inated 

). Give careful consideration to all 
ot the old 


buildings, the utility services are not 


utility services. In many 


only overtaxed but have deteriorated 
to the point where they should be re 
placed 


It is unwise to spend money 


to rearrange floor areas and to im 
prove the appearance only to find a 
short time later thac the utilities must 
be replaced 

6. Obtain the 


when planning the remodeling pro 


best advice available 


gram. Valuable suggestions come from 


department heads, supervisors and 
medical staff committees who are in 
terested in the results of the work. If 
an extensive program is to be under 
taken, it is highly desirable for the 
hospital to obtain the services of a 


( apable consultant 


ana 
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ener reclamation is what 1s 
needed in most — institutions 
mere renovation of existing space 1s 
usually not enough if the demands of 
today's medicine are to be met ade 
quately within our older hospitals 
Nontunctional 


ireas must be converted into valuabk 


sometimes unused, 


work and service facilities: antiquated 


and obsolete facilities must be trans 
formed into modern units, and totally 
new units must be created to fill vari 
ous new needs 

*Since this article was written Dr. Fried 
man has become associate medical director 
ot the Health Insurance Plan of Greater 
New Y ork 
















DESIGNER: Leon Gordon Miller 


Mount Sinai believes in SPA CE RECLA MA TION 


DIRECTOR: Sigmund L. Friedman, M.D. * 


Mount Sinai Hospital 
Cleveland 


Cleveland 


Such a 


was begun at the Mount Sinai Hos 


space-reclamation project 


pital of Cleveland some 18 months 


Apo 

Preliminary to the study, it was ac 
cepted that our primary objective was 
an analysis of all existing space to 
determine: (a) if it served the re 
quirements of modern medical proce 
dures including those of early ambula 
if it 
with a 


tion; (b) offered a maximum 


of utility minimum of con 
fusion; (c) if it served the teaching 
requirements of house staff and school 
of nursing 

Secondary consideration was given 
environment to 


fo a study of the 


determine whether it was conducive 
to a high degree of operational eth 
ciency as well as providing the type 
of surroundings that would serve as 


a psychological aid to recovery 


Left: The old information desk, 
with pharmacy behind closed 
door on left. Below: The same 
area is now the nurses’ station. 
Door leads to father's room. 
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The study necessarily encompassed 
not only an examination of the use to 


and 


which space is put in the service 
working areas but examination als 
of traffic control, fixed and mobile 
equipment, old equipment with an eye 
toward fundamental redesign, illumina 
tion, color and furnishings 

To improve the physical plant ma 
terially, renovations were approached 
on the basis of embodying the best 
knowledge and technology in the im 
provements, while at the same time 
bowing to the financial practicability 
of accomplishing as many changes as 
possible with the hospital's own main 
tenance staff. Accordingly, the services 


of an industrial designer were re 


tained, and the planned by 


the hospital director, the industrial 


pr pram 


designer and the hospital's chief engi 
neer) has been carried through almost 
in its entirety by hospital maintenance 
personnel 

On 


project in the 


this first “space reclamation 


obstetrical division, 


preliminary study revealed the follow 


ing, many of which were, of course 
well known (see plan “Before 

|. The toilet facilities were inade 

(There were three toilets tor 


quate 
15 patients and none at all for the 


personnel serving these patients. ) 


The utility rooms had not been 
altered since 1915. The equipment 
was obsolete; there was much waste 


Space in the torm of unused pipe Space 


within unnecessary columns; there 
were so many exposed and unused 
pipe lines in the corners that the 
corners were difficult to clean 


3. The floor pharmacy occupied a 
closet originally designed for linen 

}. The nurses’ station was in a room 
originally used as a two-bed room 

5 A 


the nurses’ station ran parallel to the 


small, blind-end corridor off 


main one, and was used for storage of 
an old mahogany table 


6. The chart room had been turned 
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mnt i storaye room for yauze and tire area, ipnoring the basi structure areas some ot which so far as we are 
similar items or even the interior walls, and (2) a aware are original in these applica- 
The information desk was set in belief that the maximum number of — tions 
i small alcove immediately in front of — efficient changes should be made with Reference to the “before” and 
patient's room 1 minimum dislocation of service after” plans will illustrate some of 
8. The tormula room was about 10 With these constantly in mind, a_ these points 
feet by 12 feet with no provision for plan was drawn which called for |. The nurses’ station, nursing 
separation of “used” from “sterile |. A reshuffling of space in order to supervisor's office, and the floor phar- 
bottles vroup related facilities and services macy have been combined and located 
9. The majority of the closet shelves ». An elimination of “dead” space centrally on the floor. The new plan 
reached almost to the 11 foot 9 inch 3. Physical equipment so designed — is an integrated unit permitting a max 
ceiling, the upper shelves usually hold and constructed that the various pieces 
ing nothing more valuable than old would be elements in traffic control 
records and ancient laboratory equip ind would adequately fulfill the func- 
ment! tions for which they were designed 
10. Handwashing facilities for pa i. The use of new designs in many 
tients were to be found only in the 
toilets Right: The old utility room 
1] y he ambulatory patients had no showing obsolete equipment. 
room in which to. sit, smoke or Below: The utility room today. 
Shelving is of stainless metal 


primp 
and equipment is movable. 


| The nursing supervisor and the 
clinical instructor of the school of 
nursing held their conferences in the 
nurses station of;f 1 Vacant patients 
room 

These, then, were some of the more 
glaring problems; others, such as poor 
illumination and dark color, which 
have not been mentioned also had to 
be met and solved 

Briefly, the problem set for the 
lirector and the industrial designer 
was this: how to convert facilities in 

wastefully designed floor area with 
poorly arranged equipment, poorly 
lighted, and depressing in color, into 
facilities which would be efficient in 
the modern sense and adequate for 
many times the number of patients 
planned for in the original construc- 
rons 

Qur approach was based on: (1 
belief that it would be neither prac 


tical nor economical to recast the en 
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Top: Original floor pharmacy 
which occupied a closet. Below: 
Part of the new floor pharmacy 
built as a unit of the nurses’ 


station. The remainder of the 
area is concealed by partition. 


imum of ethciency in a minimum of 


floor space, as well as providing an 


obvious traffic control point. Through 
cabinets and especially designed stor 
age planning as an integral part of 
construction, the station provides a 
much less congested, more adequate 
and efficient working area and more 
usable floor 

The 


mately the same number of cubic feet 


space 


pharmacy occupies approxi 
as before but the custom storage plan 
ning has made possible efficient hous 
ing of the various setups and trays, 
the double-locked narcotic 
medicine stak,@bidlogical refrigerator, 


and related equipment 


storage, 


At least as important as all this ts 
the fact that the nurses’ unit has made 
possible the addition of two much 
needed beds to the obstetrical division 
This additional bed space alone might 
well justify the entire alteration pro 
gram, inasmuch as ‘income from these 
wo will come close to 


new beds 


capitalizing, within a two-year period 
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ll of the innovations that have been 
made on the floor 

) Toilet facilities have been in- 
creased from three to 10. This was 


iccomplished by using the old formula 
room in the southern half of the cor 
ridor, and, in the northern half, a small 
part of a patient's room and the flower 
room 


». The 


moved from its original site to a new 


formula room has been 


area, and has been built in accordance 
with the basic recommendations of the 
American Hospital Association. It is 
tiled and embodies complete traffic 
control, separating dirty materials from 


clean 

j. The new utility rooms INCOrpo 
rate several unusual and, we believe, 
new features. Briefly, a stainless metal 


shelf has been set against the wall with 


stainless plates of identical size in 


place of the usual tiling rising trom 
the floor to a height of 48 inches. The 
shelf 


completely free, and were designed to 


counters set against this stand 


accommodate clothes hampers beneath 
The 


major purpose of this plan was to per 


them. Cabinets are similarly free 
mit ready access to plumbing without 
the usual disrupting of equipment and 
breaking of walls; the major results 
have been a floor completely free of 
pipes and dirt collecting corners with 


none of the disadvantages of fixed 
cabinet work 
Finally, mention should also be 


made of the use of a new water resist 
ent paint in special service areas where 
conditions of heat and moisture arise; 
the paint, originally developed for the 
brewery and chemical industries, has 
had 


rather luckily, poses no color restric- 


a year of successful service, and, 


tions 

Two totally new services have also 
been added to this unit—simply the 
consolidation of areas with more space 
than they needed, and the general re 
planning of services 

The first was the creation of a wait 
ing room, for which no adequate pro- 
vision had previously been made. This 
area was designed to serve the double 
function of providing the expectant 
father with comfortable surroundings 
in which to wait, and second, to pre- 
vent aimless wandering over the entire 
floor by visitors and family arriving 
to take patients home 

The 
powder soom for patients, consisting 


second new service was a 


of some comfortable chairs, a built-in 
dressing bar, sinks and mirror 


Finally, two new items of mayor 








importance have been added to the 


pat ints rooms 


1. A hand-washing unit has been 


placed in each room. This unit, con 


sisting of lavatory, mirror, soap dis 


penser and paper towel box, was a 


major engineering inasmuch 


project, 
as originally there was provision for 
only one lavatory and toilet per floor 
on the entire east side of the building 
To add some 17 lavatories to this one 
side it was necessary to bring the drain 
lines from the basement 


and water 


tunnel through the administrative 


offices and occupied rooms. (These 


lines were, of course, used for the 
lavatories which have since been added 
to each patient room in this building 

The 


operation have been more than offset 


inconveniences caused by this 


by value received in terms of nursing 
care given more easily, and conven 
ience to patients and personnel 

A total of 36 lavatories was placed 
on this floor at minimal cost, inasmuch 
were used for identical 


as the lines 


purposes on the two patient floors 


below this one 

2. Oxygen was piped into several 
patient rooms. Though the plans called 
service tO di 


for centralized oxygen 


the rooms on the floors below it 


would have been an obvious waste of 
money to have done this on obstetrics 

Simultaneous with the over-all space 
renovation program, changes have also, 
of course, been made involving illu 
mination, color, furnishings and evalu- 
replacement of hospital 


ation and 


equipment 


MAKE IT A UNIFIED PLAN 

By conceiving the project as a pro 
gressive program, it becomes possible 
for us to make the alterations with a 


minimum dislocation of service. The 
key to such an endeavor is not to 
proceed on a piecemeal or “crisis 


basis, reclaiming single areas without 
relation to a total program, but rather 
to attack specific floors or departments 
as part of a unified plan 

Having accomplished the objective 
on the obstetrical division, we are con 
tinuing the program on a systematic 
basis, floor by floor, throughout the 
building, raising standards, improving 
and adding new facilities and services 
Two more floors have just been fin 
ished. Space that seemed nonexistent 
prior to the project, has been found 
by careful reorganization of facilities, 
areas to work 


conversion of unused 


space, and new design of specialized 


equipment 
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Wesley Got a Bargain: 


TWO FLOORS FOR ONE 


SUPERINTENDENT: Ralph M. Hueston 


Wesley Memorial Hospital, Chicago 


ARCHITECT: Fugard, Burt, Wilkinson and Orth 


N 1950, Chicago's Wesley Memorial 
tor 


Hospital was up against it 


space. Especially crowded were the 
emergency department, whose facilities 
were in growing demand for industrial 
outpatients, and the business office 
which was spread around in five dif 
ferent locations, from the basement to 
the fifth floor of Wesley's skyscraper 
building. The 


congested Near North Side, offered no 


site, in the heart of the 
Opportunity for expansion 

It was a novel and ingenious twist 
Wesley 


expansion inward. “A 


that finally provided with 


needed relief 
change in the teaching program had 
eliminated the need for an amphithea 
connection with the 


Ralph M 


tendent, explained 


ter in autopsy 


Service Hueston, superin 
By flooring over 


old 


plan in color, new plan in black lines ) 


the amphitheater area (see Cut 


we gained enough space on the first 


Hoor to construct four examining 


rooms and provide Space for needed 
utensil and autoclave sterilizers for 
the emergency outpatient service 


The 


partitions resulting in the creation of a 


final step was to take down 


large business office from the former 


corridors and emergency operating 


room, This large room was then parti 
tioned to create a room for our busi 
ness machines, a separate space for the 
modern 


i 


pay-roll department, and a 


business office accommodating 


clerks in addition to the accounting 


manager and paymaster. This consoli 
dation and bringing together in one 
location of the business department 
personnel results in more efficient and 
more economical operation 

The remodeled areas are all air con 
litioned and provided with new, mod 
ern equipment, Mr. Hueston reported 
which was 
worked out by Fugard, Burt, Wilkin 
son and Orth, Wesley's architects, was 


$45,000. Mr 


Total cost of the project, 


upproximately Hueston 


estimated 
The keystone of the Wesley project 


the new ceiling over the morgue 
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Chicago 


eliminated only the unused amphi 


theater and added 700 square feet of 
usable space in a strategic area of the 


Dr. T. C. Laipply, 


cooperated — in 


hospital's first floor 
hospital pathologist, 
working out details of the plan, which 
included an enlargement to the base 
ment space used for the autopsy room, 
permitting the addition of a second 
autopsy table 

The 
already resulted in a 


new business office space has 
noticeable im 
provement in morale, according to 
Donald Bloom, controller, and should 
actual 


result in savings 


eventually 
Placing all the business machines in a 


single, soundproofed room has elim 


The black plan illustrates the 
space for business office and 
examining rooms gained by 
flooring over the amphitheater 
which is no longer needed. 


Moreover, 
it 1S expected, employe turnover will 
‘A new employe 


inated noise and confusion 


be greatly reduced 
coming in and finding no satisfactory 
soon become dis 
Mr 
plained, commenting on the situation 
that had “The 


layout provides plenty of work room 


work space would 


satisfied and leave, Bloom ex 


to be corrected new 
around each desk and working condi 


tions are excellent.’ 
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DDING something new to some 
often produces an 
mMcongruous Not sO at Perth 
Amboy General Hospital, Perth Am 


l 


thing old 


result 


boy, N.J., where a new four-story 
wing was joined to a part of the 
building that was 50 years old. Be 


cause the renovation program was 


geared to modernize and dress up the 


old section to tie in with the new 


a visitor steps from the new into the 
old without realizing the change 
Perth Amboy General Hospital, be 
fore undergoing a two-phase construc 
had 230 


As demands for hospital 


tion program beds and 45 
bassinets 


service in the community increased, 


idded 


well be 


a wing was here and a wing 


there. It might said that sev 


The main storeroom was dressed 
up in the course of the altera- 
tion program to look like this. 








SOMETHING OLD plus SOMETHING NEW 


adds up to efficiency at Perth Amboy 


ADMINISTRATOR: Anthony Eckert 


Perth Amboy General Hospital 
Perth Amboy, N.J 





eral disadvantages were built into the 


structure in this manner 


In most previous construction pro 


had added 


any thought of space requirements for 


vrams we beds without 


ancillary departments. The whole idea 


ot the renovation was to 


bring all facilities of a similar nature 


program 


together and centralize them so that 
administrative offices, all outpatient 
facilities, and the facilities for receiv- 
ing, admitting and discharging patients 
were located in units. By the same 
reasoning, departments disbursing sup 
plies, equipment or drugs were to be 
relocated close to each other and near 
the elevators for more efficient opera 
ton 

thoughts 
program (1) 


full advantage 


There were two. other 
alteration 


take 


of all usable space, (2 


behind the 


to reclaim and 


) through selec 


tive use of finishing materials, to 


revamp the appearance of the old 


building making it cheerful and bright 


In the basement several walls that 


created bottlenecks were removed m 


the general face-lifting. First, 


sion had to be made to maintain ade 


provi 


quate support for the upper floor once 
knocked down. Verti 
raised from the 


the walls were 
beams were 
to the third floor and hort 


cal steel 
basement 
zontal steel girders were put in place to 
support the weight of the floor. A 
the left of 


the elevator was removed, as were the 


proyecting storeroom [to 
refrigerator and ice-making machine 
side A 
flush with that housing the elevator 
The wall at the base 


on the opposite new wall, 


was construc ted 


of the open stairway, the staircase 
itself, and the storage room at the rear 
were ripped out. All but one wall 






housing the morgue was knocked 
down. 
The two sections A and B shown 


in Drawing 1 were excavated. Where 
excavation was carried out, the exte 


rior walls were underpinned. The 
space obtained in section A provided 
a new storage area, part of the new 


pharmacy, and two toilets. The old 
morgue produced the rest of the space 
for the pharmacy. Adequate storage 
vaults for storing ether, alcohol and 
other volatile chemicals were built in 
the pharmacy. Walls were rebuilt, 
new walls were constructed and others 
were extended as shown in Drawing 2. 
Four inch concrete and | inch cement 
finish laid area 
Asphalt floor tile was then laid in both 
the pharmacy and the main storeroom 


floors were in this 


In excavated section B, a part be 
large new with 
locker space and toilet facilities. An- 


came the morgue 
other portion became a record storage 
room and a splint room (see Drawing 
2). By extending the morgue wall 
so marked and another 
wall, we created a tank storage area 


constructing 


The ice-making machine was relocated 


in an aperture between two toilets 
In this whole area, too, a 4 inch 
concrete and | inch cement finish 


floor was laid 
The spot from which the ice-making 
machine was removed became the new 


entrance to an additional elevator. A 


shaft shown in Drawing 2 running 
from basement to roof was constructed 
to house the elevator car. In place of 
the old open stairway, a new firewell 
running from basement to roof was 
built. The stairs are steel and the stair 
treads and landings are terrazzo 


The 


floor surrounding the 


entire 
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Right: Before remodeling, the lobby had seating 
space for only 12 persons; the rest of the visitors 
had to stand. Below: The beautiful new main wait- 
ing area. Just inside the door in the background 
is an inner lobby. These two facilities give the hos- 


pital ample and attractive areas 


elevator was completely repaired; then 


asphalt tule was laid. All walls were 


covered with light gray terra cotta tile 


Viling extends back beyond the en 


trance to the storeroom and stops al 


y doors leading to the two 


rooms. A cement floor 


space designated “open 


cellar” in Drawing Another room tor 
was construc ted as shown 


Part of the 


tank storage 
in Drawing outside 


Starrway Was made into a 


simplify the task of making deliveries 
Heavy 


ramp 


ramp tO 


parcels are now slid down the 


being carried down 
lett of the 
with overhead crane 


steel door built to 


instead of 
To the 


Nose 


Stairway 


Stairs 
tele SCOPIC 


ind ONne-p1Ece was 
id in removing garbage cans 
Hoor (Draw 


old 


ward diet kitchen was removed and a 


I pstairs on the first 


and 4 part of the north 


Ines 


that housing the 


The 


ind utility 


new wall, flush with 


elevator, was built location of 


the ward diet kitchen room 


was then reversed. An office on the 
side of the elevator was removed 
tor the 


The 


leading to the second floor was ripped 


other 


to make room new elevator 


being installed Open stairway 


out 


These changes created a wide open 


irea which was turned into a lobby 
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for 


visitors. 


With the business office personnel, 


the business the pay-roll 


clerk and the public relations director 


manager, 


vacating their offices in the old section 
tO move into the new wing, an oppor 
tunity was afforded for shifting other 
othces. The old pay-roll, purchasing 
and public relations office became the 
medical record room. It was all 
desks 
the file 


lined along the other wall. A door was 


new 


repainted; the were set along 


windows and cabinets were 


cut through from the new medical 


records room tG what used to be a 


semiprivate room. This room was all 


repainted, fitted with built-in shelves 


and became the interns’ library At 


the two tables placed in the room, 


doctors work on their charts 
Now that the record room is opposite 
doing 


their 


patient 
the staff room, physicians are 
job of 
records The 
formerly had shared the present medi 


a better maintaining 


purchasing clerk who 


cal records office moved across the hall 


to the office vacated by the business 


manage! 
A wall old 


and the director's office was re 


between the business 


othce 

moved. Then a new wall was built to 
give the director larger quarters and 
for the 


still create a comfortable office 


administrative resident 


The space that 


was formerly occupied by the recep 


tion desk and 


splint room 


switchboard 


bec ame a 


Then we moved in the other direc 


tion: the office 


tc mporary 


which 


entrance to 


served as a 


the hospital 


Interns’ library, once a two-bed 
room provides space for interns 


to work on 


their 


records. 





during the construction program be 
came the switchboard room. The op 
erator is separated from the lobby by 
a sliding glass panel which she can 
open or close at her wish. Previously 
the operator was right out in the main 
lobby and really served as a combina 
non Operator-recepulonist 

A new fourth floor T-shaped addi- 
tion to the east wing gave the hospital 
a new pediatric unit and a 24 bed 
medical unit, thus freeing the old 
children’s unit for use in the renova 
tion program. The wall and the 
nursing station in the unit were re- 
moved. Then at the far end, a new 
wall was erected to set off an office 
for the director of nursing. The walls 
in this office are painted and asphalt 
tile was applied to the floor. Directly 
across the hall, in what used to be the 
old medical records room, the assistant 
director of nursing has her office. The 
room was partitioned, with one side 
> : : : a ? : serving as quarters for the secretary 

The small picture inset at bottom, right, was the children s isolation unit; who serves the nursing department. 
partitions were removed and the area was turned into a clinic room, as 
shown in large photograph. It adjoins the emergency room and in acci- 
dents requiring the simultaneous treatment of pi patients, the three 
tables are used. The floor is asphalt tile; the wall, gray ceramic tile. 


A large section of what used to be 
the children’s ward was preempted for 
(Continued on Page 70) 


Drawing |: Basement be- 
fore remodeling, with un- 
excavated areas A and B. 


A 


Drawing 2: The remodeled 
basement. Section A now 
provides a new storage 
area, part of the phar- 
macy and toilets. B be- 
came part of the large 
new morgue. Walls were 
rebuilt; new ones con- 
structed; others extended. 
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Inset above, left, shows pharmacists preparing prescriptions in the 
crowded quarters of the old pharmacy. Light, airy and orderly is the 
new pharmacy, with its sectional cabinets and southerly exposure. Shown 
in the background is the dispensing area. Prescriptions are compounded 
at the center counter. Part of this area was formerly the morgue quarters. 
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* tee Jaw — Drawing 3 shows the first 
pti oii floor before remodeling 
r which enlarged main lobby. 
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DRAWING 


The general face-lifting, illus- 
trated in Drawing 4, shows 
not only the enlarged recep- 
tion space but the shift of 
offices which provided space 
for the emergency room, a 
T and A unit, larger office for 
the director, interns’ library, 
DRAWING 4 and a_ switchboard room 
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‘wnty 
> aan in 


4h 
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ue 


a children’s tonsil and adenoid room 
Base 


material and the 


walls were covered with plastic 
upper halt 
in a fabric particularly ippropriat for 


New light asphalt tile on the 


Was ce 1 


children 
floor and acoustic ceiling tile helped 


in the transtormation from 


most pleasant surroundings 
In the remaining space acquired by 
unit, a 


the transfer of the children’s 


new cmerpency room 19 feet long 


ind 11 feet wide came into existence 
Ceramic wall tile from floor to ceiling 
plus asphalt tile and gleaming equip 


the room 


ment a spocle SS ap 


Rave 
pearance. It is as completely equipped 
with its minor 


sink 


stainless metal equipment and storage 


is an operating room 


surgery light, scrub sterilizer 
cabinets 
The old 


idjoining the 


children’s tsolation room 


new emergency room 


was converted into a three-bed clini 
room by removing the wooden 
The 


decorated with ceramic 


parti 
trons room was completely re 
wall tile, new 


floor covering, and new lighting fix 
tures. Cubicle curtains provide privacy 
for examining patients 

On the 


old emergency 


hall, che 


Was turned Into 


other side of the 


room 


70 


drab to 


Inset: Section of the old chil- 
dren's ward. Below: As it ap- 
pears after conversion into a 
tonsil and adenoid unit. Walls 
floor and ceiling were com- 
pletely redone and a new 
nurses’ station was constructed. 


S| 


The 
was partitioned to provide space for 
Our 


men did the renova 


a cardiac clini original room 


dl Huoroscope and a storage closet 
own maintenance 
ting, painting the upper walls, applying 
the rubber wall tile, and the acoustic 
tile. The change cost $400 

One other major relocation was the 
room 


establishment of a blood donors 


first floor in the emergency 


on the 


room area. Conversion of the old 
children’s utility room for this purpose 
work Was done by our 


cost $150; the 


maintenance department. Previously, 
donors had a_ difficult 
their way to the third floor room, and 


had to 


time finding 


then after arriving there walt 


for long periods before being taken 
The 
toward the hospital and its blood bank 


care of result was bad feeling 


The new room is easily found by the 


donor, and there are seating facilities 
where he can be comfortable until the 
intern arrives—usually about five min 


utes. Location of the blood donor 


room now makes it possible for the 
look 


both areas and this in itself has been 


emergency room nurse to after 


primarily responsible for eliminating 
iny delays 
ACCESS to the 


To provide direct 


emergency room, the wall in the wait 


ing room was Cul out and two 


swinging doors were installed. A con- 
crete ramp, 16 feet long and 6 feet 
wide, was constructed Ambulances 
now back right up to the ramp and 
patients are wheeled up into the emer 
xency room 

With the blood bank room, the two 
clinic rooms, and the emergency room 
all in the same area, the hospital has 
ample facilities for caring for a large 
number of simultaneously 


All the 


rooms can be used in case of a disaster 


patie nts 


clinic rooms and emergency 


Throughout the whole area on the 


first floor where renovations have 


taken place new fixtures for fluorescent 
lights were installed 
Changes made on the second and 
third floors where the new south wing 
tied in to the old building were as 
follows: On the second floor, which 
housed patients, another open stairway 
This 


1¢ 


ran up to the operating rooms 
was ripped out and the area was ma 


into storage space for the nursing unit 


Space acquired in rearranging — the 


t 


elevator entrance made it possible to 


increase the size of the nursing station 


Hall B 


third 


for Private 
On the 


wing containing five 


floor, the new south 


operating rooms 
with connecting scrubrooms tied into 
the old 
were two major and two minor surgery 
One of the 


completely overhauled and fitted simi 


operating unit where there 


rooms Was 


rooms major 


rooms It is stall il 


The 


Was 


larly to the new 
ome}: old 


converted 


major operating room 


mayor operating room 
J i 

and A 
One 


storage area for anesthesia equipment 


into a J recovery room tot 


children minor room became a 


and presently is being changed into an 
other 


minor room was completely eliminated, 


orthopedic plaster room The 


providing space for the firewell stair 
way and a room for instrument storage 
facilities and 


The relocation of toilet 


removal of a few walls provided an 


adequate surgeons’ lounge, locker room, 


and shower facilities 

The foregoing has described in de 
tail the major renovations made in 
areas where the new south wing tied 


The 


here, but 


into the old building renovation 


project did not stop was 
carried out through the entire building 

A well thought out renovation pro 
gram can be budgeted and worked out 
Much of the 


hospital's 


over a period of months 


work can be done by the 


own maintenance men on a sound 


workable schedule 
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NEW addition plus complete 

modernization of our old build 

ing provided an effective and eco 

nomical solution for the present and 

future needs of Waukesha Memorial 
Hospital, Waukesha, Wis 

We started with a 110 bed unit 


crowded (42,000 square feet; 454.000 


cubic feet), service handicapped and 


situated in a 20 year old building of 


geod construction. Our final plans 
called for a new addition of equal 
floor area The resulting total floor 
space in both new and old buildings 
was then considered as a unit in plan 
ning the location and layout of all 
facilities. Plans were then made to 


remodel the old building and readapt 


its space to provide functional unity 


ind efficiency in the enlarged building 
New equipment in all departments 
movable, added to 


Modern 


both built-in and 


decoration 


the efficiency 
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VIEW OF WAUKESHA MEMORIAL HOSPITAL WITH THE NEW WING AT LEFT AND OLD SECTION ON THE RIGHT 


ADMINISTRATOR: Franklin Carr 


Waukesha Memorial Hospital 


ae 5 
meg 


a 


Waukesha Saved More Than a Million 


Waukesha, Wis 


ARCHITECTS: Ebling, Plunkett and Keymar 


Milwaukee 





fixtures and furnishings completed the 


transformation. The result, which was 
completed in October 1952 after two 
years of construction work, is a mod 


ern, functionally integrated unit of 160 
beds 

Both wings of the new addition are 
provided with foundations, plumbing 
connections and electrical Connections 
for two more stories to house anothers 
62 beds, in one or two building stages 
All present service facilities are de 
signed to handle this additional num 
ber of 


ment 


beds without further enlarge 


Also, 


made for unlimited expansion of both 


provisions have been 
needs 
The 


total cost of the project, including put 


facilities if 


) 


patient and service 


should ever exceed beds 
chase and improvement of land for 
100.000. This 


estimated S2500 


parking lot, was $1 


compares with an 


000 for a completely new building 
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building would have re 


{1 new 


quired a new site and abandonment 
ind sale of the old building at a figure 
probably not exceeding $200,000. This 


sale would have increased the hospital 


building fund to $1,300,000. The 
$1,200,000 difference between that 
figure and the cost of the new build 


ing is the amount the hospital saved 
in immediate outlay of funds in mak 
old And it 


that have 


ing use of the structure 


is estimated there would 
been no appreciable gain in operating 
ethciency from the completely new 
building 

On 


ernization 


j 


a Cost bed basis the mod 


per 


program shows — similar 


first glance 
The program just completed 
bed capacity from 110 to 160 at 


of $1,100,000 or $22,000 per bed. But 


economy, although not at 


incre ased 


a COST 


service facilities were provided for 


beds. and it was only lack of funds 
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BASEMENT—BOILER ROOM 

NEW (Black) 

Workshop 

Freight elevator (3 leve 
loading dock; kitchen 
basement storage) > s800 

Storage room | 

Pharmacy & purchasing office 

Men's lockers 

Mop closet 

Men's toilet 

Soiled linen room 


OLD (co 
Coalbin 


| 
Areaway team 


Laundry 
Linen storage 


Corridor 


[Ran Sfoemer 
l yauet 


(at base of chute) 


Storage 
Housekeeper r Corridor 
Shop 


that prevented their construction 
Since it 1s now apparent that some or 
all of the 
needed within the 


fair to 


additional 62 beds will be 


next five years, it 


seems only include some of 


them in arriving at a projected cost 


per bed figure. It is estimated, for ex 
that housing and equipment 
added tor 


This would bring the total 


ample 
for 44 of these beds can be 
$200,000 
increase in bed capacity to 94 beds at 
a cost of $1,300,000 or $13,830 pet 
bed 

Our most pressing problems were 
to provide more beds, and more and 
larger service areas, to provide for 
future expansion, including the possi 
bility of a nursing school, and, in ac 
complishing these aims, to utilize the 
old building to the greatest possible 
extent, to provide the maximum num 
ber of time and labor-saving features 
for operating economy, and to provide 
safety tea 


the maximum number of 


tures. Finally, it was our objective to 


Intexrate the new addition and our 


remodeling work so that the result 


would be a single modern, efficient 
and functional unit of approximately 
160 to 170 beds 

Several factors 


limited the possi 


bility of achieving all these desirable 


72 


“IT 
, % 
100 | I 


objectives. First in importance, the old 
building was not planned for future 
expansion of any kind. For example, a 
basement had been provided under 
only part of the short leg of the | 
shaped building. This fact alone pre 


vented expansion at the east end of 
the building and expansion of the 
building in the form of a true cross 
Further, the building was placed some 
what in the corner of the property, 
thus making a large portion of the site 
unusable for expansion. To cite an 
other example, the outgrown operat 
was located on the top 


floor 


ingg suite 


(fourth ) in the short wing, ex 
pansible only into the street on the 
north. Further, the emergency room, 
x-ray suite and laboratory were also 
located on the top floor, requiring all 
outpatients to travel a maximum dis 
rance and through inpatient areas 
Another major limiting factor was 
the steep hillside grade (10 per cent) 
This pre 


ot the hospital property 


sented a problem of access to the 
front entrance if it were to be moved 
to a central point in the expanded 
building It also presented problems 
in the cost of retaining walls, fills and 
grades, steps or ramps, and control of 


entrances and exits at various levels 


The other important limitation was 
financial. Our original budget was 
$800,000. When contracts 
opened shortly after the Korean War 


were 


started, it had to be raised to $1,000, 
QOO 
during the two years of construction 
raised the budget to a final $1,100,- 
000 for the building and all equip 


Impri yvements and refinements 


ment 
It became apparent: (1) 
working hub of the hospital should 


that the 


remain at the base of the L-shaped 


) 


building; (2) that all services should 


radiate from that point; (3) that 


some modification of a cross design 


would be the most efficient, and (4) 
have to be 


that would 


trom 


expansion 
that center toward the west 
and south 

One problem was to get the oper 
ating room suite, x-ray suite and lab- 
oratory on the same floor. It was also 
a necessity to have the surgical pa 
tients’ beds and the employes’ dining 
room on this same floor. This problem 
was solved by (1) making a separate 
one-story addition of the dining room, 
and (2) condensing both laboratory 
and x-ray suites into one wing of the 
new addition, but arranged for easy 


expansion in the future Another prob 
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NEW (Black) 


Front Office 


OLD (Color) 
Administrator's office 
Admitting office 
Doctors’ cloakroom 
Lobby lounge 
Switchboard 
Secretary's office 
Cashier office 
Accounting Office 


4 Private rooms 


Patients’ lounge 


Private room 
2 Bed room 
Area 


Patient 


Private room 


lem was to provide suthicient office 


space, with a plan for future expan 
sion the solution was use of space in 
both old 


mecting 


buildings. At a 
1949, all 


workable 


and new 
Nox 15 


one 


on these 


ideas jelled into plan 


after several minor refinements 
1950 


which 
was approved on Jan 


In order to understand the remodel 


ing work, it is necessary to understand 


the structure of our old building, which 


was as follows 


reinforced concrete 


|. Frame 


Exterior walls: brick veneer, tle 


filler, plaster 


». Supporting beams: reinforced 


Concrete 


i. Floors poured concret¢ plus ter 


Interior walls: 3 inch metal studs 


now obsolete xypsum board ind 


plaster 

6. Base: metal cove 
Door frames: metal 

Structural changes made in the old 
building during remodeling wer¢ 

|. Interior walls: removed, or re 
moved and reconstructed 

’. Floors: patched where walls were 


moved 
moved 


Plumbing fixtures: some 


ae 
removed, some added 


}. Exterior doors 


some 


13 
two walled up 
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Corridor 


OLD (Color) 
3 Pediatrix 


Pharmacy 
of 2 Patients’ closets 


Dietitian's 
(temporary) 
Dining roor 


NEW (Black) 


rooms | Semiprivate room 

| Nurse conference 

| 4-Bed ward 

Bedpan washing 
closet 


roor 


Kitchen Area 


office Dishwashing area 
Cafeteria service 


Dietitian's office 


Larger kitchen 


Kitchen 


lectrical wiring: some moved 


added 
6. Loading dock added 


some re moved, some 


Hoistway and motor platform for 
freight elevator added 

8. Enclosed fire escape extended up 

one floor 


9 Ambulance entrance (enclosed 


garage type of structure) torn down 


to join new building addition 
Toral 


lowing 


fol 


equipment nh 


cost figures include the 
alterations and 
the old building, over and above those 
mentioned in the listing of reuse of 
space 


1. Each 


oxygen; (b) cubicle curtain screening 


(a) piped 


patient Ss room 


(c) one additional electrical outlet 


d) one easy chair; (e€) one patient s 


floor lamp 
2. Three 


air conditioning, new 


new nurserics new com 


plete lighting 
new oxygen piping 
Formula room: new cabinets 
i. Kitchen: completely reequipped 
with all new cabinet work 
Pharmacy: new cabinet work, re 
frigerator and narcotics safe 
6. Storeroom wire 


new screen pat 


titions, new shelving 
Nurses 


re mode led 


stations (4): completely 


new cabinet work new 


nurses desks, distilled water piping 


trom central source, direct imtercom 


munication system to kitche n. new 
light fixtures 
8. Corridor 


ter strip replaced, four floors asphalt 


Hoors: rubber tile cen 


tile in basement corridor 


9. Corridor ceilings: two floors 


installed 


Corridor lights 


acoustical tile 
lO four floors, new 
fixtures installed 
Ll. Fire 
installed throughout 
12 Boiler 


or gas burning boilers (150 h.p. each ) 


alarm system: new system 


room: (a) two new oil 
replaced two coal burning boilers (50 

emergency lighting 
18.75 KVA yenerator 
KVA 


(power) replaced one 


h.p. each); (b) 
and power 
A.C. (lighting) plus one 18.75 
generator D.C 
) KVA lighting generator 
14. Offices 


tile ceilings, new desks, chairs, tables, 


One 


new lighting, acoustical 


filing cabinets, dictating equipment 


type writers 


14. Decoration: new keyed color 


scheme throughout, new draper 1€s 


Inpatients rooms: three 
keyed to 


in wallpaper on the fourth wall 


throughout 


wall colors in paint colors 


(For additional plans and details 
on the Waukesha remodeling pro- 
gram, see Page 74.) 





OLD (Color) 


4 Four-bed rooms 


2 Two-bed rooms 
Blanket closet 


NEW (Black) 

Administrator's office 

Secretary's office 

Director of nurses 
office 

Medical records and 
Med. library 

Conference and board 
room 


2 Room isolation unit 




















OLD (Color) 
Blanket closet 
Medical records 
X-ray suite 
B.M.R 

EKG 


Emergenc y room 


NEW (Black) 

Entry to bath 

2-Bed room 

| Sunroom 

| 4-Bed room 

2 2-Bed rooms 

| 3-Bed room 

| Equipment storage 

closet 


OLD (Color) 
Nurses’ restroom 
Laboratory 

| Private room 
Corridor toilet 
End of corridor 


O.R. suite 


2 Major 


er — 








NEW (Black) 

2 Toilets and | 
Shower 

2 2-Bed rooms 

| 3-Bed room 

Bedpan washing 
closet 

Consultation alcove 

Pediatric suite (15 
beds) 
| Private room 
2 4-Bed rooms 





SECOND 
FLOOR 


Canorito 


OLD (Color) 
Nursing office 
Nurses’ station 
Diet Kitchen 
Linen closet 
Blanket closet 


Genera! storage 
4-Patients’ closets 


End of corridor 


OLD (Color) 
| Minor 
| Workroom 
2 Sterilizing rooms 
| Storage room 
! Doctors’ dressing room 
Nursing station 
Diet Kitchen 
Linen closet 
Blanket closet 


= ‘tT =a 
s Nee sP HE a BfO res 
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tater 
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t 

NEW (Black) 

Private room 

Nurses’ station 
(larger) 

Toilet 

Linen closet 

Larger storage 


Consultation alcove 


NEW (Black) 
3 2-Bed rooms 
Bathroom 
Bedpan closet 
Nursing station 
Utility room 

Nursing station 
(enlarged) 

Toilet 

Linen closet 
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At Good Samaritan 


“We Gutted the Hospital “’ 





Ground floor plan of 1918 hospital, before 
remodeling (left, in color) and after (above, 
in black). All outpatient services are now in 
this area. Laundry, kitchens in new building. 
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— expansion became a_ necessity at Good 


Samaritan Hospital in Sandusky, Ohio, Adminis 
trator Bill Williams and Board President Fred Zuck 
sharpened their pencils and began to figure out how 
much could be saved by retaining the old, cross-shaped 
hospital building (see plans) built in 1918, instead of 
building an entirely new hospital. Major surgery would 
be required on the old building, they knew. “The re 


As remodeled, old building is 
connected to new building 
(not shown) at right transept 
of cross (see plan at left). 











The second floor of the old hospital is now 
a complete, self-contained —r sec- 


tion o 


25 beds and 34 bassinets. 


uring 


the remodeling program both the delivery 
rooms and nursery were air conditioned. 


was done by completely 


modeling 
gutting 
obstructions, 


fixtures and 


Zuck ex 


all mechanical 
President 
plained 
reinstalled new, even including toilet 
fixtures in patients’ rooms, and all wall 


All mechanical fixtures were 


surtaces were replaced or repaired to 
conform with the new structure (con- 
nected to old building at right of 
transept on plans shown here). Side 
walls, roofs and floors were salvaged 
Cost of the job was $300,000 





Second floor: Former entrance 
and administrative areas (be- 
low) have been made over 
into an OB department (left). 


2 
j 


—— 


ry 


HULL 
eS Se | 


Fitty beds are located in the old 


building, Mr. Zuck said. “With the 
type of facilities and quality of con 
struction we got, I doubt if equivalent 
service could be created at less than 
$20,000 a bed.” By this figuring, the 





MAJOR 
OPERATIN¢ 





Third floor: This was, and is 
still, the surgical suite, now 
modernized, air conditioned 

and rearranged as shown. se re uaa 


NURSES ROOM 
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SERVING 
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In major structural change, floor was canti- 
levered out over old entrance (top of plans), 
permitting enlargement of cperating rooms. 
Central supply bay was added (top, right). 
Patients’ section of floor was not changed. 


during the two years involved,’ Mr 
Zuck related. “At one stage of the 
program, 54 patients were moved from 
one location to another in an over-all 
time of 21 minutes. No accidents ox 


hospital gained $700,000, it is said. of just what was to be accomplished, 


Architects for the project were Gil- and when, and an exceedingly coopera- 


bert Schafer and Bert Lindblad of Gar- tive group of employes, the whole 
transaction was accomplished without 


field, Harris, Robinson and Schafer of 


Cleveland. “Through careful program- _ sacrificing a single patient bed, or any 


ming of the work, a definite schedule — of the related hospital care, at any time curred during the program 





Everybody Moved at Symmes Arlington 


ADMINISTRATOR: E. Vernon Rich 


Symmes Arlington Hospital 


Arlington, Mass 


ARCHITECT: Kendall, Taylor and Company 


we WERE faced with the task 
of improving and expanding the 
Symmes Arlington 
Mass 
1 new building program which had 


double d 


untouched 


older sections of 


following 


Hospital, Arlington 


our siz but lett practically 
ot the 
professional service departments 


Three 


clink al 


any improvement 


the 
iting 
for 
ind modernization to carry 

load \ 
| 


which had 


departments radiology 


laboratory, and the 


had 


c x pansion 


ope I 


suite urgent requirements 


additional 


anesthesia 


the patient post 


recovery room 


been maintained in various areas of 


the hospital for many months required 
relo« wion TX 


final development and 


BASEMENT 
AFTER REMODELING 


Boston 


make it more accessible to surgery 


Io eliminate a fire hazard, the re 


moval of an old central stairwell from 


oldest the building was 


part of 
one of our prime objectives 


An elevator, in service nearly a halt 


century, required complete replace 


ment and relocation. Building re 


quirements would not permit the reuse 
of the existing elevator shaft 
but desirable improve 


Less urgent 


ments required work in the lobby 
business offices, and emergency room 
Orher 


pressing than those already mentioned 


features which were less 


included the revamping of our blood 


bank, pharmacy, medical and surgical 


BASEMENT 
BEFORE REMODELING 


stores, Maintenance and nursing appli- 
ances room 

Lounges and locker rooms for the 
medical staff and employes were quite 
easily placed in the area vacated by 
the dietary department which had been 
moved into the new building 

Consultations began with our archi 
tects, Kendall, Taylor and Company 
of Boston, who planned the original 
hospital in 1909 and have supervised 
the work of all the hospital changes 
that ‘Jig 
movement of rooms to fit 


and additions since time 
saw puzzle 
the requirements began and continued 
for a number of months. Employes in 
all departments were consulted for 
ideas which could be incorporated in 
the revision picture 

At first we thought we would have 
to build an addition large enough to 
house an ambulance entrance, new op- 


erating room, emergency room, labora 


The plan of the remodeled base- 
ment (below) shows the morgue 
that was acquired by digging 
below the old ambulance drive- 
way (color plan) and pouring con- 
crete walls to ground floor level. 





Ma 


NTENANCE SuoP 
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tory, dx Cctors lounge, and 


The 


available 


UCOPsy 


room west wing was paid for: 


cash was scarce This large 


an addition could not be financed: we 


eturned to our puzzle 
More 


under 


jigsaw 
investigation proved the fill 
the ambulance driveway was 
solid 


Hos 


sounds 


easily removable; it was not the 


rock which is the rule on top of 
Hill This 


rather small, but it actually proved 


discovery 


pital 


be the turning point of our plans and 
En 


portico at 


a considerable 
old 


first-floor level 


resulted in saving 


closing the ambulance 
and relocattng the am 
the clinical 


fill 


laboratory and pouring con 


bulance entrance created 


laboratory. Removing the below 


this new 
crete walls to ground floor (basement 


level gave us an adequate necropsy 


room. This permitted the necessary 


ventilating ducts from the morgue to 


run through the laboratory, the cor 


ner of two fivé-bed units on the floors 


above and then through to the roof 


Since foundations and supporting 


columns already existed, the expense 


of walls, floors and windows proved 


to be relatively small for the space 


gained. Indeed, it reduced new con 


struction to an area 21 by 36 feet 


about one half what we first antici 


pated 


Closing the stairwell eliminated the 


fire hazard and provided adequate 


nurses stations on the second and 


third floors These stations, located 


directly above the telephone and in 


formation office, permitted us to in 


stall a mail chute which is used to 


forward all requisitions for profes 


sional services or supplies, discharge 


Major operating room space 
was created on the first floor 
(black plan) by taking over space 
formerly used for medical con- 
ferences (color plan). On this 
floor the abandoned elevator 
shaft was converted into an 
emergency exit from surgery. 


= 
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Be per ees 
re ~ 


OPERATING wO 


Center post in the lobby represents what was formerly corner of room. 


notations 
The 


requisitions are picked up by the pro 


slips, and any other written 


directly to the information ofhicer 
fessional service technicians as they 
normal work routines 


for 


go by in their 


In the event of a ‘stat’ request 


min 
orapa 








t 
ué 


service, the telephone operator then 


has the responsibility of contacting 
department and immediately pass 
If the re 


destined for a department 


the 


ing the information along 


que st 1s 


located in the basement, the informa 


FIRST FLOOR 
BEFORE REMODELING 


FIRST FLOOR 
AFTER REMODELING 


angu ance 
tate 


ae 
vestiouus 


t™ ayy 
ove, Tike 








LAsoRaTORN 


+ ° 


ComTe 





WAITING 


NURSES STA. 


Former stairwell (color plan) was floored over and made 
station (black plan and photograph). On the same floor, the abandoned 
elevator shaft became a bathroom and sitz tub room for female patients. 


othcer drops the requisition 


tion 


through an auxiliary chute to that 


level. This eliminates many telephone 


calls from the nurses’ stations to the 


various service de partments 


By moving the telephone and in 


formation office into the old. stair 
well area, we provided the x-ray de 


parement with idequate space for of 


80 


into nurses 


fices, dressing cubicles, and current 


film A second 
room was placed in the area formerly 
used as locker 
New radiators and piping were in 
stalled throughout the building 
By the 
ing room in the space formerly used 


STOrALRE diagnostic 


a doctors room 


creation of a major operat 


for medical conferences (now in. the 


new section of the hospital) the old 


operating room provided adequate 
space for a locker, shower and dress 
ing room for the surgical staff 


The shaft 
converted 
an emergency exit from the operating 
floor it became 


elevator was 


floor 


abandoned 


on the first level to 
suite; on the second 
a bathroom and sitz tub room for 
female patients, and on the third floor 
a storage room for ward supplies. A 
sitz tub for male patients was placed 
in the existing bathroom on the sec 
ond floor. Surgical patients requiring 
sitz tub therapy are transported (or 
walk) to this section for treatment. 
Small areas back of the 


tor became subutility rooms (bedpan 


new eleva 


flusher and slop sink)—a thousand 
steps for nurses saved every day 

Removing the two interior walls ad 
jacent to the corridor and front en 
trance expanded our public lobby quite 
remarkably. Knotty pine sheathing of 
the walls in this area was one of the 
biggest surprises of the entire project 
it proved to be no more costly and 
far more attractive than replastering 
of the necessary areas. Incorporating 
our relatively wide corridors gave us 
a public lobby of which we feel just 
ly proud 

Piped suction and oxygen, a part of 
the building program of 1948-49, was 
extended (exposed in the basement ) 
to the new operating, postanesthesia 
recovery and emergency area 

This area is integrated by a nurses’ 
call system so that any person in any 
room in the operating suite, emergency 
room ofr postanesthesia recovery room 
can signal the entire department if 
assistance is needed 

Our hospital has two women's of 
Zanizations with active programs tor 
the hospital. The Woman's Aid As 
sociation of Arlington, organized for 
many years, took over the total prob 
lem of draperies, curtains and other 
decorative The members 
purchased the materials and made the 
draperies. With 
maintenance department, members of 


features 


assistance from our 
this organization worked many houts 
Our 
Symmes Hospital Auxiliary, accepted 


newer group, the Lexington 
the pharmacy as its part of the revi- 


sion program It was through its 


efforts that the cabinets and other 
features were installed 

The cost, excluding those things 
mentioned in the auxiliary programs, 
totaled $273,520, plus $9489 for fur 
nishings and equipment, or a roral of 


$283,009 
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When you remodel or 


Build FIRE SAFETY Into the Hospital 


a DEALING with proposals fot 
remodeling and alteration projects 


the hospital administrator and his 


architects have an unenviable task cut 
have to work in 


The 


large 


out for them. They 
or around an existing building 
seems 
They 


much im 


building budget never 


enough to do the job right also 


have to worry about how 


provement can be made before the 


law of diminishing returns takes ef 


tect 
To accomplish the minimum in 


sofar as fire safety is concerned is 


never enough, and the maximum may 
rarely be economically justified. To 
know just where to stop is a most dif 
ficule task but it is a decision that 
the hospital authorities will be asked 


to make 


basic problems involved in remodel 


An understanding of the 


ing and alterayon for better fire safety 
in hospitals € ould be of some as 
sistance in reaching this decision. As 
an initial consideration, study of the 
existing hospital should be made with 
special emphasis on factors relating 
to fire prevention and fire protection 


When the 


buildings has been 


condition of the existing 


determined, the 


extent of remodeling required tor 


better fire safety can be established 


ind, finally, the problem of economic 


feasibility can be settled. This in 


ventory should set the stage for de 


] 


ciding the which hospital 


take. The 


direction 


improvement should result 


may be 


1 


|. Remodeling and alteration only 


of the existing building. If additional 


space is not required, but an improve 


ment of facilities and services is de 


sired, and the building construction 
is otherwise acce ptable, this step would 


be the logical one 
». A new addition plus remodeling 
and alteration of the existing hospital 


W here 


plus an improvement of facilities and 


additional space is required 


services in an acceptable existing 


Vol. 80. No. 3, March 1953 


expand, you must 


JULIAN SMARIGA 
Structural Engineer and Fire Safety Consu!tant 
Technical Services Branch, Division of Hospital Facilities 
Public Health Service, Washington, D.C 


structure, this step might be the an 
swe! 

. A 
modeling and alteration of the existing 
W here 


required and the existing facilities are 


new addition without re 


hospital additional space is 


functionally adequate but cannot be 





HOW FIRE STARTS 


In setting the stage for a remodeling 
program, it is important to know how and 
where fires originate, and how serious the 
result may be:* 


Causes of Fires 
Smoking and improper use of matches 
Electrical and mechanical equipment 
Spontaneous ignition 
Rubbish and trash 
Grease, flammable liquids, gases 


Poor technics in maintenance 


Causes of Fatalities 





Service kitchen, boil- 


er, laundry 


rooms storage 


Exterior sources; outbuildings, roofing 
Nursing areas 
Diagnostic areas 


Surgery department 


Locations of Fires 


Inadequate exit facilities 

Ignition of clothing 

Inability to leave bed voluntarily 
Asphyxiation by smoke and fire gases 


*From a summary of institutional fires 
as compiled by the author 











remodeled to meet the degree of fire 


satety considered desirable, a long 


range development program should be 
planned involving a series of Construc 
tion steps. An addition would first be 
erected to furnish the urgently needed 
extra space but sO arranged as to be 
with subsequent 


readily integrated 


additions which would replace the 


existing obsolete facility 


i. A new hospital building. Where 
the existing facilities are functionally 
contained in a struc 


obsolete and are 


ture which cannot be remodeled eco 


nomically, it would be advisable to 
build a new hospital rather than at 
tempt improvements in the old build 
ing 
Little 


guidance is available for 


those seriously interested in the fire 
safety aspects of remodeling an ex 
isting hospital project. It is necessary 
to go beyond statutory requirements 
as they may be inadequate for many 
They 


They may be too general to afford the 


reasons may be antiquated 
safety needed in hospitals or they may 


not apply to existing structures. A 
study of the following discussion plus 
reference to the detailed requirements 
end 


back 


this 


of the authorities listed at the 


should provide the necessary 


ground material for setting up 
program 

The aim of remodeling and altera 
tion for better fire safety in hospitals 


allied 


Fire 


can be classified under two 


headings: Fire Prevention and 


Protection. Fire prevention, as the 
name implies, deals with those factors 
which would tend to prevent the in 
ception of a fire. Fire protection deals 
with the factors required to minimize 
the danger from accidental fires which 


will continue to occur. 


FIRE PREVENTION 


One of the 
considered in planning fire prevention 


main elements to be 


measures is the condition of the hos 


pital building itself. A building con 


structed of combustible material is 


potential hazard which can be re 


moved only by replacing the existing 
construction with non 


It is doubtful if 


measure is 


combustible 
( ombust ible material 


such a drastic corrective 
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many hos 
fact 


stated that an ex 


justifi ible for 


economically 


pital buildings In view of this 


it Can be pencraily 


tensive remodeling and alteration pro 


gram should not be attempted on a 


building in which the major structural 


elements are of combustible nature 
sense of 


the use of 


In these case maximum 


ecurity can be achieved by 
palliative measures to be discussed later 
estab 


under fire protection plus the 


lishment and vigilant entorcement of 
i good fire satety program 


The use of noncombustible trim 
ind finishes is highly recommended for 
W ood 
should be treated to retard the spread 
of fire 


imprepynation of by the 


remodeling purposes rim 
This may be accomplished by 
use of fire 
retardant paint. Fabrics can also be 
treated in a practical manner so as not 
to be an added fuel in the event of fire 


ACOUSTICAL MATERIALS 


The desire to improve the acous 
tical comfort ot old hospitals is note 
necessary in the 


worthy but care 1S 


selection and installation of the acous 
tical material to prevent adding to the 
fire hazard of the existing building 


Noncombustibk 


s¢ lec t d and 


acoustical miaterial 


should be fastened to a 


solid 


combustible 


non 
a his 


is to prevent the spread of fire through 


backing Ol supported by 


framing members 


concealed spaces formed by wood 
furring strips 
A study of the 


pital may reveal hazards which should 


exterior ot the hos 


and could be neutralized. Any out 


buildings of combustible construction 
in proximity to the hospital may trans 
mit fire to the main building through 
idjacent openings. Windows and other 
openings in the hospital overlooking 


these exterior hazards should be of 


metal construction with wire 
Similar 


often advisable with openings adjacent 


suitable 
vlass panels precautions are 


to service Courts and driveways 


Among the leading causes of fire is 
the improper selection, installation or 
use of equipment—both electrical and 


mechanical. It should be selected on 


the basis of the type and quality of 
service it is expected to perform, and 
it should be installed and operated 


im the mannet recommended by the 


manufacturer 
Maintenance and operation of the 
hospital building and equipment are 
considered primarily an administrative 
problem involving the employment 
ind training of a qualified maintenance 
there is one aspect of 


statt. However 


hospital which does aftect 


planning 


maintenance and operation. This 1s 


the factor of space planning If suf 
not allotted for the 


noient space 1S 


mechanical equipment and electrical 
services, the safe operation and main 
tenance of such services is jeopardized 


Many 


specific 


fires can thus be traced to the 
danger resulting from crowded 
Remember, if re 


don't 


installation technics 


modeling involves equipment, 


crowd it in—plan for enough space to 


use and maintain it safely 

Fire prevention planning includes 
consideration of other special hazards 
Heating plants and boiler rooms, main 
tenance shop (for Carpentry, painting, 


reupholstery, furniture refinishing), 


storave areas (for mattresses, furniture, 


linen, paper or other ready combus 


tibles), and trash collection rooms 


should be constructed and located SO 


as not to be a hazard to the patient 


areas of the hospital. Physical isola 


tion of these services in a separate 


wing is recommended but may not 
ilways be practical, owing to the site 
or to economic restrictions, but good 
segregation Can always be accomplished 
resistive 


by the installation of _ fire 


walls, ceilings and doors 
bulk 


necessary 


Separate storag rooms tor 


inesthesia and oxygen are 


These are best located in convenient re 
lationship to the service entrance; in 
fact, an outside entrance from the 
service platform would provide good 
segregation from the hospital proper 
convenient 


without the sacrifice of 


distribution 


PROTECTION 


number of 


FIRE 


Because of a reasons 


including the human element, fires 
do occur despite the successful appli 
cation of the prescribed fire prevention 
principles. It becomes necessary, for 
complete safety, to anticipate such fires 
and establish measures of fire protec 
minimize the eftect of the 


This 
providing a 


on to 


blaze subject deals primarily 


with means of alarm 


the means of extinguishment, and the 
Opportunity for evacuation of patients, 
if and when the situation makes it ne 
cessary 

All large fires start from small ones 
that fires be 


It is important therefore 


discovered and put out at their in 


cipiency. In older buildings which 
contain a larger proportion of intlam 
mable construction materials, the rate 
of combustion can be extremely rapid 

In areas of a hospital where per 


sonnel is always present, a fire is likely 


to be discovered at an early stage 


circumstances, a small 


suitable chemical 


Under these 


water hose line or 
extinguisher will put out most fires 
almost immediately if the equipment 
is conveniently placed and intelli 
To this end, a 


instituted in 


gently used suitable 


fire program should be 


which all personnel is required t 


become familiar with the location and 
The 


local fire authorities can provide ad 


use of all fire safety appliances 


vice on the location, type and use of 


portable fire extinguishers 


NEED WARNING DEVICES 
For all other hospital areas which 


are not under constant supervision, 


thermostatic or smoke detecting de- 
vices which provide a warning signal 
are practical to give notice of a fire 
An automatic sprinkler system may 
also be used in such locations and 1s 
particularly desirable wherever a con 
siderable amount of combustible ma 
terial is present, in either the structure 
A sprinkler system 


or its contents 


serves three purposes: It discovers the 


fire, promptly applies the water, and 


sounds an alarm. Several types of 
can 
The 


danger from fire in many existing hos 


chemical extinguishing systems 


be used in a similar manner 
pitals can thus be alleviated by the 


installation of an automatic fire ex 
tinguishing system 

The record indicates that many fires 
are discovered and extinguished before 
they reach disastrous 
There are other instances in which the 


very 


pre pr. rtions 


fire did get out of hand with 


unhappy results. In many of these 


latter instances, the fire could have 
been segregated and confined to its 
source of origin, if a few simple rules 


had make 


that each room has 


been followed. First, sure 
a solid faced door 
Such a 


in check long 


be readily « lose d 


hold a fire 


which can 


door may 
enough for fire fighting services to 
Door louvers and over 


should be 


be organized 


head transom openings 


eliminated. For hazardous areas, such 
as those mentioned earlier, appropriate 
fire doors would be required because 
of the possibility of a more severe 
blaze for a considerable period of time 
Fire doors should be equipped with 
automatic closers tq keep them closed 
when they are not in us€ 

To retard the rapid spread of fire 
through a building, two additional 


features should be included. One is 


or smoke barrie A 
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the horizontal exit 
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 B BONHEUR Children’s Hospital 
at Memphis, Tenn named 
Modern Hospital ot the Year’ tor 


1952 by a special committee of judges 


Was 


reviewed 
hospitals published throughout 1952 
Modern Hospital ot the 


Series 


last month. The committee 
in the 
Month 

Le Bonheur was designed by J 


Mem 
Smith firm 


Frazer Smith, Inc., architects of 
phis. Zeno L. Yates of the 
developed the presentation which ap 
peared in The MODERN HOsPITAL last 
December 

making 


Members of the committee 


the selection were Dr. Jack Masur, 
chief of the Bureau of Medical Serv 
ices, Public Health Service; Slocum 


Kingsbury, a member of the architec 


tural firm of Faulkner, Kingsbury and 
Stenhouse of Washington, D. C., and 


chairman of the committee on hosp 
health of the 
American Institute of Architects; Mar 
shall Shaffer, chief of the Office of 
Technical Services, Hos 
pital Facilities, Public Health Service 


talization and _ public 


Division ot 


and Everett W. Jones, vice president 
of The Modern Hospital Publishing 
Company 


Le Bonheur Hospital is a 96 bed 


institution which provides complete 
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THE MODERN 


EXTERIOR VIEW OF LE BONHEUR CHILDREN'S HOSPITAL, MEMPHIS 





TENN 


medical and surgical service for its 
child patients and conducts programs 
of medical research and education 
Fotal cost, including equipment, was 
$17,300 per bed 

Le Bonheur Children’s Hospital 
shows the results of long-term plan 
ning and programming, and a thor 
ough understanding of the services t 
be provided,” a member of the com 
mittee stated in making his selection 
While color was not 


black 


sented in 


discernible in the 
white 
The 


interiors of Le 


and photographs — pre 
MODERN HOSPITAL 
feature, the Bonheur 
ire an outstanding example of the us¢ 
of color in hospitals, it was reported 
Striking in appearance from the 
standpoint of architectural design, the 


ot glass 


hospital features Extensive use 


especially on the exterior walls of 
I 


parts of the building planned for pa 


tients’ rooms. “The facades reflect the 
function of the plan,’ Mr. Yates ex 
plained. “Every detail of form. tells 
what is going on inside. Example 
The semicircular, one-story concrete 


form (see cut) actually houses a semi 


circular amphitheater, the principal 


function of which is to house inside 
student activities directed to a pit or 
stage: hence, it needs little exterior 










connection. Contrasting to 


light of 


this, the four-story nursing wing, on 


the other hand, is a solid mass of glass. 


Here the children’s nursing rooms 
require lots ot light, sun and out 
side atmosphere. The only masonry 


showing is the columns which are 
structurally functional and are frankly 
treated 

While only one “Modern Hospital 
Year 
mittee each year, it 1s noteworthy that 
the Methodist Hospital at Houston 
Tex. (“Modern Hospital of the Month 


for November ) 


of the is named by the com 


was a Close second to 
Le Bonheur in the voting ot the 


judges. “The result of two or three 
years of work spent in the preplanning 
stage before the architects really began 
to put down their final plans is appar 
ent in Methodist Hospital,” said one 
of the judges who named Methodist 
as his first choice. “This is one of the 
most complete and functionally laid 
out hospitals I have ever seen. It is 
designed for of personnel 
The 


administrator will collect a large divi 


cconomy 


time board of trustees and the 


dend on their investment in the form 
of the lowest possible personnel costs 
and maintenance costs throughout the 


life of the hospital 






MEEKER COUNTY MEMORIAL HOSPITAL 


LITCHFIELD, MINN 


THE MODERN HOSPITAL OF THE MONTH 


nvestment for the Future 


“ie IZENS of Meeker County, Min 
“ nesota, spent their hospital dol 
bought for the 


lars wisely when they 


future 
Meeker 


located at 


in building the newly occupied 
County Memorial 
Litchheld 


city IS a 


Hospital 


Because the trade centet 
and county seat for a prosperous com 
munity of diversified agriculture and 
some light industry, members of the 
hospital 


planning committee recog 


nized the expansion possibilities of 


their community They wanted a 
hospital that would grow with their 
community, and that is what was 
planned and built 

bed now tor 70 
bed tor LOS 
be achieved by adding another floor 


end. All 


operating 


There Is space 


patients, and space can 


and to the south medical 


surgical facilities rooms 


storage laboratories and service 
facilities were designed with this fu 


ture expansion in mind 


84 


MAGNEY, TUSLER and SETTER 


Architects and Engineers 
Minneapolis 


Built 


ibout 


ind equipped at i cost ot 
$885,000, Meeker County Me 
financed in by Hill 
bond 


morial was part 


Burton funds. County and city 


issues supplied the rest of the money 
needed. Site for the hospital was do 
Litchfield Hospital As 


158 feet 


nated by the 
Over 
depth of the rear wing is 50 teet 
The 
plus a basement and a penthouse for 
The 


layout 


sociation all length ts 


institution contains three floors 


mechanical equipment functional 


and ethcient “T was utilized 
by the architects and engineers, Mag 
ney, Tusler and Setter of Minneapolis 

Major 


ire in the 


service and storage facilities 


basement. All supplies can 


be brought in on a private driveway 


that has access to a receiving area 


with a tail-gate-high loading plattorm 


A ramp that parallels a short flight of 
I I 


steps facilitates delivery. Oxygen and 


inesthetic storerooms are immediately 


idjacent to this receiving area. Show 


low ker 


women employes are 


er and rooms for men and 


also located int 


the basement 


A large unassigned Space has been 


lett in the basement for future use 


A stairway in this unassigned area 


leads directly to the outpatient facili 


ties on the first floor, so this vacant 
space could become a large outpatient 
physical 
left 


unfinished so it can be properly de 


and treatment clinic or a 


therapy department. It has been 
signed for any future use for which 
it is needed 

The 


bears the 


floor which, of course, 


burden of the heaviest trat 


first 


fic has been efficiently laid out with 


similar functions well integrated to 


reduce unnecessary traffic 


Especially well designed is the food 


service area which OCcCcuptes most ot 
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The operating suite is located on the sec- 
ond floor (below) and the delivery suite 
and nursery are on the third floor (left). 
Locating the delivery suite above the op- 
erating unit reduced construction costs by 
simplifying location of plumbing, steam 
outlets, ventilating ducts. Nurses’ stations 


are designed for maximum efficiency. 








Teens FLOOR PLAN 





The hospital presented here has 
been selected as The Modern Hos- 
pital of the Month by a committee 








of editors. Award certificates have Es 

been presented to the hospital, the “y 1a 
architects and the state officials. TET TH] 7 
A similar award will be made by 


ital month. 
The Modern Hospita each o SECOND FLOOR PLAN 


wee _ — 





The basement (below) houses the laundry, 


boiler room and storage areas. Mechanical 





ventilation in the laundry draws out steam 
from the ironers. Work flows naturally along 
an "assembly line."' Left: The food service 
area occupies most of the rear wing of the 
first floor and was designed for a smooth 


and efficient flow of food preparation. 








FIRST FLOOR 
. -—<—«- ae oe 











COST DATA 
Total project cost, $885,000 


Cost per bed without 
movable equipment 11,115 


Cost per bed with 
movable equipment 12,642 


No. of beds 70 
BASEMENT PLAN 


No. of square feet 38,821 vat tema Sell Ae? 
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the rear wing of the first floor. The 
kitchen itself was laid out with the 
natural flow of food preparation 


stages in mind. Daily supplies are de- 


livered at a rear door which is ad- 
jacent to three storage areas: dry 
storage and two walk-in refrigerators 
Next come the food preparation and 
cooking areas and, finally, a cafeteria 
counter 
The formula and bottle wash rooms 
are located logically within — the 
: food service unit under supervision 
Fes ' of the dietary department. The rooms 
re : are planned to utilize the latest tech 
” nic of terminal sterilization 


% 


A private office has been provided 
7 in this area for the hospital's dietitian 
accessible to salesmen, but with visual 

Above: The control of the kitchen 
Focal point for traffic on the 
first floor is the lobby-reception area 
A low counter top at the reception 
desk gives the receptionist an unob 
structed view of the main entrance, 
outpatient department, and the pas 

senger elevators 

All the departments that would be 
used by outpatients are located at the 
south end of the first floor: laboratory 
x-ray, hydrotherapy and electrotherapy 
The .record room was placed between 
the reception desk and the outpatient 
departments and is adjacent to the 
doctors’ lounge and coatroom rather 
than within the office area. There is 
also a separate office and waiting room 
in the outpatient department to pre 
vent congestion in the reception-lobby 
The emergency operating room is 
conveniently located near the x-ray 
suite, and immediately inside the am 
bulance entrance. Two large passenger 
elevators are double ended on_ the 
first floor level, with one open end 


é A near the ambulance entrance, emer- 
Above: The second and third floor nurses’ stations are 
gency operating room, and x-ray suite 


identically planned. Below: Lobby and reception area. The main operating suite is on the 
second floor, in the rear wing. This 
self-contained unit contains two oper 
ating rooms, central sterilizing, in 
strument supply, substerile, cleanup 
rooms, and locker-shower rooms for 
doctors and nurses. A dumb-waiter 
from central sterilizing and its ad 
jacent supply room also services the 
delivery suite immediately above 
Locating the delivery suite above 
the operating suite also reduced con 
struction costs by simplifying location 
of plumbing, steam outlets and ven- 
tilating ducts 
Patients’ rooms have been designed 
to give the patient comfort and con 
venience and also to save steps for the 
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aurses. Each pair of rooms has access 


j 


tO a toilet, ana | 


each toilet has a bed 
pan Cleaning device so that each room 
is self-sufficient 

In the rooms themselves are a 
lavatory and built-in lockers for per 
sonal belongings. Rooms are slightly 
larger than single 


be used 


rooms so they can 
as either singles or doubles 
thus giving maximum flexibility with 
i minimum of cost 

The two rooms at the south end 
designated for isolation rooms, each 
have a private toilet and shower bath 
A small subutility room opens off the 


hall and into either room. There is 








aise a separate treatment room on 
this floor 

The two nurses’ stations on the 
second and third floors are centrally 
located and were designed for maxi 
mum efficiency. The person at the 
desk can watch corridor traffic and 
also observe movement from the stair 
way and elevators. Both stations have 
a screened chart and drug area (the 
latter with a sink ) and a private toilet 

The delivery suit on the third floor 
is laid out similarly to the second 
floor operating suite. A private cor 
ridor and scrubup room connect the 
delivery and labor rooms. The de 
livery suite also is served by nurses 
and doctors’ locker rooms, cleanup 
ind supply facilities 

A nursery with a workroom and an 
examining room is located in the 
center of the obstetrical nursing unit 
This unit is placed at the end of the 
corridor to prevent through  trafhic 
A suspect nursery with an anteroom 
containing counter, sink, hot plate and 
hanging space for doctors gowns 1s 
provided 

The architects utilized a simple and 
economical concrete structural system 
with flat shallow beams, giving un 
interrupted space for ducts and heat 
ing pipes. Exterior walls are face 
brick over backup tile. The simple 
front facade is faced with Bedford 
stone from ground level to the top of 
the first floor windows 

Low pressure, oil-fired boilers pro 
vide the heat for baseboard radiation, 
the system being automatically con 
trolled by outdoor thermostats. A high 
pressure boiler serves the kitchen, ster 
ilizers and laundry 

The interior of the hospital is sim 
ple and easy to maintain, but skillful 
use of color throughout lessens the 
institutional” atmosphere sometimes 
found in hospitals built within a 


bud ge t 
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Above: Part of the x-ray suite on the first floor. 
Below: Door at rear of laundry leads to linen room. 

























How good are your doctors? 


The MEDICAL AUDIT Gives the A 


communities served 


emg in) the 
by the Overlook Hospital in Sum 
mit, N.J., can feel 


that 


secure in the assur 


ance when they are brought to 


this hospital they will receive care 


trom competent, well qualified ind 
conscientious 


The Overlook 


assurance 


physicians 
be vard ot 


because it has 


trustees Can 
Vive such 
completed its third consecutive annual 
medical audit. Overlook has pioneered 
in this kind of audit, being one of the 
first hospitals in the country to realize 
the benefits that may be derived from 


such an objective evaluation of med 


ical care 


INCORPORATE IN BY-LAWS 
If a 


this medical procedure seriously 


hospital decides to consider 
pro 
# should be 


Visions (CO Cover INCOrpPoO 


rated in the by-laws of the institution 
| quote from our hospital association 


Article V, Meetings of Trus 


often as 


by-laws 
tees Miscellaneous; as 


deemed necessary, but not less than 


once a year, the board of trustees shall 


require a medical audit of the medical 
staff 
The board of 


pital has am ral 


trustees of any hos 
ind legal responsi 
bility tov all activities within the in 
with the care 


forth 


Stitution im connection 


of patients This has been set 


clearly in many instances by court 


decisions in recent years. Every hos 


pital board has the right to request 


reports or other information concern 


ing its Operations, whether adminis 


financial or professional 
statt 


trative, 
Members of the 


use of hospital records 


medical may 
object to the 
by an independent auditor In tact 
it is known that objections have been 
arsed to the use of hospital records 
by a duly authenticated representative 
of a 


a medical appraisal of the 


medical society who was making 
hospital's 
records at the request of the board of 
been ci nsidet 


trustees There has 


tbhout t\ 


ible difference of opinion 


whom hospital records belong. It has 
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A. W. SMITH 


Director 


been variously suggested that they are 
the property of (1 the hospital 
and (3) the attending 


The 


authorities, 


the patient, 


majority of 


physician opinions 


among however, is that 
the records are the property of either 


the hospital or the with the 


patient 
scales being weighted in favor of the 


The held 


by the American College of Surgeons 


hospital latter opinion ts 


and sensible 
j 


1S 


It is, of Course, Customary 
for the custodian of hospital recor 
authorization 


tf insist on a patient s 


before disclosing the contents of the 
records to outsiders, unless the author 
ity is specifically granted, as in liability 
cases, to show the records to persons 
patient has made 


against whom the 


claim for personal injuries. Under the 
law a hospital record is protected by 
the privileged communication statute, 
The 


tion of ownership of hospital records 


where such statutes exist 


ques 
has not been litigated in New Jersey 
clearly 


How 


ittending physician or sur 


and the issue has not been 


resolved in other jurisdictions 
ever, the 
geon has no legal basis for objecting 
to the use of his patient's records in 


audit H« 


audits are 


medical should want it 


Medical 


mended by the 


strongly recom 
American College of 
to the Overlook 
Mal 


It has been 


Surgeons In a letter 
Hospital in September 1950, Dr 
colm T. MacEachern said 
review the 
ot Over 


report iS an Cx 


my privilege to carefully 


report of the medical audit 


look Hospital The 


analysis of the 


cellent protessional 


work of the hospital as recorded in the 


patients files examined. It is most 


thorough and complete. Such periodic 
reports are invaluable to a hospital in 
maintaining the professional work on 
t high level of quality. The auditor 


Overlook Hospital 


Summit, N.J 


Dr. Henry G. Farish, B.B.A., M.H.A 
M.D., is highly qualified to make an 
He has had 


expe ricnece 


audit of this nature 


an excellent and extensive 


in this respect. I commend the board 
of trustees of the Overlook Hospital 


and | do 


hope that it wall be done annually or 


on having this audit made 
more frequently 

The board of trustees of this hospi 
tal, having established the desirability 
of a medical audit, decided that it was 
with the 


essential to work as a team 


medical staff in bringing the per 
formance of this procedure to a satis 
This 
plished by the president of the board 


ot all the 


factory conclusion was accom 


in a careful presentation 


factors involved to the joint advisory 
committee of the hospital, consisting 
board 


of representatives from the 


chiefs ot the various sections of the 


medical staff, and the hospital director 


BENEFITS OF AUDIT 

In the original discussions prior t¢ 
the first medical audit, the advantages 
and disadvantages of an internal audit 
tissue committee of the 


either by a 


staff or by a system of professional 
service accounting, compared to an 
independent auditor, were considered 
A medical audit con 


in some de tail 


ducted by a physician not connected 


with the medical staff—that is, by an 


independent auditor, is a compara 
tively recent innovation in the hospital 
field. At the 


know, there ts only a limited number of 


present time, so far as | 
qualified physicians doing this work 
full or part The 
finally decided to employ an 


either time board of 


trustees 
independent auditor and obtained the 
who has per 


services of Dr. Farish, 


formed the three annual audits of the 
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The doctors on the 


Overlook Hospital 


joint advisory committee were con 


vinced of the value of this type of 


medical audit and the advantages that 


would 


accrue to the medical staff, for 
the following reasons 
|. The 
} 


of the medical records and 


report of the examination 
the analysis 
would be more 


of results compre 


hensive and include more detail than 
members of a medical audit committec 
Staff 
the inclination to compile 

The 


that valuable 


of the would have the time or 


the idea 
taken 


attend to the 


doctors welcomed 
time would not be 


from their practices t 


time-consuming details of an internal 
medical audit 
3. The 


comm! (tee 


time spent by the record 


would be reduced to that 
necessary for checking to make certain 
all records were satisfactorily com 
pleted 

4. The 


from the responsibility of having to 


doctors would be relieved 


criticize the diagnoses, treatment or 


surgical results of their colleagues 
The members of the medical staft 


would gain mutual confidence in the 


knowledge that they would receive a 


completely unbiased report of their 


clinical results 

6. The majority of doctors approach 
the practice of medicine with integrity 
The staftt 


exception to rule 


members of our being no 


this would ap 


preciate the discovery of any devia 


tions from good practice among their 
colleagues 

The valuable publicity gained by 
the release of a favorable medical audit 


report to the community would re 


dound to the credit of the staff equally 
as much as to the hospital 


8 The moderate cost of an inde 


pendent medical audit (as a rule less 


than the cost of an annual financial 


audit) would bring value received in 


terms of assurance that the best in 
medical care is being provided 


The 


cussed the scope and emphasis of the 


joint advisory committee dis 


first medical audit. It recommended 


to the medical staff that the audit 


should include a complete audit of the 


surgical records—all major surgery 


and certain categories of minor suf 


gery—together with test checks of the 


records in internal medicine and ob 


stetrics. It was agreed that the period 


under audit snould be the fiscal year 


and 


of the hospital for surgery rwi 
months within that period for internal 
The 


Sci ype 


medicine and obstetrics Same 


length periods, the same and 
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TABLE 1.—Number of Records Examined in Audits 





1949 


Total discharges 5544 


Total recoius examined 1260 
Per cent of total discharges 22.7 
Total major surgery* 

Records examined * 


68.0 


Per cent of major .urgery 


*Difference in records of orthopedics and traumat« 


1950 1951 


5625 6251 
1557 1653 
27.6 26.4 
1245 
906 
73.2 72.7 


surgery not examined 





emphasis were followed in the two 
succeeding audits, thus assuring com 
parable reports on approximately an 
equivalent volume of records. It 
should be explained here that it was 
the consensus of the joint advisory 
committee and the medical auditor, in 
preliminary correspondence, that the 
major emphasis should be placed on 
surgery because deviations from good 
often found in this 


prac tice are more 


department, especially unnecessary sur 


very and excess removal of mormas 


tissu 


the 


Preliminary preparations — for 


audit were made by our medical rec 


ord librarian on written instructions 


from the auditor. These entailed the 


pulling and stacking of records for the 


stated period, according to certain 


classifications of surgery. These classi 


fications constitute the normal run of 


surgery in a general hospital and are 
(Continued on Page 90) 


Revised Intern Standards Explained 


CHICAGO.— Discussion of the re 
vised essentials for approved intern 
19th Annual 


Education 


dominated the 
Me dic al 


last month 


ships 
Congress on and 
Licensure here The revised 
essentials were explained in a report 
of the advisory Committee on intern 
ships to the council on medical educa 
tion and hospitals of the American 
Medical Association 

To qualify for approval under the 
revised essentials, a hospital must have 
150. beds, 100, as 


5000 instead of 


instead of hereto 


fore SOO annual in 


patient admissions, exclusive of new 
born, and an autopsy percentage of 
cent of hospital 


instead of 20 per 


deaths. In addition, the new standards 
provide that any internship program 
which does not obtain two-thirds of 
its, stated intern complement in two 
successive years shall lose its approved 
status 

Explaining this new provision, the 
committee pointed out that an intern 
cannot get needed education if his 
time is occupied doing routine work 
made necessary by absence of an ade 


We do 


pate that many hospitals will be dis 


quate house staft not antici 


qualified on this count, the committe 


report stated. “Rather, we expect that 


hospitals which are failing to meet 
their internship quota by a large mar 
gin will engage in a careful self-scru 
tiny as to whether their internship 
program as planned is working out in 
practice. We also anticipate that hos 
pitals may avoid disqualification by 
voluntarily reducing their intern quota 
and at the same time reducing the 
number of beds for which interns are 
Beds 


will 


expected to take responsibility 
I I 


removed from the intern scope 
not count toward the minimum num 
ber of beds required tor approval The 
removal of such beds (« in wards 
devoted to research or to a single type 
of chronic disease, in a private pavilion 
where an attending or courtesy  staft 


is not interested in teaching) from 
the sphere of intern work may have 
the double effect of making a hospital's 
internship more attractive and reducing 
the national disc repancy between avail 
able internships and available interns 


The 


warning to hospitals on che 


committee also issued a stern 


subject 
interns 


of remuneration for Calling 


attention to the standard which ques 
tions the adequacy of the educational 
program where an eCxXCessive salary or 


the committee urged 


162) 


bonus is offered 


(Continued on Page 





Table 2—Percentage of Normal Tissue 





PRIMARY APPENDECTOMIES 


Doctor 1949 


6.3 
7 
22.2 
22.2 
18.0 

5.5 
28.0 
21.0 
71.4 
20.0 


0 


~N 


0 

0 
16.6 
25.0 
2.6 
3.7 
40.0 
12.5 


> °o 
ooowoo°co-°o 


MISCELLANEOUS GYNECOLOGICAL SURGERY 


excluding primary hysterectomies 


6.3 
9.4 
20.0 
18.0 
5.3 
18.7 





Page 8Y ) 


appendectomies 


(Continued OM 
as tollows primary 
miscellaneous general surgery, primary 
miscellaneous 


hysterectomies gyneco 


cholecystectomies, 


logical surgery, 


thyroidectomies, miscellaneous genito 


cesarian sections, ex 


urinary surgery, 


ploratory laparotomies, diagnostic D 
& Cs 


& C’s, and hernioplasties 


incomplete abortions with D 
In addition 
the records for two months in internal 
medicine and obstetrics and all records 
of deaths for the year were made avail 
able to the auditor for test checking 

The 


three medical audits may be judged by 


scope and emphasis of our 
the summaries shown in Table | 
Certain adjunct statistics pertaining 
to over-all medical care were provided 
for comparison with expected national 
standards and included in tabular form 
were submitted 


in the These 


by the medical record librarian as cal 


re port 


culated from an analysis of hospital 


service as follows: net death rate, 


infection 


autopsy rate postoperative 


rate, postoperative death rate within 


10 days of operation, anesthetic death 
rate, maternal 


rate, cCesarian section 


mortality rate, and newborn death rate 


At the 


board of trustees thought it desirable 


time of the second audit, the 


to obtain a report on the credentials 
medical staff on 


The 


instructed to 


of all members of the 
file in the administrator's office 


medical auditor was 


credentials, Comparing 


scrutinize the 
them with assigned privileges and the 
roster of chiefs and department heads 
for the twofold purpose of enlighten 
ing the board of trustees on the vari 


ous medical schools, medical societies 


specialty colleges, specialty boards and 


90 


postgraduate courses, and determining 
whether there was any misplacement 
had 


their 


of medical staff members who 


been given privileges beyond 


training, OF who were restricted as to 


privileges when their credentials 


showed that they should be increased 
This survey indicated that there were 
minor but in. the 


several inequities, 


majority of instances each physician 
was formally qualified for the position 
he held and the privileges granted him 
under the rules and regulations of his 
medical staff section 

The 
strictly 
port and the necessity for using it in 


trustees were cognizant of the 


confidential nature of the re 


such a way that no doctor's reputation 
with his colleagues or in the com 
munity would be jeopardized. It was 
thought advisable, therefore, to draw 
up a memorandum on the procedure 
to be followed in conducting the audit 
and analyzing the This 
done with the assistance of the medical 


Mac 


director of the 


report was 


auditor and submitted to Dr 


Eachern, at that time 


hospital standardization program of 


the American College of Surgeons 
He approved the following six-point 
brief, which has been used as a guide 
for the control of all the medical 
audit reports 

l Be tore 
staff should be 


of trustees’ proposed acuon through 


the audit, the medical 


informed of the board 


the joint advisory committee 
Upon completion of the direct 
records, 


examination of the medical 


audit 


medical report is 


the written 
submitted directly to the administrator 
of the hospital, who should then turn 
it over to the board of trustees or any 


special committee appointed by it to 
consider the report. With the medical 
audit report, a code list of the doctors 
1S submitted, together with a coded 
key for specific cases mentioned in the 
report. These codes should be kept by 
the administrator or the president of 
the board of trustees, and should not 
be divulged at this time 

3. Having 
familiarized themselves 
designated board members should then 
request the chief of staff, or any officer 


and 


read the report 


with it, the 


or officers appointed by him, to in 
terpret the them in lay 


terms. If any of the doctors mentioned 


rep yt to 


in the report by code numbers are 
out of line with the standards set forth 
in the report, the board should note 
this fact and instruct the chief of staff 
to submit to them in writing the pro 
posed action he or his officers or com 
mittees will take in respect to the 
deviations 


4. After 


the chief of staff is received, the presi 


this written report from 


dent of the board can then give the 
chief of staft the 
bers of the medical staff whose results 


are not equal to the standard set by 


names of the mem 


the audit report 
5. It is emphasized that the board 


of trustees should instruct the ap 


propriate committee of the medical 


staff to make recommendations to 


correct deficiencies These recom- 


mendations might entail withdrawal 
reduction of 


of surgical privileges, 


privileges, closer supervision, or 


consultation in all major 


mandatory 
surgery 

6. At no time should the report be 
allowed to circulate through the medi 
The chief of staff and the 


committee only should 


cal staff 
appropriate 
have access to it. Likewise, the code 
list should always be kept strictly con 
fidential and its contents known only 
to the administrator, chief of staff, and 
the president of the board of trustees 

These directions have been carried 
out in the following detailed manner 
The 


privileged communication, has been 


auditor's confidential report, a 
received, together with the codes, by 
registered mail addressed to the board 
of trustees of the hospital. This report 
remains in the exclusive possession of 
the board, since it requested and paid 
for the audit. It is important to note 
that no part of this confidential com 
munication can be published without 
How 


ever, after our third audit permission 
was asked and obtained to publicize 


the permission of the author 
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cCONnciusiONsS 1 and 


final gen 


tatement medical auditor 


favora ind were im 


the hospital from com 


tions standpe int 

of the joint advisory 
report is unsealed in 
ul members of the 
and 


Summary con 


| ISIONS 


is are the ygeneral 


mmendations highlight the re 


ig 
is turned overt 
for 


the 


The iled 
1¢ hospital 


| 


[he president of 


formally the 
chiet of 


cons tt ira 


pre sents 


report t staff, with 


Struc nge a meeting with 


the committee selected for its inter 


pretation, which in our Case ts the 


medical records committee. This step 


is carried out tn strict confidence, and 
no action or discussion 1s instigated 


with any member of the medical staff 
The 1 IC. records 
officially 


mmiuittec at its 


it this time 


committee reports back 
idvisory. 
Should 


Mar meetiny the 


tavorable i | ill 


recom 


mendations of a minor nature, the 


advisory committee so advises 


joint 


the board of trustees at its next 


monthly meeting, and the report is 


filed 


However, in the case of an untavor 


able report on one or more members 


of the medical staff, the joint advisory 
chiet of 


be given the names of the doctors 


committee asks that the statt 


involved, who, up to this point, have 


been identified only by code numbers 

After been reviewed in 

a meeting with the doctors concerned 

and committee 
} 


the findings and recommendations are 


the tacts have 


the medical records 


forwarded to the joint advisory com 


mittee, still in strictest confidence 


Should a doctor object to being ques 


tioned about his clinical results he 


has the right to appeal under our hos 
pital by 
No member of the 


be disciplined as above or denied re 


laws, which provide as follows 


medical staft shall 


ippointment thereof, without having 


a hearing, if he shall request the same 


before the medical staff or its com 


mittee, or the trustees or their com 


mittee, or both as may be determined 
When 


individual protest, appropriate action 


by the trustees there is no 


is recommended to the board otf 


trustees through the usual committee 


channels of the medical statf and the 


joint advisory committee 


It would hardly be credible to state 


that nothing amiss was reported in 


these three audits; if such were the 


little basis for 


The 


the first audit pointed out some de 


case there would be 


writing this paper fact is that 


hciencies im respect to unnecessary 


surgery and the removal of normal 


tissue in certain surgical classifications 
Those responsible for these deviations 
good — surgical have 


trom practice 


will of the 


staft 


bowed to the majority of 


the medical and the board of 


this was reflected by marked 
the 


trustees 


improvement in their records for 


second year, and even further im 


provement in their tissue statistics as 


reported in the third audit 

However, before I describe the 
positive findings in more detail, I can 
Page 144) 


( ¢ nlinied i 


Speed Up the Change-of-Shifts 


overlapping of time by nurses 


o hhiee 


going off duty and those coming 


on can be eliminated by the use of 


dictating or voice instru 


recording 
transmit the change ot 
No longer iS it 


Over 


ments tO 


shift reports neces 


for 


beginning of a 


sary nurse to stay into the 


new shift to convey 


Nurses 


happy in 


information about patients 


may now leave their shift 


the thought that they have left behind 


record which will speak for 


voice 
them 
The time-honored custom of reports 
berween the nurses finishing one shift 
and the nurses beginning the next has 
ilways necessitated an overlapping of 


time Head nurses ind other 


nurses arge of nursing units are 


he importance of reports 


COPNIZa 


condition, the treat 


ments carried out, and other 


information necessary the ¢on 


tinuityv of good nursing Care Nursing 
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by putting the nursing reports on records 


ROBERT F. BROWN, M.D. 


Director 
The Doctors Hospital, Seattle 


directors and supervisors concur that 
continued good care is dependent upon 
this transmission of complete and use 


ful 


nursing crew 


information from nursing crew to 


Traditionally, murses who are re 


sponsible for reporting on the patients 
the succeeding shift 


in their units to 


can expect to spend from 15 to 4 
minutes giving the necessary informa 
tion, depending upon the number of 
patients and their condition 

At the Doctors Hospital mechanical 
for 


available on all nursing units, as well 


equipment recording dictation is 
as in several other stations throughout 
After weeks of 


trial the nursing department has estab 


the hospital several 


method 


end of 


lished and smoothed out i 


for recording reports at the 


ADELINE MOODY, R.N. 


Director of Nursing Service 
The Doctors Hospital, Seattle 


shift and for playing back this record 
The 


simplifying 


by the on-coming shift job of 
the 


make 


over 


streamlining and 


method of reporting so as to 


possible the elimination of “stay 


time was undertaken by all parties 


concerned with a determination § to 


make the 


Today 


method work 


charge nurses leaving duty 
on a nursing unit are not detained be 
cause of the 
The 


SU pe rvisors in 


cedure 


change-ot-shift report! 


experiences of the 


up 
pointed out many things. First 


of all nurses had 


nursing 


sctting such a pro 


to be taught how to 


dictate In this we had the coopera 


tion of the supplier of the dictating 
equipment even though the equipment 


had been purchased some months 


earlier It developed that the best 
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charge nurses dictated the best reports, 
not on the basis of their vocabulary 
or their speaking ability but because 


they were acquainted in detail with 


each patient's care and history during 


them shitt 


It was soon discovered that a cet 


tai size of record would ordinarily 


furnish sufficient recording time to 


transmit the three changes in a 24 
hour period. Flat records or platters 
were used and one day's “change-of 


shift” reports were recorded on each 


side. We found that it is advantageous 
to keep these records for two weeks 
back unusual occur 
The 


the record needed varied considerably 


in order to trace 


rences or other incidents size of 


among medical, surgical and obstet 


rical units and also among nursing 


ireas of different 
The day shift charge nurse usually 


S1ZOCS 

report in the hour before 
shift The 
charge nurse often finds it efficient to 
the early 
work of 
Flexibility 


makes het 


finishing — her evening 


record her repore during 


morning hours before the 
awakening patients begins 
is an important advantage, inasmuch 


as the machine allows a shifting of 


dictation to meet the needs on her 


floor 
In the beginning the playing back 
each shift 


of records at the start of 


The nurse going off duty (above) 
dictates her report on the pa- 
tients on her unit. Below: The 
in-coming shift listens to the re- 
port, which can be played back 
as often as may be necessary. 


was listened to by the charge nurse 


After 


evident that all personnel on 


more 


only experience it be 


came 
the floor gained by listening to. the re 
port and it was found that this mobil 


ized the actions of all, with less direc 
tion than had previously been needed 
The residents and the interns quickly 
discovered that the most efficient way 
to learn about their patients was to 
be near by when the report was being 


played back 
at the beginning of the day shift. Now 


This is particularly truc 


some weeks later, records are some 
times played back more than once for 
the convenience of someone who may 
at the begin 


not have been available 


ning of the shift 
Monitoring of the charge nurse's 
may be done by a 


Where 


is available 


report nursing 


supervisor suficient super 


vision this is of less im 


than where supervision 


portance 


is less adequate. A_ voice record 
of the condition of the patients serves 
many purposes because it provides an 
unchanging reference which can_ be 
used at any time 

Another corollary ot using mechan 
ical recording equipment is that it 
improves the dictating technic. Execu 
instruments will 


Doctors 


these 
confirm The 
Hospital have testified that they think 
more logically and speak more specif 


tives who use 


this nurses at 


cally 
The 
vary and is not a limiting factor. Each 


type of equipment used may 


type of equipment has certain advan 
tages and disadvantages, including the 
records, and the 


cost, the size of the 


amount of training needed to learn 
to use the instrument 

Each charge nurse has been trained 
to begin the recording of a report 
(b) the floor or 


or time, (d) the 


with: (a) the date, 


wing, (c) the shift 
name of the 

The list of patients on the unit 1s 
run through, each patient being iden- 
tified as to room number, name, age 
and the statt 
Changes in therapy and treat 
patient 


person reporting 


atrending physician's 


name 
dictated. Each new 


a thumb-nail sketch of 


ment are 
is noted, with 
his history, particularly the admitting 
diagnosis and the routine orders 

The 
are few and can be overcome 


disadvantages of the method 
There 
is a loss of personal contact between 
the nurses of succeeding shifts. Per 
sonal comments of a nonbusiness Na 
ture are eliminated. A new charge 
trained to overcome 
mike-fright’! <A 
timid person has difficulty in organ- 
Training 


nurse must be 


any tendency to 


izing her thoughts verbally 
overcomes this also 
The dictator should also be encour 
aged to anticipate the questions which 
would be asked by the verbal method 
At a from 


to one-and-a-half 


conservative estimate, 


one hours nursing 


saved in each unit 


The cost of the equip 


time is nursing 
every 24 hours 
ment will be amortized in time saved, 
and even more quickly if the dictating 
equipment is made available for physi 
cians to record their patients histories 
and progress notes. In addition, the 
patient benefits because of better trans 
information 


mission Of accurate 
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Continuing the series of methods engineering studies 


The Head Nurse’s Job— 


HE first 


sented the use and application of 


article in this series pre 


the flow process chart and flow dia 


gram to a centralized dishwashing pro 


The second article explained 


cedure 
how the flow process chart could be 
used together with time and motion 
analysis to improve the over-all opera 
tion of pressing uniforms in the laun 
dry. Both articles dealt with the in 
vestigation, analysis and improvement 
of two repetitive jobs common in most 
hospitals. Together they have demon 


strated the use of three tools which 
industrial engineers have available for 
analyzing repetitive jobs 

The 
are found in indtrect 


We consider the 


plied by such departments as admitting 


foregoing two repetitive jobs 
patient care 
areas services sup 
othce, laundry, housekeeping, dietary 
and maintenance as indirect to patient 
care. Many of the jobs found in these 
departments are of the repetitive type 
and lend themselves readily to an anal 
ysis using the previously mentioned 
ools 

The services supplied by the nurs 
ing department and its affiliated areas 
are considered direct to care 
The 


area 


patient 
job classifications found in this 


namely head nurse, graduate 


nurse, practical nurse, ward aide, ward 


secretary, and orderly are composed 


of many tasks of both a repetitive and 
classification 


nonrepetitive mature. A 


of this is considered a variable 


task 


type 


REPETITIVE JOB vs. VARIABLE TASK 
The 


definite 


ot a 


number of clearly defined ele 


repecitive job CONSIStS 


ments 
The 


sequential pattern 


elements are arranged in 


The elements are performed accord 
ing to the sequential pattern by the 
operator until the total job is complete 
1953 
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What she does and how she does it 


KENNETH J. SHOOS 


Administrator 
St. Luke's Hospital 
Cleveland 


At completion of the job, the se 
quential pattern is repeated 

The sequential pattern is performed 
over and over again throughout the 
work day 

This type of operation by its very 
nature is suited for the application 
of the flow process, the flow diagram, 
and the time and motion study toward 
in over-all improvement of the job 

The task 


definite number of 


variable consists of a 


jobs, some of 


which are repetitive and some non 


repetitive in nature 
The 
repetitive and nonrepetitive functions 


sequence of performing the 


does not always follow a_predeter 
mined pattern 


The 


the variable task are of the same type 


repetitive jobs found within 
is described heretofore 

The nonrepetitive jobs found with 
in the variable task are clearly defined; 
however, the length of time required 
to perform them and the sequence of 
performing them are not Constant be 
cause of uncontrollable outside influ 
ences. 

For purposes of this article, a vari 
able task may be defined as any job 
classification containing both repeti 
tive and nonrepetitive jobs which are 
not performed in a definite sequential 
pattern during the work period. For 
example, the graduate nurse classifica 
tion 1s many 
tasks, 
temperature, 
making patients beds, giving patients 


and 


made up of repetitive 


such as taking the patient's 


pulse and respiration 


medications, 


tasks 


baths, preparing 


such as an 


many nonre pe itive 


EARL J. FREDERICK 


Assistant Administrator 
St. Luke's Hospital 
Cleveland 


swering patients requests, starting and 


maintaining intravenous solutions, 
changing dressings, and providing gen 
eral patient care. The sequence with 
which the graduate nurse performs het 
various jobs is not always followed as 
outlined because of wide variations in 
the conditions and nature of illness of 
patients being cared for, and the total 
number of patients being attended 
The graduate nurse must be able to ad 
just her efforts to handle emergency 
in addition to 


situations as they arise 


routine daily duties 


NEW “TOOLS” NEEDED 


By the very nature of the variable 


task, the common tools of analysis, 


such as the flow process chart, flow 
diagram, and time and motion study, 
are not practical for the over-all anal 
ysis of the variable task. The sequence 
of performing jobs in the variable 
task is constantly Changing, thus mak 
ing the use of the tlow process chart 
impractical. Because of the number 
of changes in jobs over a period of 
actual of elements as 


time, tcming 


performed in a routine time and mo 


tion analysis is impractical for record 


ing purposes. No effective means 


exists at present for analyzing the 


over-all variable task. How, then, can 


we effectively analyze the over-all 


variable task? 

If we could determine what jobs 
are performed within the variable task, 
the amount of time the person per 
forming the variable task devotes to 
each job and the sequence followed 
by the person in performing the vari 
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able task, an answer to the question 
might be realized. This information 
Fig |—Head Nurse Classification Chart can be obtained by conducting an 


activity analysis of the variable task 


ACTIVITY CODE LETTER we wish to analyze 
The activity analysis consists of 





Nursing supervisets sss: ess first, determining the various jobs per 
Assistant head nurse......... formed and personnel contacts main 
Graduate nurse...ssee ccc cccces 

Ward secretary 

Division aide 

Report (shift change) 

Patient 

Patient's chart (refer to) 

General patient rounds 

Doctor's order book 

Medication preparation 

Administer medications and treatments 

Check temperature sheet 

Narcotics book and cabinet 

Originate medication and treatment cards 
Check medication and treatment cards 

Clean up medication preparation area 
Prepare weekly time schedule 

Originate miscellaneous forms and requisitions 
Prepore condition list (patients) 

Prepare daily report (patients) 

Order pharmaceutical supplies 

Record nurses’ notes on patients’ charts 


tained by the classification we wish to 
analyze. This information may be ob 
tained by studying the job description 
of the variable task in question and 
supplementing the list by actual ob 
servation of the variable task. Figure 
| shows a completed list of the various 
jobs and personnel contacts encoun 
tered by a head nurse in carrying out 
her daily assignment. A_ code letter 
has been assigned to each job and per 
sonnel contact for ease in recording 
the data of the analysis 

As previously stated, the conven 
tional type of time study, where the 
job is analyzed, broken down into ele 
ments and timed as individual ele 
Transition ments would not be suitable in this 
Utility room 
Personal time 
Attend meetings 
Answer telephone 


situation as the jobs performed in the 


variable task do not follow an exact 


sequential cycle and are of indefinite 


DOPFrPN<XxXEK<CAYRHVOZE “A+ -TOA*™ON SD 


Assist visitors duration 





OVER-ALL PICTURE OF TASK 
A reliable picture of the over-all 
variable task may be obtained by 


recording predefined elements (head 


Fig. 2—Activity Analysis Summary Sheet 


nurses’ classifications) at regularly 


Department: NURSING Dote: 11/12/52 Sheet 1 of 3 Sheets spaced, predetermined time intervals 
A time interval, of from one minute 





Operation: HEAD NURSE Studied by: E. FREDERICK 
to LO minutes’ duration, may be chosen 


10 a.m. 11 a.m. 12 Noon for recording the various jobs per 
formed within a specific variable task 


Minutes 


3) 
32 
33 
34 
35 
36 
37 
38 
39 
40 
4) 
42 
43 
44 
45 
46 
47 
48 
49 
50 
5) 
52 
53 
54 
55 
56 
57 
58 
59 
60 


(A satisfactory picture of the variable 
task may be obtained by using a time 
interval of five to LO minutes’ dura 
tion: however, we were interested in 


acquainting ourselves with the over-all 


C@ONO WA WH — 
><~FFEE~<~FFEE 


nursing situation and obtaining an 
accurate picture of this situation so a 
time interval of one minute was 
chosen for our study. ) 

Having established the jobs per 
formed and the personnel contacts 
maintained by the variable task, and 
having chosen a suitable time interval 
for recording data, we are ready to 
undertake the next step of the activity 
analysis—that of recording the data 
An observer, using a time study watch 
to indicate the time intervals, records 
the job (code letter) that is being per 
formed at the end of each time in 


terval On an activity analysis summary 


ee<ererrrrrere--KQgooOooooooooaooOO 


MMODOMDONODVAVGDAGDAADGDADAGDAOADAAANADNOON 
RARARRRRAONNOF Sh KEE EE EEE EEE EL HK OG 


t 


sheet Figure 2 presents a partially 





completed activity analysis summary 


sheet. This recording procedure ts 
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continued throughout the work period 
from beginning to end 

Notes are recorded throughout the 
analysis indicating methods of per- 
forming certain jobs and unusual cir 
cumstances that arise during the 
analysis Physical layouts of work 
areas, such as the nursing station, 
medication preparation area, and the 
utility room, giving the exact location 
of equipment used, are prepared. The 
notes and physical layout diagrams 
provide helpful information to be used 
in the over-all analysis of the data 

In some instances where the variable 
task is continued for a period of 24 
hours continuously, such as the grad 
uate nurse and the division aide classi 
fications, it iS necessary to Continue 
the analysis throughout the entire 
work period to obtain a complete pic 
ture of the variable task. It is recom 
mended that each variable — task 
analyzed at a nursing division be 
studied for one week to obtain a 
representative picture 

It is possible to analyze more than 
one variable task at a tume, if the 
variable tasks to be analyzed are per 
formed near one another so the ob 
server can conveniently maintain an 
account of them Because of the 
physical conditions existing on a nurs 
ing division, it is possible to analyze 
more than one variable task at a time, 
namely the head nurse, the graduate 
nurse, the division aide, and the ward 


secretary 


PREPARE DATA FOR ANALYSIS 

Having completed the recording of 
data, the next step of the activity 
analysis is to prepare the data for 
analysis. The activity analysis sum 
mary sheets (Fig. 2) are summat 
ized to obtain the total number of 
minutes spent on each job performed 
and personnel contacted throughout 
the entire work period. The jobs per 
formed and the personnel contacted 
within the variable task are grouped 
into general classifications ( Fig 4) 
and the total number of minutes spent 
with each job performed and person 
contacted are recorded in their respec 
tive location. This arrangement of 
the data presents a factual summary 
of how the person performing the 
variable task spends his time. Per 
centages of total time for each activ 
ity of the variable task are cal 
culated to supplement the presentation 
of data 

A sequential chart is plotted from 


the activity analysis summary sheets 
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Fig. 3—Head Nurse Analysis 





Minutes Spent per Day 
per Function® Total Mia. % of 


CLASSIFICATIONS per Total 
Function Time 


1. SUPERVISORY: 
Assistant head nurse...... 
Graduate nurse 
Student nurse....... 
Ward secretary 
Nursing assistont......... 


30 
23 
90 
51 
15 
191 
30 
5 


RE ah A oh ew 
NwANK COW 


Nursing arts instructor 
Students (check work)..... 


435 


°° 
° 


PATIENT CARE: 
PORES 6066 ceed desivans 
Rounds —general 

Check Drs. O. book 

Write Drs. O. book 
Patient's chart 


ON —VRL® 
CUeON UN YU — 


MEDICATIONS 
TREATMENTS: 
Narcotics book —cabinet. . 
Check medication cards... 
Medication preparation... 
Clean up (med. prep.).... 


PAPER WORK: 

Weekly time schedule 
Requisitions 

Condition list 

Daily report......+....5. 
Pharmacy order 
Medication cards (orig.)... 
Record medication on chart 


CURNOABNY 


Order supplies 
Progress report, students 


MISCELLANEOUS: 
WMI 6. bb 60.6cccen een 
Utility room 
POPCORN s 6:60:00 sccccswes 
Meetings 

Telephone 
Se? rer 
Inactivity 

Diet kitchen 

Cleon up 

Central supply requisition 
Record room 


20.6 


467 458 46) 2285 


*Columns | to 5 refer to five days of activity of one head nurse 








SEQUENTIAL CHART OF 


(eer Tene ¢ Anse ee 


Cen svPRIES 


PPR RI Ce 


HEAD NURSE'S DAY 


Figure 4. Sequential chart summarizes typical day's activity of head 
nurse. Color bands group principal contacts and activities; black lines 
show how head nurse's time was actually spent throughout one day. 
A glance at the chart shows that most of the time is spent in patient care. 


to provide a graphic picture of the 


complete work period. The completed 
chart provides a representanion of the 
jobs and personnel contacted during 
time the jobs 


the work day at the 


were performed \ completed sequen 


tial chart representing a typical head 


nurse’s day is illustrated here 

Having completed the activity anal 
ysis summary sheet and the sequential 
chart, we are now prepared to under 


take 


analysis 


the final step of the activity 


that of analyzing the data 
There is no prescribed pattern set for 
analyzing the data obtained; however 
should 
The 


summary of 


there are definite areas which 


be considered in the final review 
information obtained in 


the activity analysis sheets will pro 


vide supporting data 
|. For 


Val table 


determining whether each 


task 


it is best qualified to perform Because 


is performing the jobs 


of the shortage of graduate nurses 


existing today, the results of the study 


may reveal certain areas of work, such 


is making patients’ beds, taking tem 


perature, pulse and respirations and 


handling muscellaneous paper work 


division 


tr ined 


which may be handled by 


were 


supe rv ise d 


tides if they properly 


ind 
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Showing areas where further in 
concentrated, 
The 


summary of the activity analysis sheets 


vestigation should — be 


especially in repetitive obs 
I J 


may reveal certain repetitive jobs, 


such as the procedure of taking and 


recording temperatures, pulse and 


respirations that seems to be requir 


ing an undue amount of time to per 
form. A concentrated study of these 


tasks, applying the flow 


and 


repecitive 


process chart and time motion 


study principles, may reveal an im 


proved method of performing this 


phase of work 
3. For improving the physical lay 
out of work 
The 


ysis time sheets revealed that the head 


areas 


summary of the activity anal 
nurse was spending approximately 26 
per cent of her time handling various 
paper work requirements. This seemed 
to be an extraordinary amount of time 
devoted to activity 
of head 


After reviewing the physical layout 


a nonproductive 


nursing 


of the nursing station, we discovered 


that the ward secretary was located at 


one end of the station at her 
desk 


it a desk at the other end of the 


Most of the 


nursing 


and the head nurse was located 


nurs 
and 


ing station forms 


requisitions used al the nursing Stal 
tion were located near the head nurse 
Because of the location, the head nurse 
was processing the forms instead of 
having the ward secretary handle this 
work. A rearrangement of the physi 
cal layout, bringing the head nurse 
and the ward secretary together, pet 
mitted a closer liaison between the 
two and permitted many paper work 
functions previously handled by the 


head nurse to be undertaken by the 
ward secretary 

The sequential chart provides sup 
porting data 

1. For an attempt to balance the 
work load throughout the work day 
Certain peak loads are reached by all 
The 
peaks 


personnel at a nursing station 


sequential chart locates these 
at the time they occur and supplies 
the names of the jobs being performed 
at the time. A study of the over-all 
situation during these peak loads may 
reveal jobs which could be handled 
at a later time or transferred to a per 
son whose work pattern is low at that 
particular time 
For scheduling of personnel 

3. For establishing time standards 

of performing various jobs and revis 


ine job de SC riptions In nursing 
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Administrators 
Josie M. Rob- 

erts, administrator 

ot Methodist Hos 

pital, Inc., Hous 


ton, Tex., since 
1931, retired Feb 
Mrs. 


Roberts, who was 


ruary l 
issistant superin 
Metho 
dist from 1924 to 
the American College of Hospital Ad 


Formerly treasurer, pres 


Josie M. Roberts 


tendent at 


1931, 1s a fellow of 


muinistrators, 
member ot the board of 
Hospital As 


served as Vic€ 


dent and a 


directors of the Texas 
sociation, she also has 


president of the American Protestant 


| lospital 
has held 


dent of the 


Association. Other ofhices she 


include those of vice 


National 
Methodist: Hospitals and Homes: vice 


presi 
Association of 
president and a member ot the board 
of directors of the American Hospital 
\ssociation; past: pre sident of the Hous 


ton Area Hospital Council, and mem 


ber of the board of directors of Group 
Hospital Service. She is a member 
of The Mopern’ Hosprrat editorial 
board. 

Ted Bowen, 


formerly assistant 
administrator of 
Methodist Hlos 
pital, will succeed 


Mrs. 


administrator 


Roberts as 
Mr. 


Bowen, a gradu 





ate of the course 


Ted Bowen 


in hospital admin 
istration from Washington University, 
\meri 


re ol Hospital \dmunistrators 


a4 


St. Louis, is a member of the 


| 
can Colle 


Daniel E. 


consultant 


Gay, 
special 
to Lankenau Hos 
pital, Philadelphia, 


will become ad 


ministrator ot the 


bed 
Hospi 


new 300 
Memorial 

tal, construction of 
which will be 
started this summer in Savannah, Ga. 
Mr. Gay will assume his new position 
in June. Mr. Gay, formerly director of 


Daniel E. Gay 











No. 3, March 1953 





80 





Vol 














About People 


Lankenau, also has served as adminis 


trator of Phoenixville Hospital, Phoe 


nixville, Pa., and as superintendent at 


Wabash Employes Hospital, Decatur, 


Ill. From 1929 to 1944 he was a med 
ical technologist and x-ray technician 
A tellow of the American College ol 
Hospital Administrators, he has been a 
member of the Pennsylvania Hospital 
\ssociation and the Philadelphia Hos 


pital Association 


William O. Boh- 
man, superintend 
entot Norwegian 
\merican Hospi 
tal, Chicago, since 
1947, has been ap 
adminis 
Middle 
Hospital, 
Middletown, Ohio. 
\ graduate of the hospital administra 
Chi 
cago, he previously was associated with 


John Sealy Hospital, Galveston, Tex. 


pointed 
trator ol 


town 


William O. Bohman 


tion course of the University of 


as assistant) superintendent. He was 


later acting superintendent and then 


superintendent of John Sealy. A mem 


ber of the American College of Hos 


pital Administrators and a former 


trustee of the Texas Hospital Associa 


tion, he also has been a member ot 
the American Hospital Association and 


the Illinois Hospital Association. 


W. N. Walters, 
administrator ot 
Hall County Hos 
pital, Gainesville, 


Ga. will retire 


trom active admin 





», 
Pad ; 
f a 
<, 
= 
istration ol hospi 


to ce 4 
vote his full time . 
W.N. Walters 


tals June 1, 
to hospital con 
sultant work, especially in the fields 


of construction, equipping, Organizing 


and hinancimy. Formerly administra 


tor of Anderson County Memorial Hos 
pital, Anderson, $.C., he also has served 
as superintendent of Lewis Gale Hos 
pital, Roanoke, Va., 
tendent of Baroness Erlanger Hospital, 
Chattanooga, Tenn. 1946 to 
1947 he was director of a hospital sur 
vey for the state of Tennessee, and in 
1947 he directed a hospital survey for 


and as superin 


From 








member of the 
Hospital Ad 


presi 


South Carolina. \ 
American College of 
ministrators, he has served as 
both the 
\ssociation and the Tennessee Hospi 


Mr. Walters 


committees of the 


dent ot Virginia Hospital 
SCT ved 
South 


tal Association 
on several 
\ssociat ion; he also 


\mer 


\ssociation in’ Virginia 


Carolina Hospital 
was held representative ot the 
ican Hospital 
in 1940, 


Harold W. 
Peterson, former 
ly administrator 
War 
Veterans’ Memo 
rial Hospital, Hal 
lock. Minn., 


of Karlstad Me 


of  Kittson 


and 





Hospital, 


morial 


Harold W. Peterson 


Karlstad, Minn., 

has been appointed administrator of 
Northwestern Hospital, Thiet Rivet 
Falls. Minn. Mr. Peterson wall be 


Edward L. 
Harold 


succeeded mn Hallock by 
McMillan, and at 


Karlstad by 


Kloemplen. Mr. Peterson received his 
master’s degree in hospital admiunts 
tration from the University of Minne 
sota 

Scott Whitcher retired February 


as administrator of St. Luke's Hos 
New Bedford, Mass., but 
will continue to serve the hospital as 
His Robert 
P. Simmons, who since February 1948 
director of St 


pital, Inc., 


a consultant. successor 18 


has served as assistant 
Luke’s. Mr. Whaitcher 


the hospital’s staff in 1924 as 


first joined 
super 
hospital s 
Sol Mar 
unit. of 
Before going to 
W hitcher Was 
State Hospital 
1908 to 1913, 


intendent. He became the 
director and also director of 
Hospital, New Bedtord, a 
St. Luke’s, in 1947 
Bedtord, Mr 


Danvers 


New 
treasurer ol 


Mass.., 


pure hasing 


Danvers, from 


and Danvers 


trom 1913 to 1916. 


ayent al 
He also has served 
and assist 


as business administrator 


ant superintendent of Children’s Hos 


pital, Boston, and as assistant su 
perintendent at New Haven Hos 
pital, New Haven, Conn. A fellow 


of the American College of Hospital 
(Continued on Page 190) 





Strengths 


Conducted by Raymond P. Sloan 


and weaknesses of 


Volunteers and the Volunteer System 


it Keen volunteer activity | have ob 
served in health and weltare fields 


the reserve units in 


i} pe irs miu h like 


the army, navy and marines: Initial 


technical training and know-how are 


provided by the protessionals but the 


front line troops turn out to be re 


serves, Or im Our Case Ve lunteers They 


provide the vital manpower element 


mncreasiny in 


yvradually comperence 


month to month until they can 


full share of the load 


from 


carry thei 


FIRST, AGREE ON GOALS 
Lo be 


comment on the vital strengths | have 


constructive, | should like to 


, 
secn on volunteer ICtiVity ind iso 


some of the weaknesses | feel are 


ipparent In my Owl busine ss, that of 


i consultant to management, we have 
i job of constantly 


kinds 


ippraisals we go through 


appraising Orpant 


zations of all In making these 


three basic 


steps. First, through discussion with 


top management we apree on realis 


tic goals for the organization. These 
may he confined to what management 


hopes to achieve next year, or they 
may be long-term objectives five or LO 


Then 


vestigation we 


years away through careful in 


ippraise the many 


strengths that are present in every 
enterprise ind also the 


hold it back 


from achievement of the goals agreed 


successful 


weak points that may 


on. In summary, we recommend the 


road to follow that will lead the or 


ranization from the present to the 
desires to hold in the tu 


had 


been 


position it 


have 


ture. In the experience | 


with volunteer groups, I have 


strongly impressed by the many 


strengths present in the volunteer 


movement, I have tried to identify 


Mr. White is chairman oft the trades 


and industries section, the 
Society 


Illinois division 


This 


presented re 


American Cancer article 1s 


adapted from an address he 


cently to the socetys volunteer organi 


ition 
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H. FERRIS WHITE Jr. 

Allen and Hamilton 

Management Consultants 
Chicago 


Boor, 


these obvious strengths and will cover 
here those that merit high priority 
Sales Ability. By 


their 


sales ability of 
knack of in 


com 


volunteers | mean 


terpreting their activity to their 


munities and associates. It has been 


my experience, and this has been con 


firmed by many professional workers, 


that an articulate volunteer can do a 


far more effective job in promoting an 


educational program, a service story 


or current need to the community 


than any professional staff worker can 
who has 


An enthusiastic volunteer 


first-hand knowledge of an agency's 
work, gained by proper indoctrination 
ind working on the job, can do more 
dinner table, 


good at a luncheon or 


ind be far more convincing, than any 
mailing piece I have ever seen Un 


is equally 


fortunately the Opposite 


true, and | know from experience that 


the only thing more furious than a 
woman scorned is a volunteer who has 
hired a sitter and then found herself 
idle or doing needless work because 
of poor supervision and planning of 
the volunteer 

Pride in Volunteer Activity. Every 


volunteer I have 


program 
sincere competent 


been associated with over the 


past 
very 


The 


this 


several years has developed a 


real pride in his participation 
very fact 
pride gives them power and strength 
work. Most of us approach 


volunteer work with a degree of hu 


that volunteers have 


in their 


mility, but once we realize the real 


contribution that we can make as an 
individual, pride replaces humility and 
we become part of an effective work 
ing team 

Public 
Top Volunteers. | think we have all 
been impressed with the caliber of 


Recognition Because of 


those participating in volunteer work 


for all our health and welfare agen 


cies. These people are leaders in their 
This 


are in a position to have 


communities means that they 
a strong in 
fluence on public opinion and are 
given a ready ear by everyone around 
them. This strength in the volunteer 
movement is an immeasurable help to 


public relations activities 


IT CAN BE A HANDICAP 

This 
leaders can also prove a severe handi 
We have all heard 
throughout — the 


participation of community 


cap to an agency 
of certain 
headed up by 


g£roups 
country nationally 
known names. Later it develops that 
these top individuals were merely 
lending their names without any real 
knowledge of the activity and other 
individuals they were to become asso 


The 


that we should not encourage leading 


ciated with moral seems to be 


men and women in the Community to 


work with us unless we know that 


they understand our objectives, are in 


complete sympathy with them, and 


time and our 


will devote energy to 
cause 
Energy and Persistence. | 


been particularly impressed with the 


have 


amazing drive shown by volunteer 
groups and individuals, not only dur 
ing fund-raising campaigns but 
throughout the entire year. I should 
like to mention especially an example 
that I witnessed during a recent cam 
paign. A suburban volunteer had been 
given the job of soliciting the wealthi 
est man in the community for a contri 
bution to his agency. This was his first 
year of activity, and he was not aware 
of the fact that not all wealthy men 
were sympathetic to the program. He 
started his attack by sending a letter 
to the prospective donor. Getting no 
response to his letter, three weeks later 
he called him on the telephone—and 


had a very cold reception. Slightly ir 
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A good reason to switch from glass 
to all plastic Cutter I. V. sets 


Cut hands often result in loss of time and money, as well as 
painful inconvenience and the danger of infection. The Cutter 

line of expendable I.V. sets excludes all glass parts, and is 

made of breakage-resistant plastic throughout. - 


X : 
And only Cutter offers you the new SAFTICLAMP* built “™— gp 
right into every expendable I.V. set at no extra cost. 
This exclusive new plastic clamp assures precision a 


\ 
control of fluid flow with just one hand .. . easily adjusts i ale 


as often as desired without loss of precision. 


Cutter Trade Ma 


For a demonstration, 
call your Cutter hospital supplier now. 
He can show you how to: 


Simplify for Safety with 


I. V. Sets / CUTTER Laboratories = 


BERKELEY, CALIFORNIA 
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ritated by this time, he then made a 
and 


Now 


he decided 


personal call at the man’s office 


the man refused to see him 


thoroughly annoyed 


some new approach would have to 


be devised. He discovered that his 


prospect walked to the train every 


morning at a fairly early hour, so 
he arranged to drive past the man’s 
just as he was 


house coming Out 


Fortunately, the day he did this a 
mild downpour was in progress, and 
only too happy to be 
And 
$500 personal contribution resulted 


The 


and ingenuity can be amazingly grati 


the man was 


given a lift believe it or not, a 


rewards of energy, persistence 
tying 

High Turnover of Capable Volun- 
teers. Surprisingly, I list turnover as 
i strength. Originally | thought of it 
weakness, and in some areas of 


I think it is 


definite 


as a 
volunteer activity a weak 
But 


vained through turnover of volunteers 


Ness there are benefits 


One of our long-range objectives, | 


am sure, is to spread the story of our 
activity over as large a xroup 


sible. Certainly the best way to give an 


as pos 


individual full understanding of what 
is being done is to have him work in 
some phase of that program as a vol 
The 


people that can be ex posed over the 


unteer greater the number of 


years, the broader the understanding 


will be and the stronger the “alumni 


be ry 


takes 


place in our service activity, it might 


However, when this turnover 


well be considered as a weakne SS, I1nas 


much as the eftectiveness of work in 


this area depends to a great extent on 
a strong background of experience 
One interesting thought was suggested 


to me the other day regarding the 


problem of turnover. If we could sell 


the idea to new volunteers that they 


were accepting the assignment tor an 


indefinite period and would pledge 


themselves to continue the work until 


they supplied an equally competent 


replacement, a considerable burden 


would be removed from the chair 


man’s job—a nice idea if it could be 
worked out 

Recognition by Volunteers in Each 
Agency of the Value of the Work 
of Other Agencies. From 


run across individual vol 


time to 
tume I have 


unteers who insist that their work is 
the only vital health or welfare work 
being done in the community. They 
intimate that many other agencies are 
merely rackets, while the work of 


their own agency is done with the 


100 


lowest possible administrative cost, 
with the greatest benefit to society and 
is the only activity that should be 
strongly supported by the community 

This is a dangerous attitude, creat 
ing resentment and breeding distrust 
Fortunately, the great majority of vol 
unteers I have worked with recognize 
the value of the work of other agencies 
and are more than willing t& lend 
moral We 


should always be aware that the needs 


support to their activity 
in each area can be satisfied only by 
the existence of a multitude of strong 
welfare groups 

Every volunteer who does a reason 
ible job gets more out of this associa 
tion personally than he contributes to 
it. The rewards in terms of self-satis 
faction and new friendships are im 
measurable 

The 
movement far outweigh any apparent 
there 1s 


strengths of the volunteer 


weaknesses, but I am sure 


Because of 


room for improvement 


this, | am going to list some of the 
weaknesses | have noticed in over-all 
volunteer activity during the past few 
years. Some of 


apply to those working for every vol 


these weaknesses will 


unteer activity 
Weak Lines of Communication. 
For any group to be completely eftec 


and 


tive, the executive organization 


key volunteers should be tied in to 


some extent the year round. They 
should know of new educational tools 
that have been developed, new re 
search advances that have been made, 


and new ideas that have 


organization 
been proven in other areas and can be 
adapted to their own. In other words, 
public relations is not merely an ex 
ternal problem, but, as in industry, 
relations 
problem the Only by 
keeping lines of communication alive 


This can add 


there is an internal public 


year round 


can a good job be done 


permanence tf your organization and 


make it far easier to move forward on 


a new program. I list this as a weak 


ness because I have seen many situa 


tions where for six months at a time 
there has been no contact between the 
chairman and his basic team 
volunteer chair 
from 


job during 


Two years ago a 


man in an agency our 


apart 
group did an outstanding 
an educational drive. He was given 
top authority for all work in the area, 
and it was assumed that he would keep 
the program alive during the year. 
He had been completely effective, but 
during the months following his suc- 


cessful service, his entire team lost 


interest and later attempts to revitalize 
the group proved futile 

Poor Indoctrination of New Vol- 
unteers. This point has been a subject 
of much discussion over the years and 
is extremely When the 
pressure is on to get a program started, 
we frequently assume that new volun 
teers come to us with a full knowledge 


1m pe rtant 


of what we are doing and why 

I know of many instances where a 
worker was called in for a first confer- 
ence, given an assignment, and sent 
on his way without any real discus 
sion of the tools he had to work with 
or the best approach to his task. The 
chances are 100 to 1 that he did nor 
do a good job, and he could have done 
irreparable harm. Until a_ volunteer 
is thoroughly indoctrinated, no matter 
how good he may be, he will not 
reach his full effectiveness nor will he 
take full advantage of the work done 
by the professional staff. I feel that 
volunteer chairman has the re 
routine 


every 
sponsibility of setting up a 
indoctrination program that will make 
every volunteer a true contributor to 
the over-all objectives 

Failure to Keep Professional Staft 
Aware of Basic Needs. As we develop 
a certain amount ot know-how in our 
volunteer work, many of us lean over 
backwards to avoid calling on the time 
of any professional staff worker in our 
organizations. On the surface this may 
appear to have some merit, but un 
fortunately, it keeps the professional 
staff completely unaware of new prob 
lems coming up in the volunteer area 
that it might easily solve. In fund 
raising, especially, the professional staff 
is like any service organization whose 
reason for being is to keep the front 
line troops provided with all material 
requirements 

Refusal to Spread Responsibility. 
One prime attribute of a good execu 
tive is his ability to delegate authority 
and responsibility. By this I mean mul 
tiplying himself through others. In 
volunteer work with 


every area ot 


which I have been involved, I have 


run strong individuals who are 
completely enthused about the pro- 


gram but feel that within their own 


into 


area of responsibility they must handle 
every detail themselves. There may be 
an ample pool of volunteers available, 
but these individuals insist they can do 
a more effective job as one-man teams 

The serious weaknesses of such an 
operation are readily apparent. The in- 
dividualist is obstructing one of the 
organization's objectives of broadening 
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PROVED IN 


— a PF; 


THE SERVICE OF THE PROFESSION 


SUMUD. 


EXPLOSION-PROOF SUCTION 
AND SUCTION-ETHER UNITS 
by the thousands in hospitals all over the nation 
have demonstrated their ability to give you 
safe, convenient service. 


The attractive, quiet-running unit No. 927 at right 
is an excellent example. A double pump model for 
the heaviest duty, it provides precision-regulated 
suction from 0” to 25” and pressure from 0 to 
15 pounds. Or, for heavy-duty suction alone, specify 
cabinet unit No. 929, with the same quality and 
beauty as the “927”... both listed by Underwriters’ 
Laboratories, Inc. and approved by CSA for use 


in hazardous locations, Class 1, Group C. 


Ask your dealer for Gomco — the 


units proved in service. 


GOMCO SURGICAL MANUFACTURING CORP. 
824-H E. Ferry Street Buffalo ll, N. Y. 
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Benjamin Franklin, 


on investments... 


**An investment 
in knowledge 
pays the 


best interest’’ 


Cumerford offers you 
knowledge—highly 
specialized fund-raising 
and public relations 
knowledge amassed 
through practical experi- 
ence and active leader- 
ship. Your organization 
can count on Cumerford 


counsel to return divi- 


dends of great value. 


912 BALTIMORE AVENUE 
KANSAS CITY, MISSOURI 














the base at the worker level: he ts 
putting an immediate limit on how 
much can be accomplished in his area 


{ he is not accepting his full re 


ponsibility as a chairman 
found it 


break this attitude except by showing 


I have very difficule t 


this kind of worker what others have 


been ible to accomplish through mul 
ind then convincing him of 
of his job 


is a team is built up under him 


tiplication 


the increasing importance 


One other problem that arises trom 


this attitude is the fact that usually 
the professional staff is required to 
spend a lot more time with such an 
individual than it would have to spend 
it responsibility were properly spre id 

No Standard Pattern for Recruit- 
ing Volunteers. Each year, and at 
intervals during the year, individual 
volunteer chairmen and key workers 


throughout the group are faced with 
the problem of either bringing their 


volunteer strength back to minimum 


requirements following some period 
of intensive activity, such as a fund 
raising drive, benefit or annual meet 


ing, or, at other times expanding to 


meet the challenge of an expanding 


builds up, we 


program As pressure 


ire tempted to pick up the telephone 


ind start down the list of everyone 
we know, or to canvass our friends 
i a party or coming out of church 
The result of this type of recruiting 


is that we enlist people who are not 
really sold on the idea and may not be 
qualified to be of any productive as 
sistance 

of recruitment, 


To avoid this type 


| believe each of us should determine 
the minimum qualifications for the 
volunteer personnel well in advance 
of our actual needs. Then start listing 


qualified individuals in the community 


so that when the time for action 
comes, we have five or LO definite 
ideas for each position and can start 


worth-while recruitment immediately 


In addition to the many obvious 


weaknesses in poor recruiting, the ef 


fect on others in the organization 1s 
also unfortunate. When they are asked 
to contact a new volunteer and find 


that the new man has no conception 
of what he let himself in tor or 


thought he was merely lending his 


name, it can prove most disheartening 
and I would think it must create some 


doubt volun 


regarding the ability of 
teer leadership 

Some other problems I have seen 
and discussed over the past few years 
different volunteer 


apply to many 








groups and are | 
should 


leadership 


believe, matters of 
be handled by 


These include 


judgment that 


volunteer 
such problems as 

Social Activities. How far can we 
before 


go with social gatherings 


we reach the point of no return 


Some welfare groups insist that a 


heavy social program is the only way 


to hold volunteers. However, there is 


i point at which the time and money 


invested in these meetings become 


more agency than 


important to the 
the benefits derived 
of Volunteers. 


xet qualified 


Utilization 
etfort to 


Poor 
In our people 
working we must remember that keep 
ing the most effective speaker in the 
irea working on dressings or clerical 
routines is a waste of talent and prob 
volunteer. Although this 


ably a lost 


may be an extreme Situation even 


marginal cases of poor judgment can 
prove to be quite harmful 


Moving 


strengths we 


beyond this listing of 


have to throw into the 
fight and the problems confronting us 


like i 


approac nN to 


from time to time. | would 


cover briefly a possible 


strengthening each of our activities 


This approach might be labeled “Time 
Out tor Selt Appraisal 

This can be used by not only vol 
unteer leadership but by every indi 


First, | 


ting down long enough to 


vidual volunteer 


Sugyyvest Sit 
dec ice on 


just what you hope to accomplish dur 


ing the next year in your work witl 
this activity. This can be in relation 
to what was done last year or may 
involve some completely new pri 
grams 

This can be used not only by vol 
write down your own strengths and 


weaknesses in the light of your record 
with the 


and 


and experience. Then road 


ahead clearly defined having ap 


ability to move along 
this road, you can come to a decision 


praised your 


as to what revitalizing action must be 
taken to bring you and your organiza 


end goal in a time 


tion to the year § 


This is much the same as drawing up 
a balance sheet at the end of the vear 
and then analyzing what must be done 
tO improve your position by next 
years close 

It would be very convenient if every 
volunteer organization could be pr 
vided with a nice packaged program 
and individual, but 


for each group 


because we are talking about individ 


uals and a variety of communities, 
each program must be geared to match 


the Varying Circumstances involved 
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NONE MINUTE X-Ray” 
® 1s now available 


“Por CIVILIAN oSe 


A 


You've probably already heard of 
the “one-minute” Picker-Polaroid radiograph. THE PACKET 
Introduced a little over a year ago, this dramatic development 
was immediately accepted by the Armed Services which requisitioned 
the entire output for military needs. Ever since, we have been struggling 
to increase production to the point where parallel civilian needs 


could at least be partly met. That point has now been reached. Limited 


quantities are becoming available to civilian users. 


The Picker-Polaroid system is an adaptation to radiography 

of the self-development principle of the Polaroid Land Camera. 
The whole job takes only a minute ... can be done in broad ash) tania 
daylight... needs no darkroom, no solutions, no dryer. 

It is all incredibly simple and quick: (a) you load the cassette 

(b) make the exposure (c) put the cassette in the automatic 

processing box. Wait sixty seconds: open the box and there’s 

your finished radiograph ... flat, dry, ready for use. 

Its speed and convenience have already proven invaluable in 

the operating room for hip-pinning and similar procedures: 

for emergency hospital admissions, for work with 


portable and mobile x-ray units. THE AUTOMATIC PROCESSOR 


Since quantities are still limited, those wishing to obtain 
Picker-Polaroid equipment supplies would do well to 
communicate at once with either their local Picker office, 
or with Picker X-Ray Corporation, 25 South Broadway, 


White Plains, New York. 


POLAROID. 


éD 
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Conducted by Robert F. Brown, M.D. 


GEN THERAPY 


CENTRALIZED DISTRIBUTION OF OXYGEN 


7s value of a centralized oxygen 
distribution system has been 


lemonstrated at Jefferson Hospital 
Philadelphia, by the 


installation in the 


success of the 
first premature 
nursery, which has met with the favor 
of the nursing staff and has indicated 
the advisability of extending the sys 
tem to large nursing units throughout 
the hospital 

At the 
plied on contract in “HH” cylinders, 
300 feet; “H 
cylinders containing feet 
M” cylinders 
and in smaller cylinders 


present time oxygen 1S sup 


which contain cubic 


44 cubic 


containing LOO ¢ ub 


feet Besides 


oxygen USP, the supplier also delivers 


helium, helium-oxygen mixture (80 


per cent helium, 20 per cent oxygen), 


carbon dioxide, carbon dioxide-oxy 


gen mixtures (9) per cent oxygen, > 
per cent carbon dioxide, and 90 per 


cent oxygen, 10 per cent carbon 


dioxide ) nitrous oxide, and cyclo 


propane, all of which are stored in and 


series 
first 


This is the concluding article in a 
administration of oxygen. The 


November 


on the 


article appeared in the issue of 


this magazine 


rhis system for the central 
ized distribution of oxygen was prepared 
by the oxygen therapy department of Jet 
ferson Hospital and submitted to the hos 
pital authorities in the early part of 1951 
The proposal was considered carefully, and 
then held over until definite plans for a 
which has been 
include 


propose d 


building program since 
launched, were altered to 
piped to the nursing units here considered 
Therefore this proposal was not adopted 
as originally up, but rather was 
suited to the new 
hospital unit now construction. Cer 
parts of the original proposal, such 
manifold unit, blue 
prints, and cost data have been deleted as 
irrelevant tor this article. It is fele that 
there other hospitals which are 
considering having 
oxygen piped to 
it is hoped that some of the problems and 
questions which may be met and 
solved by this report of the work done at 


oxy2zen 


drawn 
existing plans for the 
under 
fain 
as location of the 


might be 
simplifying 
nursing units directly, and 


steps of 


arise 


Jefferson 
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J. MOSTYN DAVIS 


Formerly, Oxygen Therapist 


Jeflerson 


Medical College Hospital 


Philadelphia 


dispensed by the oxygen therapy de- 
partment 

‘HH” cylinders are used in the pre 
mature nursery where oxygen is pres 
ently piped in from a series of such 
cylinders connected to a manifold. The 
entire unit is presently located in the 
storage loft between the seventh and 
main hospital 
holds five 


additional 


floors of the 
The 


cylinders in use 


eighth 
building manifold 
with five 
cylinders in reserve 

When the five cylinders in use are 
emptied, their contents having been 
piped to the nursery, the manifold 
automatically shifts the supply of oxy- 
gen to the reserve bank of cylinders 
for a continued flow of oxygen. When 
this occurs, a warning signal (red 
light) flashes on in the office of the 
premature nursery and the nurse in 
calls the oxygen therapy 


‘red 


attendance 
department to report that the 
light is on.” The 
then changes the empty bank of five 


oxygen therapist 


cylinders and puts five full ones in 
their place, the warning signal is ex 
tinguished, and the cycle is complete 
until the other bank of cylinders is 
exhausted 

H” cylinders are used for oxygen 
therapy procedures, such as tents, 
nasal catheters, masks and nebulizers 
Such use requires that the “"H” cylin 
der, weighing about 155 pounds when 
full, must be rolled or moved by spe- 
cial truck through the corridors of 
the hospital. There are only five of 
the special cylinder trucks in the hos- 
time, and many of the 


pital at this 


tanks must be rolled from the oxygen 


therapy department to the point of 
use on the 
The use of the “H 


poses that there will be a small depot 


nursing unit 

cylinder sup 
of these cylinders on every nursing 
when one cylinder is 
empty it can be quickly exchanged 
for a full 


orderly when the cylinder in use is 


unit so that 


one by the nurse or an 


exhausted. Recently an inspection of 
the premises disclosed some extremely 
large depots on various nursing units 
About 300 full oxygen cylinders were 
found on the units and about 575 
cylinders of all types were found on 
the grounds of the corporation 

In this discussion, statistics are based 


HH” and “H 


their since 


on only the cylinders 


used and Cost, these two 
are used specifically with oxygen ther 
apy equipment. When a request for 
oxygen therapy equipment ts received, 
it is assumed that the nurse who made 
the call has available a full or partly 
full oxygen cylinder on her nursing 
unit, and, in the case of a tent, that 
she also has ice of the proper size 
which is obtained from the engineer 
iceless 


ing department (unless an 


tent is to be delivered). The oxygen 


therapist takes the necessary equip 
ment to the nursing unit and initiates 
therapy on the patient. He also gives 
the nurse on the case any special in 
structions needed and advises her re 
garding specific hazards encountered 
with the use of the apparatus in op 
eration 

The therapist records the patient's 
name and room number, along with 


the equipment set up, the liter flow, 
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ly effective 
olerated 


broad spectrum antibiotic 


Hloromycetin 


e/ 


Me in the pneumonias 


Highly effective in a wide range of bacterial, 
rickettsial, and viral pneumonias, CHLORO- 
MYCETIN (chloramphenicol, Parke-Davis ) is par- 
ticularly valuable in mixed infections and where 
the causative agent is not easily ascertained. 

Unusually active against staphylococci, CHLORO- 
MYCETIN the likelihood of broncho- 


pulmonary staphylococcal superinfection, an in- 


reduces 


creasingly common complication. 
Chloromycetin is rapid in producing deferves- 
cence and recovery, according to recent com- 


parative studies. 


Chloromycetin (chloramphenicol, Parke-Davis 


forms, 


Capsules, 50 me 
Ointment, 1% 
dry powder for solution, individual vials with droppers, 


25 me 


including 
Chloromycetin Capsules, 100 mgz., 


Exceptionally well tolerated, CHLOROMYCETIN 
is noted for the infrequent occurrence of even 


mild gastrointestinal and other side effects. 


Serious blood disorders following its use are 
rare. However, it is a potent therapeutic agent, 
and should not be used indiscriminately or for 
minor infections — and, as with certain othet 
drugs, adequate blood studies should be made 
when the patient requires prolonged or inter- 


mittent therapy. 


is available in a variety of 

Chloromycetin Kapseals,® 250 me., bottles of 16 and 100 

bottles of 25 and 100, Chloromycetin 
bottles of 25 and 100, Chloromycetin Ophthalmic 

% ounce collapsible tubes. Chloromycetin Ophthalmic 


Parke. Davis + Company 





BAYS 


Fig. 1: Oxygen outlet visible above incubator (stethoscope hanging from it). 


number, date and time of 


1 he 


and the name of the physician on the 


cylinder 


delivery nurse signs her name 


Case All this information is recorded 
on the equipment record slip which 


checks 


to compt t¢ 


is also used in the two daily 


ot all 


the number of cylinders consumed, the 


equipment im} Use¢ 


state of the equipment, and the com 
fort and well-being of the patient. On 
a typical day, the therapist makes two 
complete rounds one in the morning 


The 
and 


second in the afternoon 
taken 


concentrations ar©e 


ind the 


oxygen analyzer is along 


oxypren me asured 


in all 


the record of cylinder usage kept on 


tents im use On the basis of 


the equipment record slip, daily 


charges are made up for each patient 


and submitted to the office for billing 

The charges are based on a patient 
cost of $6.50 per full cylinder, $3.25 
case of 
pip 


a charge 


per half cylinder, and, in the 


the premature nursery where the 
ing system is in 


of 50 


ope ration 
Other 


prevail when gases other than oxygen 


cents per hour prices 


ire used. These charges for oxygen 


used are the only ones made, there 


being no charge tor use of the equip 
ment, and the ward, semiprivate and 
asse ssed the 


private patients are all 


same cost per cylinder. Because Jet 
ferson is a teaching hospital and has 
a larger amount of space allotted to 
wards than most nonteaching hosp 
tals, this system seems to operate suc 
cessfully 

note here 


It may be of interest to 


that the premature nursery uses on 
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200 “HH 


month, at a cost of $600, not counting 


the average cylinders per 


other cost factors involved in the use 


of oxyren equipment in the prema 


ture nursery It has been our practice 


to charge a maximum of $10 for a full 
’4 hour day for an infant in an in 
cubator or isolation crib (see Fig. 1) 
have felt that this is 


Some parents 


an excessive amount, but it is in scale 
with the cost of oxygen to a patient 
using a tent or other type of equip 
ment continuously 

There are numerous drawbacks to 


the present system of oxygen dis 
tribution in this hospital as compared 
system 


with the centralized 


First, let us consider the fire haz 
ard Each 
which, though it will not burn, will 


Any 


thing burning in air will burn more 


cylinder contains oxygen, 


vigor yusly supp rt combustic mn 


fiercely when oxygen is added to the 


air Each “H 


more 


cylinder of 
than 6000 liters (244 
cubic feet) of oxygen at 2300 pounds 


oxygen 
contains 
per square inch at a temperature of 


10” F. It 


increased temperature, the pressure of 


a cylinder is exposed to 


the gas will increase by 5 pounds per 


square inch for each degree Fahren 


heit increase For this reason, every 


cylinder is equipped with a safety 


valve which will blow at a pressure 


below the pressure at which the metal 
cylinder will “shrapnelize 
The recent 

H” and “HH 


the hospital, plus additional smaller 


inventory showed 294 


oxygen cylinders in 


oxygen cylinders and cylinders of 


other gases. On the basis of this in- 
ventory, a request was made and ap 
proved for construction of a locked 
area adjacent to the oxygen therapy 
office where the reserve supply of cyl- 
inders could be stored away from the 
nursing units, with a small depot of 
cylinders (the number of which will 
be assigned according to average con- 
sumption) located on each nursing 
unit. This locked area has been con- 
structed and is presently in use. Every 
nursing unit has been allocated a 
specific number of cylinders and an 
attempt is being made to keep the 
depots constant. The orderly must 
return an empty cylinder from the 
nursing unit in order to obtain a full 
cylinder from the storage 
Whereas, for example, 


ing unit was found to have 


oxygen 
one nurs 
24 cylin 


area 


ders of oxygen, it now has 10 

This is a definite attempt to reduce 
the potential fire hazard on the nurs 
ing units. The piping of oxygen to 


a nursing unit, however, reduces to 
a minimum the fire hazard, since the 
pressure in any part of the pipeline 
is about 50 to 60 pounds per square 
inch (compared to 2000 pounds per 
cylinder ) It is 


system pre 


inch in a 
that in the 


square 
claimed also 
there will be only the 


sented here, 


equivalent volume content of one 


'H” cylinder of oxygen in the entire 


piping 


modate 69 


(which will accom 


viet , 
fy SlerW 


per cent of the present 


consumption of oxygen). This com 


pares very favorably in terms of fire 
safety with the 100 “"H 


were previously stored on the nursing 


cylinders that 


units covered by this plan 
Second, we must consider the poten 
tial and real cylinder shortage. With 


the present regulations on metals, the 


supplier of oxygen has been restricted 


in the number of cylinders that are 
available to care for the ever-increas 
ing demand for medicinal gases. He 
has instituted an exchange basis for 
delivery of cylinders, requiring one 
tank for full 
One of the reasons tor the 
locked cylinder 


empty every one de- 
livered 
construction of the 
storage area was to have sufficient sup- 
plies of empty cylinders to ensure 
adequate deliveries three times weekly 
instead of small daily deliveries 
Third, there is a serious tie-up of 
the hospital's service elevator during 
delivery and transportation of oxygen 
cylinders. With the present facilities 
for receiving gas cylinders, the sup- 
plier’s truck must back up to the door 
adjacent to the elevators in the main 
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A “distinctly 
superior’* 
oral 
cholecystopaque: 


The new cholecystographic medium ,Telepaque, with 
high iodine content (66.68 per cent), gives dense 
clearcut shadows and is frequently effective when 
other mediums fail. It is well tolerated and rapidly 
absorbed and excreted. Telepaque does not delay 
emptying of the gallbladder and permits visualiza- 
tion of the bile ducts in a substantial percentage 
of cases. 


Telepaque is marketed in small, easy to 
swallow tablets of 0.5 Gm. in envelopes 
of 6— customary adult dose — boxes of 
5 and 25 envelopes. 


*Morgan, R. H., and Stewort, H. B.: 
Radiology, 58:231, Feb. 1952. 


New Yorn 18, N.Y. Winosor, Ont 


Telepaque, trademark reg. U.S. Pat. Off., brand of iodopanoic acid (3-[3-amino-2,4,6-triiodopheny! ] -2-ethylpropanoic acid) 


Jelepagqu 
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thus obstructs 


hospital building. He 
the approach to the receiving depart 
a period of 


ment of the hospital for 


from 45 minutes to an hour and a 


halt 


number of 


or longer, depending upon the 


cylinders to be delivered 
Furthermore, the elevator 
Operation for about 40 
delivery of “H 


three 


minutes for 
the average cylinders 
which occurs regularly times a 


week As 


also a preat 


might be there 


deal 


Visitor and personnel passage through 


expected, 
of disturbance of 
elevators on 


the areaway between the 


both the ground and first floors while 
the cylinders are being rolled on and 
off the elevator 

Fourth, the cylinder handling time 
with this method is slow and costly 
When an orderly needs a full cylinder 
of oxygen, he take the empty 
elevator, often having to 


take the 


and re 


must 
one to the 
roll it 


elevator to the ground floor 


down the corridor, 
move the empty cylinder to the storage 
irea and ex¢ hange it for a full cylinder 
He then reverses this procedure to 
full cylinder to the 


return the nursing 


init Usually the orderly does not 
make the trip with one cylinder only, 
but attempts to exchange the maxi 
without 
full 
The 


shows the ap 


mum number of empties 


jeopardizing the availability of 


cylinders on the nursing unit 


iwccompanying chart 


proximate time required to move 


cylinders from the elevator to the sev 


units to which it 


eral is pro 


nursing 
posed to extend centralized distribu 
tion (Column A), the average num 
ber of cylinders per month so moved 


Nov | 19SsO 
(Column B), 


trom 
19S] 


in the period 
through Jan. 41 
ind the personnel hours per month 
required tor cylinder handling (Col 


umn ¢ 


cylinders to the floor depots and ex 
time spent waiting 

moving 
The 


has the salary equivalent of $375 per 


cludes additional 


for elevators and cylinders 


to the bedside time involved 


year 
Finally, there is the matter of floor 


damage. A considerable amount of 


wear and tear on the corridors. and 


elevator floors results from rolling 


cylinders throughout the hospital 
Example of this deterioration of floor 
ing are afforded at the approaches to 
most of the 


the service elevator on 


floors where in some Cases special 
reinforcement by a metal plate has 
been required to cover the deteriora 
It should 
HH 
cylinder weighs 165 pounds, and 

full “H 
pounds 


By way of contrast, here are some 


tion of the existing flooring 
be noted at this point that a full 


cylinder weighs about 155 


of the advantages to be derived from a 
central oxygen distributing system 

|. The piped oxygen system in the 
premature nursery has ensured a con 
tinuous supply of oxygen with little 
loss of personnel time and at not too 
great an original cost. It has also 
simplified the work of the nurse be 
cause she has to concern herself with 
only one 


whereas the use of individual cylinders 


source of oxygen supply, 


would her concern over the 


available supply of oxygen for each 


requir 


unit receiving the gas 
». Several articles have appeared? in 
the hospital journals describing the 


safety features of a central oxygen 


distributing system 

3. Piped oxygen decreases the cost 
of oxygen from 15 to 20 cents or more 
per hundred cubic feet, depending upon 


In at least 


the weekly 
one large hospital, the institution has 


consumption 


Table 1—Cylinder Handling Time 


under | 
cylinders only 


children year 


Solarium 
Premature nursery (“HH 


Men's and women’s surgical wards 


Men's special words and gynecology wards 


Center ward 


Men's and women’s medical wards 


gq. Cylinder storage area 


Total personnel hours per month 


Personnel hours for supervision of central oxygen supply (per mo 
salary equivalent 


Total per year about 620 hours 


) 


As the chart indicates, about 5: 


personnel hours per month (more 


one orderly working fuil time 


than 
for one week per month) are required 
for cylinder handling on the nursing 
units included in this proposal. This 
includes only time required to move 
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A B 
Minutes No. of Cylinders 
2.2 123 
10 
2.0 
2.0 
1.2 
2.0 
2.0 24.8 


51.7 
4.0 
$375.00 


begun to make its own oxygen, thus 
further reducing the cost. Based on 


Statistics for oxygen Consumption by 


the nursing units proposed as users 
of the central oxygen distributing sys 
tem, and based on the use of portable 


banks of cylinders (costing 85 cents 


per hundred cubic teet, as against $1 
per hundred cubic feet for the gas in 
cylinders), there is a potential saving 
amounting to about $215 per month 
or $2580 per year at the present rate 
of consumpton 

In the individual cylinder, a certain 
amount of “residual” oxygen remains 
after use, the nurse or orderly usually 
changing to a full cylinder betore the 
one in use is completely exhausted 
Every cubic foot of oxygen remaining 
in the cylinder is equivalent to 
gallons or 28.3 liters of oxygen. This 


residual oxygen ts 


remainder or 
wasted because when the empty cylin 
supplier he 


der is returned to the 


must by law exhaust it completely be 


fore refilling it. Every cylinder re 


area Contains 


turned to the storage 


1 or more cubic feet of residual oxy 


which is a total loss to the hos 


is stated by the 


gen, 


pital. It 


supplier 
that the average cylinder returned for 
refilling contains from 10 to 15 pet 
cent of its original contents, which 


of an H 


loss of 


cost 


based on the present 


cylinder of $2.44, 
22 to 30 cents per cylinder: 


shows a 


from 


Administrators and engineers con 
ering installation of oxygen piping systems 
who may have seen a detailed story on the 
New York fire 
the new installation at the 
Columbia Medical Center, 
ceed with their plans without undue con 
cern 

The newspaper 
gerate a situation in which the 
ment withheld approval until it 
given certain engineering information with 
respect to the design of the piping system 
Safety originally planned were 
entirely acceptable to the 
only a modification 
with the 
was required 

As a matter ot 
readily that the 
sater than the use of 
hospital. At the low pres 
within 


department's objections t 
Presbyterian 
now can pro 


article tended to exag 
fire depart 


' , 
could ph 


controls as 
lepartment, and 
minor that had to dé 


accessibility of Valves 


emereency 
fact, it COuld be demon 


strated OXVZeEN piping sy 


tem 15 cylinder 
throughout the 
throughout the 
there will 
cylinders of 


system 
than one 
oxygen in the 
This 


however 


sure used 


the building be less 
and one-half 
piping system at any 
much of a talking point 
because diffusion of oxygen in the 
phere is so rapid that it 
tial tire hazard only when confine 
an enclosed space, such as an 
Ot course, there are hazards entailed in the 


one time really 
iS not 
atmos 
otters a substan 
within 
oxyeen tent 
presence of o1 and 
have 


oxygen in the 
vrease, but the gas 


publicity to 


use of 
manufacturers 
wide these haz 


given such 


ards and the steps to be 
them that this is hardly a 
ation now 

The system at 
600 oxyzezen 
in operation. The system cor 


taken to prevent 


major considet 
eventually 
which 


Presbyterian 
will provide outlets, of 
330 are now 
nects to a trailer station outside of the hos 
pital. Two of the trailers be connecte 
to the system at all times, one act 
use, the other, reserved to be 
cut in when the supply of the first is ex 
hausted From an article in Hospital 
February 1950 


will 


automat 
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a inne TMNT Nts,.ccseey 


lor superior radiographic results, 


follow this simple rule: 


/ se? <= 
Kodak Blue Brand 
X-ray Film 


I Vpose with 
Kodak Contact X-ray 


Screens (PUREE TYPES) 


’ 


Order from your x-ray dealer 


EASTMAN KODAK COMPANY MEDICAL DIVISION, ROCHESTER 4, N.Y. 


His goal is exactitude... 


Whether at home, absorbed in his hobby, or at his office, 
busy with patients, the radiologist is concerned with every 
detail. He demands accuracy, exactitude, 

That’s why, without a doubt, he requires the finest, 
most advanced equipment, the most responsive and re 
liable x-ray film, the most uniform and effective processing 
chemicals. And that’s the reason he almost always speci 
fies Kodak x-ray materials... 


to work with the other. each prepared lo pro- 


duce superior results, 4 


_~ KKodalk 


TRADE-MARK 


each product made 





Based on the average monthly con is required to reduce the high pres livered by the equipment in use. 


sumption of “H” cylinders over the sure of the oxygen as it flows from When a pressure reducing regulator 


past three months for the nursing — the cylinder (2000 pounds). Oxygen is used, several things can occur 
units covered in this proposed plan, from a central distributing system is which necessitate repairs and substi- 
the monthly loss ranges from $82 to reduced in pressure at the manifold tution of another regulator. These 
$112 per month. There is little that and from that point on is under low delicate instruments may be damaged 
can be done about this loss under the — pressure (50 to 60 pounds per square by being dropped or bumped so that 
individual cylinder system inch). Thus at the point of use at they must be returned to the supplier 
A further economy lies in the use the bedside there is no need for a_ for repairs, with a consequent service 
of a flow meter instead of a pressure pressure reducing regulator, and all charge for equipment upkeep. One 
reducing regulator. The pressure re that is needed is the flow meter to of the most frequently needed repairs 
during regulators cost from $35 to determine and measure the number of is the replacement of the sensitive 
$60 each against a cost of approx! liters the patient is receiving per min- Bourden tube which measures the 
mately $15 each for flow meters (plus ute, which is an indication of the number of liters being delivered to 
$4 for the adapter ) The regulator concentration of oxygen being de- the patient per minute. This may be 
caused when the inexperienced or 
careless person opens the full oxygen 
cylinder without having first turned 
the flow adjusting handle out (closing 
off the flow through the regulator). 
This repair cost is about $6 and occurs 
on an average of two or three times 
per month 
It is stated that the average piping 
installation will amortize its initial 
cost in from two to five years. This 
statement applies to the installation 
of piped oxygen for every bed in the 
hospital. In the proposal herein pre 
sented, it is thought that the savings 
presented will amortize the cost of in 
stallation of a central oxygen dis 
tributing system to the specific large 
use nursing units in the first year 
4. A_ psychological benefit is ex 
plained in one of the oxygen therapy 
handbooks 
“An advantage important to hospital 
management is the psychological bene 
fit to the patient whose confidence is 
restored when he sees that oxygen is 
a “built-in” facility, a matter of rou 
tine, not emergency, procedure. The 
/ confusion and time lost in locating 
Xylocaine® Hydrochloride (Astra) and setting up cylinders and regula 
merits special consideration by the busy ° : 
anesthesiologist and surgeon. Profound 
in depth and extensive in spread, its 
well-tolerated effect is more significantly a flow meter to the wall outlet, con- 
measured by the time saved through its nect the therapy apparatus, and turn 
remarkably fast action, by which 80 on the valve. The responsibility for 
——— much normally wasted “waiting time” : 


XYLOCAINE . ° a 4 
" : ‘converte Oo p ‘tive or y 
*YonocHioniot ! is converted to producti working 


tors are eliminated when oxygen is 
piped. A nurse needs only to attach 


a readily available and uninterrupted 
supply of oxygen is borne by one or 


so ec eS: two persons attending the central oxy 
Sa” XYLOCAINE HCL (Pinca 
aon 5. Piped oxygen automatically 


Pronounced Xi lo’cain 
Stocked by leading wholesale 


drugsiste and surgical supply (Brand of lidocaine hydrochloride* ) 


c. 1% or 2% 
A with’ Epinephites 1 100, AN AQUEOUS SOLUTION 
a5d.. 9% cclullon Ss ale cup tional patients, or careless handling of 


Pineveee, All. cohasiens dtc. A 4th dimensional approach cylinders which may Cause serious in 
jury to personnel and damage to prop 


eliminates any possibility of toppling 
cylinders caused by restless or irra 


pensed in SOce. and 20ce 3 
multiple dose vials, packed to preferred local anesthesia 


saSOee. or Sx20ec. to a carton é 
erty 


Bibliography available on request 6. It reduces the potential hazard 
which is created when high-pressure 


AS'TIRA PHARMACEUTICAL PRODUCTS, INC. WORCESTER, MASS. U.S.A. oxyoen (from a cylinder) comes in 


"U.S. Potent No. 2,441 496 
contact with oil or grease of any type 
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on any Gantrisin ‘Roche’ products? 








Gantrisin is now supplied in many forms. 


Be sure to have the full line of 


Gantrisin prescription products on hand 


to give patients the best care possible. 


Gantrisin ‘Roche’ is the more soluble, single sulfonamide. 


tablets, 0.5 Gm, in packages , syrup (chocolate), 0.5 Gm pediatric suspension (raspberry), , ampuls, 5 cc, 2 Gm, 
of 100, 500, 1,000 and 5,000 ; per teaspoonful 0.5 Gm per teaspoonful, y in boxes of 6 and 25; 
in 4 oz and 16 07 bottles in bottles of 4 oz and 16 oz 10 cc, 4 Gm, in boxes of 6 and 25 


o\ 

















ophthalmic solution, Gantrisin4% | nasal solution, in 1 oz bottles ophthalmic ointment, Gantricillin tablets, 
in bottles of 24, 100 and 500 


plus phenylephrine 0.25%) with an enclosed dropper 1/8 oz tubes 
in 1 oz vials with enclosed dropper * and in 16 oz bottles (Gantrisin plus penicillin) 





Hoffmann-La Roche Inc + Nutley 10 + N. J. 


GANTRISIN®—brand of sulfisoxazole  GANTRICILLIN’ ™ 
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FIG. 2 


explosive 


When this happens 


spon 


taneous combustion usually results 
Since the oxygen is piped to the units 
under reduced pressure, this danger 
is eliminated 

With piped oxygen, an absolute 
minimum of time elapses between the 
moment oxygen is ordered for the 
patient and the beginning of therapy 
It also eliminates the short but often 
which the 


important pe riod during 


patient iS not petting any oxygen 
while an empty cylinder is being re 
placed by a full one. This period 
may be prolonged sometimes unneces 
sarily, because a full cylinder is not 
immediately available The disturb 


ance, noise of cracking the cylinder 
valve, and confusion of cylinder chang 
ing are also obviated 

The central system lessens the dan 
ger of exhaustion of the oxygen sup 
ply as the result of a miscalculation 
on the part of the person who orders 
the gas from the supplier. It is dif 
hcult to anticipate future needs, espe 
ends and holidays 


cially over week 


when regular deliveries are deleted 


There are three types of central 


supply systems, depending upon the 
consumption of gas by the unit in 
question, Where a small amount of 
oxygen is consumed, a manifold may 
be set up to which individual cylinders 
are attached (see Fig. 2). This type 
of installation is now in use at Jefferson 
Hospital to provide piped oxygen to 
the premature nursery. As many as 12 
to 14 cylinders can be attached to each 
side of the manifold unit 
contains the cylinders whose contents 
are being used, the other side holds the 
cylinders in reserve), depending upon 


the demand for oxygen. If this unit 


(one side 
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MAGE BANK 
APA 


> AREA FOR T 
AN[ 
1 PRESSURE STORAGE BANK 


FIG. 4 


Fig. 2: Individual cylinders are 
attached to a manifold. Fig. 
3: Twelve "HH" cylinders fast- 
ened together on a frame and 
connected to feed in unison 
until all 12 are exhausted. Fig. 
4: Plan for parking area for 
tow trailers and storage bank. 





FIG. 3 


should prove unable to supply enough 
oxygen, portable banks of cylinders are 
recommended. These units consist of 
12 “HH” cylinders fastened together 
on a frame and connected to feed in 
unison until all 12 have been exhausted 
(see Fig. 3). Again these portable 
banks can be connected so that more 
than one bank is in use, while the same 
number is held in reserve 

The portable bank requires an over 
head crane or hoist for unloading from 
the truck, and also needs a cement or 
other firm foundation upon which to 
rest (the weight is more than 2000 


pounds each). Each portable bank con 


tains 3600 cubic feet of oxygen. The 
actual work of removing the full banks 
from the truck, rolling them into place, 
and connecting them to the manifold 
is accomplished by personnel from the 
supplier. This will be done on notice 
from the oxygen therapy department 
that the banks been 
switched in. If the portable banks can 
not provide sufficient gas, the tow 
recommended 


reserve have 


installation is 
This method ot supply 


trailer 
(see Fig. 4) 


Table 2—Units to Which Piped Oxygen Should be Extended 


Nome of Unit® 


Premature nursery 

Solarium 

Women’s medical ward 

Men's surgical ward 

Center ward (male medical ward 
Men's medical ward 

Women’s surgical ward 

Men's special ward 

Gynecological ward 


Average monthly cost as above 


Average monthly cost by central system 
Average monthly saving by central system 
Average yearly saving by central system 


Cylinder Consumption" 


Consumption* 


616 “HH 18,480.00 cu. ft 
368 ” 8,096.00 cu. ft 
162 “ 4,004.00 cu. ft 
159 3,498.00 ft 
131 ” 2,882.00 cu. ft 
127 “H’ 2,794.00 . ft 
104 2,288.00 ft 
28 “tt 550.00 ft 
ie 374.00 ft 


42,966.00 cu 
$1,432.20 
1,217.37 
214.83 
2,577.96 


“Listed in the order of their decreasing consumption 
*For the period from Nov. 1, 1950, through Jan. 31, 1951 
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OHIO CHEMICAL & SURGICAL EQUIPMENT CO., MADISON 10, WIS. 


A DIVISION OF AIR REDUCTION COMPANY, INCORPORATED 
At the frontiers of progress, youll find...an Air Reduction product 


THE LATEST ADVANCEMENT 
IN SURGICAL LIGHTING... 


the new <> 
Surg-o-beam™ 


The color-corrected shadow-reduced light of the 
Surg-o-beam combines intensity and uniformity of illumi- 
nation with versatility and economy to an extent never 
before achieved in a major operating light. 


WHY THE SURG-O-BEAM GIVES BETTER SURGICAL LIGHT 


Amazing Shadow Reduction — Although the surgeon may place 
his body in front of the light, the surgical field is still evenly and 
amply illuminated with excellent penetration of deep cavities 
Greater Maneuverability The Surg-o-beam can be maneuvered 
so that it illuminates any point within a nine-foot circle without 
the necessity of tilting the lamphead. The light also can be positioned 
from any place outside the nine-foot area 

Color-corrected, cool, white light The excessive red and yellow 
of the light is removed, as well os 85% of the heat. The result is a 
cool, white light that makes the identification of minute details easier 
Greater intensity and Uniformity of Illumination not hereto 
fore achieved in a major operating light. The total amount of illumina 
tion projected by the Surg-o-beam within a circle 10 inches in diameter 


is 30% greater than that projected by conventional operating lights 


The superiority and economy of the Surg-o-beam are im- 
portant not only in new hospital installations, but should 


be considered in replacing lights now in use 


* Trade Mark 


OHIO CHEMICAL & SURGICAL EQUIPMENT CO. 
1400 EAST WASHINGTON AVENUE ° MADISON 10, WISCONSIN 


ON WEST COAST: Ohio Chemical Pacific Company, San Francisco 3 
IN CANADA: Ohio Chemical Canada Limited, Toronto 2 
INTERNATIONALLY: Airco Company international, New York 17 


(Divisions or Subsidiaries of Air Reduction Company, Inc.) 


OHIO HOSPITAL EQUIPMENT — Heidbrink Anesthesia Apporotus @ Ohio 

Oxygen Therapy Apparatus @ Kreiseilman Resuscitators @ Central Oxygen Piping 

@ Scanlan-Morris Sterilizers @ Ohio Scanian Surgical Tables @ Surgical Lights 

® Scanian Sutures and Needies © SterilBrite Furniture @ Recessed Cabinets 
@ U. S. Distributor of Stille Instruments 


OHIO MEDICAL GASES — Oxygen @ Nitrous Oxide @ Cyclopropane 
@ Carbon Dioxide @ Ethylene @ Helium and mixtures @ Laboratory Gases and 
Ethy! Chloride . . .and Trimar 








I. You use one; - not two! 
2. You cut costs! 
3. You buy only half as many! 


Greater Patient Comfort, Longer’ Softer! 


Pl S Diana’s own exclusive non-woven textile fabric underwrap made in our 
own textile division. It comes out of your sterilization process softer 


than any other O-B pad! 


Dhiang Made FOR THE HOSPITAL TRADE 


Diana hospital products are sold only through hospital supply houses. 


YOUR TRIPLE Il GUARANTEE OUR HOSPITAL PRODUCTS 

1. The hospital house which serves you. 1. Hospital sanitary napkins. 

2. The salesman who represents them. 2. New 12” Maternity (O.B.) pad. 
3. Our company:quality manufacturers for over forty years. 3. Protective underpads. 


: MANUFACTURING COMPANY 
LUG GREEN BAY, WISCONSIN 
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an overhead crane or 


hoist as the portable bank method does 


does not require 


but it does require an area for the de 


rrus¢ k to bac k 


unit installation 


for delivery 
When a 
oxygen sup 
bank of cyl 


| 
also 


livery Into 


of the at the 


tow trailer is used for the 


ply a permanent Storage 


inders resting on their sides is 


either the portable 


required. Use of 
banks 
supply will maintain the cost of oxy 
100 feet 


or the tow trailer method of 


gen at &5 cubic 
This 
piped oxygen to units listed in Table 


112 


cents per 


proposal includes extending 


on Page 


Also recommended for inclusion 
with the piping installation is a dual- 
for attaching 
This 


as does an 


sealing valve assembly 


flow meters to the wall outlets 


assembly functions much 


iutomobile tire valve, and has been 


widely used in 


England, but only re 
cently developed in the United States 
The valve accomplishes two aims: First 
it provides an airtight seal at the bed 
side outlet and leaves no margin for 
error as far as carelessness of personnel 
or leakage of oxygen is concerned; sec 
ond, it provides a simple connection 
between flow meter and pipe line that 


“Please Mr. Administrator... 


I’m a nurse, not a stevedore,” 


“How can I do a good nursing job 
if my energy’s spent struggling with 


he avy she de- 


oxygen equipment”, 
manded 

Now of course, no nurse or techni- 
cian will wear such a uniform to prove 
his point. But, every administrator 
knows that heavy, cumbersome equip- 
fatigue, un 


ment means unnecessary 


warranted wear and tear on nursing 
personnel, maybe even an emergency 
call for an extra pair of hands. 

That's why the Melco Oxygen Tent 


is made entirely of aluminum and 


Why not 


Caidld 


plastic. Rugged, sturdy,.ogo” alumi- 
num which weighs only 44 as much as 
steel of the same thickness. That’s why 
the same structurally strong plastic 
used for the noses of air force bombers 
is employed ... why the Melco Oxygen 
Tent, without sacrificing one iota of 
strength or durability, weighs only 161 


pounds Cc ymplete. 


Don’t make stevedores of skilled help... 
it costs too much. If you’re considering 
new equipment, may we suggest you 
inspect the Melco Oxygen Tent and 


save nurse-power for vital tasks. 


for further information and your new, 195}? 


of complete oxygen therapy equipment. 


The Melco Cantimuaus Oxygen Analyzer 


Provides constant, visual evidence of the therapy your patient 


receives 


Write tor 


the full story on this unique instrument. 


MELCHIOR, ARMSTRONG, DESSAU CO. 


MELCO TENT 
FULLY APPROVED 


* OF DEL. INC, 


does not require the use of a wrench 


(one major source of headaches for 


oxygen therapists). To attach the flow 
meter (a male fitting) to the valve (a 
female fitting) the therapist simply 
inserts the tip of the flow meter until 
it snaps into place within the valve. To 
release the flow meter, it is necessary 
only to turn the tip of the valve sleeve, 
the flow meter, which 


and withdraw 


cannot be withdrawn by any other 


process, nor can oxypren escape from 
the valve without insertion of the flow 
meter. The flow 


the oxygen therapy equipment upon 


meter is attached to 


initiation of therapy and disconnected 
when treatment is concluded 

One other piece of equipment which 
is required for each nursing unit is a 
The zoning 
nothing more than a shut-off valve, and 


is located on the pipe line adjacent to, 


zoning valve valve is 


but not in the same room with, the 


oxygen outlets it serves. Thus in case 
of a fire, the gas may be shut off from 
outside the chamber where the fire is 

Piping for oxygen systems must be 
either specially prepared oxygen pip 
ing, or it may be straight copper or 
brass tubing that has been carefully 
cleaned by being washed in a hot solu 
tion of sodium carbonate or trisodium 
phosphate. Scrubbing should be em 
ployed wherever possible to ensure 
complete cleaning. The materials 
should be thoroughly rinsed with clean 
water after being cleaned. Particular 
care must be exercised after cleaning 
to see that no tools or other materials 
come in contact with the pipe which 
will recontaminate it with oil or grease 
If such contamination is incurred fol 
lowing the original cleansing, the pipe 
must The 
washing is to remove all oil or grease 


be rewashed purpose of 
and other combustible materials 

In conclusion, here are answers to 
some of the questions that arise when 
serious consideration is given to the 


installation of a central oxygen dis 
tributing system 

1. How can a leak in the system be 
detected? Before the system is put into 
operation, there will be a 24 hour test 
period during which a pressure ot 


100 pounds per square inch 


about 
(twice that encountered during nor 
mal use) is maintained with a particu 
lar volume of gas. If the gas volume is 
reduced at the end of this test period, 
as indicated on the manifold gauge, it 
is an indication of a leak. This test 
should be repeated every six months 
to a year. Once a leakproof system is 


in Operation, inasmuch as there should 
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iscsi in an emergency often hinges on the speed with which 

fluids are changed during an infusion. This critical conversion requires 

less than 30 seconds with Abbott’s venoclysis equipment— VENOPAK and 
Secondary Venopak—and Abbott's ampoule-quality solutions. There’s no need 


to substitute containers and dismantle equipment. The needle remains secure 


~ y, mx») in the vein, danger of air embolism is minimal. 
/ Jecause VENOPAK is used only once and then thrown away, there’s no danget 


oir | 
filter | 


of cross reaction. Other safety advantages: sterile cotton filters all 


\ secondary 
\ Venopok replacement air entering the container, all equipment is sterile, pyrogen-free and 


ri 
Venopak-> } ready-to-use. Supplemental medication may be added directly to the containet 


less than 
or by syringe injection through the gum rubber tubing at the needle adapter. 


30 seconds 
See the versatility, safety and economy of VENoPAK with Abbott Intravenous 


Abbott 


.. to change therapy 
Solutions. Ask your Abbott representative for a demonstration. 
with the ‘ 


Or write Abbott Laboratories. North ¢ hicago, Hlinois. 


_s-WVenopak 


and Abbott Intravenous Solutions 


series hookup 



































APPLETON 


EXPLOSION-PROOF HOSPITAL EQUIPMENT 


Make sure a// operating and delivery rooms 






are protected against mishap or catastrophe 





with Appleton Ex plosion-proof Hospital 





Equipment. You can rely on Appleton equip- 





ment. It is approved by Underwriters’ 






Laboratories meets every requirement for 







installation in Class I, Groups C and D, haz- 





ardous locations 





More than half the hazardous areas in 





American Hospitals are without explosion- 





proof electrical outlets. Among A. M.A. reg- 





istered hospitals alone, there are an estimated 





8,000 Operating rooms and nearly 4,000 





delivery rooms that need protection against 





fire and explosion from electrical causes. 


APPLETON 
ELECTRIC 
PRODUCTS 


Sold Through Electrical Wholesalers 


APPLETON ELECTRIC COMPANY 
1743 Wellington Avenue * Chicago 13, Illinois 


Sales Engineers: NEW YORK, 50 Church St. © DETROIT, 3049 E. Grand Bivd. « CLEVELAND, 1836 
Euclid Ave. © SAN FRANCISCO, 655 Minna St. © ST. LOUIS, 227 Frisco Bidg. © LOS ANGELES, 100 N 
Santa Fe Ave. * ATLANTA, 724 Boulevard, N. E. * BIRMINGHAM, 809 Brown-Marx Bidg. © MINNE- 
APOUS, 305 Fifth Street, S. © PITTSBURGH, 412 Bessemer Bidg. © BALTIMORE, 100 E. Pleasant St 
BOSTON, 226 Ruggles St. * PHILADELPHIA, 23] South 20th © CINCINNATI, 608 American Bidg 
HOUSTON, 717 M. & M. Bidg. © HAVANA, Cuba, Malecon No. 9 « DENVER © DALLAS © INDIANAP.- 
OUS ¢ KANSAS CITY ¢ ORLANDO « MILWAUKEE © NEW ORLEANS © SEATTLE © PORTLAND, ORE, 
Export Representatives: international Standard Electric Corp., 50 Church St. New York 7. N. Y. 
























be no reason to tamper with the piping 
system there should be no reason for 
further leaks. The 24 hour standing 
pressure test is recommended at inter 
vals no longer than one year apart 
Does piped oxygen increase the 
annual consumption? It is possible 
that because of the convenience of ob 


raining oxyren on the nursing units 


the physician will more readily pre 
scribe oxygen therapy, thus increasing 
the over-all consumption 


Does it increase or decrease the 


fire hazard’ It is definitely decreased 


i. Can the liter flow valve or the 
valve at the oxygen outlet on the nurs 
ing unit be accidentally turned on with 
out detection, resulting in a leakage of 
oxygen? The sealed valve recommend 
ed tor the outlets on the nursing units 
would effectively prevent leakage 

Will it save personnel time? The 
information given on cylinder handling 
time shows how much time will be 
saved. It will save little time for the 
oxygen therapist, however, since he 
foes not handle cylinders 

6. Is there serious danger of a com 
plete oxygen shut-off owing to failure 
of the manifold system or other un 
foreseen circumstances? No. There are 
two regulators on the manifold and it 
would be most unusual to have both of 
them go cut of order at the same time 
The supplier states that the present 
manifold in the central system for the 
premature nursery has not been shut 
down in the two years of tts continu 
ous operation. There have been occa 
sions when one or the other regulator 
has been out tor repairs, but no dis 
continuance of oxygen to the nursery 
has occurred on this account 

Will the system simplify or com 
plicate the nurse s contribution to effec 
tive therapy? It will simplify her work 


1 that she will not need to be con 


cerned with the source of oxygen’s be 
coming exhausted, or the removal of 
empty cylinders. It will also overcome 
the difficulties many nurses have with 
pressure reducing regulators and 
wrenches 

8. Whar effect would a change to a 
central distributing system have on the 
oxygen charge setup? It would necessi 
tate a complete revision of the present 
method of billing and the substitution 


of a plan for charging for gas eithet 


Lo 


by the length of time used or by the 


total amount used 


Some of the statistics anc much of the 
work of preparing this proposal was done 
through the cooperation of Herbert I 
Flack, chief pharmacist at Jefferson Medical 
College Hospital. 
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“~. A Clinical 
Weapon of 


Unsurpassed 
Excellence” 














HIGHLY EFFECTIVE 


In veneral ... penicillin continues to be the 
uitibiotic of choice for... all gram-positive 
infections due to taphylococei hemolyty Irep- 
LocOcel, PNEUMOCOCEL . .6 all cases of gonorrhea 


and phils 


MINIMAL TOXICITY 
nains a pharmacologic curiosity MOST ECONOMICAL 
is char “Penicillin, relatively inexpensive and of low 
f the dose-related type toxicity 2... 2. im aqueous solution . 1s 
is the more remarkable cheap and rapid acting... *Procaine penicillin 
mous number of persons ee IN AYHCOUS SUSperston see Must Coonomi al 


million ) who have received the drug.””3 for routine ho pital ul ec. 4 


A complete lire of soluble and repository Penicillin 
Products is available under the Merck label. 


MERCK PENICILLIN PRODUCTS 


NIE RCK A CO., INC. 


Vanufa turing © hemists 





RAHWAY, NEW JERSEY 


In Canada; MERCK & CO, Limited Montreal 
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Conducted by Mary P. Huddleson 


Put Training Principles to Practical Use 


be pin and 


OW to 


find the time seemed to be 


isked 


daily conferences on technics tor train 


the questions oftenest at the 
ing employes during the recent annual 
American Dietetic As 
Another 


meeting of the 
sociation in Minneapolis 
question raised concerned visual aids, 
their use and availability 

It is generally agreed that training 
is necessary both for efficient operation 
of the dietary department and in order 
to overcome lost man-hours, excessive 
turnover, absenteeism, tardiness, griev 
dissatisfaction, as well as 


While it ts 


costly, it 1S 


ances and 


errors in operation 


thought that training 1s 


also known that the operating costs 
increase and quality in food produc 
tion is reduced if the employe is not 
trained to perform according to high 
standards. Retraining, too, is important 
when we remember that everyone has 
a tendency to fall down in work pet 
unless he is motivated and 


A lso 


grounds that 


formance 
challenged retraining is a neces 
sity on the there are 


always new methods and new work 
conditions for old employes to learn 
Therefore, training, a responsibility of 
top management, must be a continuous 
operation 

Betore 


mentioned previously, a few reminders 


discussing — the questions 


may be apropos. Whether it is recog 


nized or not, everyone is training more 


than is probably realized. Regardless 


of whether the training is planned or 


the “unaware-of-doing-it” variety, it 


is known that, in teaching adults, one 


cannot talk down to the trainees as 


Reviewed in the Veterans Administration 
and published with the approval of the 
Chief Medical Director. The statements and 
conclusions published by the author are the 
resule of her own study and do not neces 
sarily reflect the opinion or policy of the 
Veterans Administration 
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How to 


ROSEMARY L. LODDE 


Dietetic Division 
Veterans Administration 
Washington, D.C. 


might be done in teaching children. As 


1 person grows older, there is a 
tendency to become increasingly sensi 
tive about having it observed that he 
does not know everything about the 
work that others may think he should 
know. At the same time the vocabulary 
used by the teacher should be that 
which the employe can understand. A 
vocabulary that apparently is Common 
to all may seem foreign to a new em- 
ploye or too difficult for all employes 
to comprehend. Therefore, the first 
hurdle is to learn to speak a language 
the employe understands or to explain 
any new terms he may not know. 

should — be 
Merely 
The 


teacher 


Then, too, atrention 


given to the way one teaches 
teaching. 


stating facts 1s not 


lecture method, wherein the 
gives and the student receives, is not 
too effective in teaching employes 
Encouragement of the employe to 


participate in the discussion and his 


inclusion in the demonstration will 


help to arouse his interest 


HOW TO BEGIN 
One dietitian asked the question 


How does a young dietitian, going 


into a new position, begin a training 
program when all employes have been 
employed in that institution for some 
time, all are older and have had more 
than she, and 


years of experience 


where there is no information avail 


able? 
The discussion brought out leading 
assistance of 


points. Soliciting the 


these employes is probably the first 
step in building good employe rela- 
tions within the department. If the 
employe realizes that he is to assume 
an active part in planning, he becomes 
interested rather than 
His 


since 
gained from him, especially regarding 


antagonistic 


part I¢ ipation iS most important 


much information must be 
technics and methods used formerly 

In accomplishing this first step, data 
will also be collected. Job descriptions 
and work schedules need to be pre 
pared with the help of the eniployes 
The activities in the department must 
be known in order that operation of 
the various units may be integrated 
and coordinated. Each of the employes 
should provide a description of his job 
which will show what his work con- 


sists of—duties and responsibilities 
regularly assigned, also by whom he 


With 
formation from the employe, a job or 


is directly supervised this in 
position description can be fully de 


veloped and subject to change as 
necessary 

The work schedule, or schedule of 
duties, too, may then be prepared by 
the employe. This will show the time 
when different duties are being done 
in consecutive order from the time 
the employe reports on duty through 
to the end of his daily tour of duty 
Meal hours are also indicated as part 
of the schedule 

Job breakdowns, which are useful 
in training, should be prepared for 
every job, listing the important or 
essential steps in logical sequence with 
Again, the 


employe can be helpful in providing 


corresponding key points 


assistance. 

From the information thus elicited, 
the dietitian who finds herself in new 
surroundings must have become ac 
quainted with the activities of the 
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PANORAMA ROOM — O'BRIEN BROTHERS 
RESTAURANT, Waverly, New York 


O'BRIEN BROTHERS with Tuskegee Trained Staff 


The modern Sexton Ice Tea Dispenser 


double measure of pleasure 


Seenery and service make O’Brien’s at Waverly, New York, one 
of America’s famed eating places. Through its glass-walled dining 
room, the visitor looks out over the Chemung River Valley. Its 
selective menu includes the finest foods, served by a meticulously 
trained staff. Into this picture, Sherman Blend Exquisite Tea fits 
naturally. Travellers who stop at O’Brien’s or other equally dis- 
tinguished eating places, discern and approve the rare fragrance 
and bouquet of this specialized blend of teas from the fields of 


Ceylon and the slopes of the Himalayas. 
A 


JOHN SFXTON & CO. CHICAGO. 1 
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' 
department and 


will theretore have 
omething concrete with which to be 
yin action. Presumably, if her approacl 
has been tactful, she has also developed 
the employes confidence in her and 
stimulated their interest in their jobs 
ot i i 


" 
essential 


collection 


highly 


True, this requires 
time but it ts 


Now the 


for accuracy 


material can be analyzed 


continuity 


necessary cChanyves ind idditions for 


inte x! ition 


ethcient operation. From this informa 


tion, also, an organization chart can be 


prepared to show lines of authority 


Reyardle ; of the size of the lepart 
ment, display of this chart in a prom 
ment place is he Iptul to a new employe 


id 


to the ol As explained in 


O'Brien’ it ts an 


employe 
Fl rence 


dietetic Manavement in that tt 


provides an over-all view of dietetic 


iCCIV ITM ts in orientation of new 


ISSIS 


employes, and gives a picture of the 
supervisory pyramid showing advance 
With 


on the chart 


workable 


ment possibilities names otf 


employe Ss post d 
labe | hol le rs 


results 


With this background, the dietitian 


in brass 


duty roster 


can observe operation and work pe! 
where 
food 


Sanitation 


formance, making notations 


training is needed—whether in 


preparation or scrvice, 


safety operation ot and 


Maybe 


positions, too, need training in methods 


equipme¢ nt 


so on those in supervisory 


of supervision or iching 


BEGIN ACTUAL TRAINING PROGRAM 

Granted the needs tor training have 
been clearly defined, the type of course 
to be given is then decided upon. Will 
the training include class instruction 
on-the-job, or both? Will it be orien 
tation, sanitation and personal hygiene 
retresher 
food 


pre paration and SCTVICC operation and 


sifety and fire prevention 


courses in some particular phase 


care of equipment—or developing 


better job? Re 


gardless of type or kind, certainly the 


supervisors to do a 
training should be from the top down 


For proper employe relations, super 
visors should know what the employe 
under his direction knows or is being 


Also 


regardless of the method, the employes 


taughe, or should be so informed 


will be happier to know that this is 


show and that they have a 


/oaur 
major role in running it 
[he course outline is developed to 


show the number of sessions and con 


O Brien I Using the 
Dieter 


Organi 


Manage ment 


atior 


Chart to Ease Hos 


pitals 26:10] lune 1952 
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Job Description for Kitchen Helper 
Job Summary 


Performs a variety of unskilled duties in the 


kitchen, such as meat 
block, refrigerator, and grease trays; sweeping 
and mopping floors; obtaining and distributing 


and watching and stir 


cleaning worktables, 


supplies and utensils 
ring cooking foods to prevent burning. Carries 
dirty cooking utensils to be washed, and re 
utensils to proper place in 
kitchen. May clean pots and kitchen utensils 
Carries out garbage food trays to 
floor diet kitchens and collects dirty dishes from 


turns cleaned 


Delivers 
trays. May assist in setting up trays and dish 
May relieve cooks 
with 


peel and wash 


and 


ing up food at meal times 


of simpler duties to gain familiarity 


kitchen procedure, such as cut 


fruits and vegetables, and make toast 


beverages 


Performance Requirements 


Responsibility for Cleanliness of kitchen 


area, and assisting wherever needed 
Stands and walks short 
distances Bends, lifts, 


carries, pushes and handles when performing 


Physical Demands 
most of working day 
cleaning duties 


Demands: Willingness to perform 
tasks 
with other 
involved 


and orderly condition 


Special 


dirty, and simple, repetitive on a con 


tinuous basis. Cooperation work 


ers. Some initiative in maintaining 


kitchen area in clean 
Works 


routine 


under close 
standardized tasks 


supervision performing 


Qualifications 


Education: Ability to speak and follow sim 
ple oral and written directions 

Training and Experience: Experience is not 
required. Worker receives on-the-job training 
in kitchen procedures 
Must 


surfaces, 


Job Knowledge know how to clean 


various types of and have some 


knowledge of various tasks performed in 


kitchen 


Employment Variables 


Tasks Performed Assist in meals. 


Wash pots and pans 


serving 
Set up trays of food 


Working Environment 


Works in 
kitchen 


clean, 


well lighted, and heated 
although tasks are frequently of a 
Atmosphere is warm, moist and 


frequent 


dirty nature 
frequently odorous. Is subject to 
temperature changes when entering 
ator. There is a possibility of falling on wet 


slippery floors, and of receiving cuts from sharp 


refriger 


utensils 


Job Relationships 


Kitchen 
railroads 


workers in 


Workers 


restaurants 


Source of 
hotels steamships 
Promotion from: This is an entry job 


Promotion to: Bus boy; pantryman; tray 


girl; vegetable man, or other kitchen job for 
which ability is demonstrated 
Chef In 


those of counterman 


Supervised by some institutions 
may be combined with 
or vegetable man 


dishwasher; salad girl 


Work Performed 


See Job Summary 

Taken from: Job Descriptions and Organiza 
tional Analysis for Hospitals and Related Health 
U.S. Dept. of Labor and U.S. Em 
Service in cooperation with the 
Superintendent 


Services 
ployment 
American Hospital Association 
of Documents, U.S. Printing Office, Washington 
D.C 1952 Price $2 


tent of each. Lesson plans and job 


are prepared and visual 


Visual aids, whether 


breakdowns 
aids are se lec ted 
handouts, 


charts, 


they are posters 


should be 


slides, films or filmstrips 


selected wisely and with due regard 


for their appropriateness to a given 
If films are to be used, they 


studied 


situation 
should be and 


Preparation of film guides in advance 


previewed 


The film should 


shown and 


will be most helpful 
be explained before it ts 
discussed afterward in order to be 
certain that the employe knows how 
to apply the information given in the 
The 


ure JUPs as 


film purpose of films shown to 
an aid to learning is de 
feated without discussion 

Sources of visual aids appear in the 
this and 


footnotes to paper 


supplement those given in the article 
Food Service in Small Hospitals: Em 
ploye Supervision and Training” by 
Rosalind Lifquist and Jane Hartman in 
1952 The 
Films and film 


the November issue of 


MODERN: HOSPITAL. 


strips should be ordered well in ad 


vance, alternate dates being given 


for use if they are not available on 


the preferred date. It is further sug 


gested that the employes themselves 
may be helpful in the preparation of 
posters. Not only will they propos« 
ideas but they may have artistic ability 
for the preparation of simple posters 
should be heartily en 


in this they 


couraged. Many times an employe ts 


gifted in the use of crayon or paint 
brush. Simple line drawings and letter 
ing often convey the message 

Before instruction begins, the em 
ploye selected for training should be 
prepared for learning. Assuring the 
interest of the employe in the training 
program is the first step toward suc 


cess. He must be made ready tO accept 


Lundberg, D. E.: How to Use Films fe 
Employe Training. Rest. Management. 46:35 
March) 1950 
Visual Aids Are a Great Boon t 
Institutions 30:11 


Train 
ing Programs March 
1950 

Instructor's Guide. Sanitary Food Service 
Federal Security Agency 
Documents, U. S. Printing Ofhce 
D.C. Price $1.50 

Food Preparations and Related Subjects 
A Selected Annotated List of Visual Aids 
National Council on Hotel and Restaurant 
Education. Benjamin Franklin Station Box 

»7, Washington, D. ¢ Price $1 
Films presented by Armour and 
Company. Modern Talking Picture Service 
Inc., 45 Rocketeller Plaza, New York. Seven 
free except for transportation 


Superintendent of 
Ww ashing 


ton 25 


Food 


films available 
charges 


Hartman, ].: Food 
Employe Super 
Hosp. 79:11¢ 


Lifquist, R. C., and 
Service in Small Hospitals 
Mod 


vision and Training 
November 195 
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FOUR-SLICE 
MODEL 
$94.00 


TOASTMASTER® “ADD-A-UNIT’ PLAN 
caves your hospital money | 


WHATEVER YOUR NEEDS—UP TO 1000 SLICES PER HOUR! 


The “Toastmaster” Toaster «: our spit Toastmaster” ‘Toasters are sturdil 


more tor the money today and tomorrow too! You years Of heavy-duty service 


There’s a “Toastmaster’’ Toaster ut your 
eds, no matter how Many patient you scrve Tlic 
6-slice model pops up 1000 slices per hour the 4 


Hce Size 50 atl there are three sizes in between 
ters. And 


your toaster station ts 


Your Food Service Equipment Dealer is ready wo 
xplain why the flexible “Toastmaster” Toaster ts your 
est toaster buy Ask hu { show you the most 

lin economical size for your hospité 

in their floor diet kitchen 
SS. TOASTMASTER 
5 pati its happy because toast reache 
| appetizing every tu ’ 3 
| : automatic WR-UP TOASTERS 
Your wisest toaster choice tor savinus, tor ser 
loastmaster * Toaster as res vo ct . Ie I t ( pa 


r’ Waffle Baker 
sé 
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Work Schedule—Cook’s Helper 


Duty Hours: 6:45—3:15 p.m 

Assist cook in loading bulk food conveyors for floor serv 
ing units 

Report to floor serving unit No. 3 and assist in serving 
Cook necessary food items (eggs, bacon, 


breakfast trays 
and make toast as required 


griddle cakes, French toast 
Return to kitchen (vegetable preparation area 

Place all fresh fruits and vegetables, on delivery, in proper 
place, keeping latest deliveries in rear of refrigerator 
Supervise work of others assigned to vegetable and fruit 
preparation area 

Prepore all fresh fruits and vegetables needed for salads 
and cooking as required for noon meal, also gornishes 
Follow sanitary practices to avoid contamination 

Be responsible for cleanliness of working area, equipment 


and refrigerators 

Assist in loading bulk food conveyors for floor serving units 
Report to floor serving unit No. 3 and assist in serving 
dinner trays 

Lunch 


Return to kitchen 


Continue as above on preparation of fresh fruits and 


vegetables as required for evening meal 


Off duty 


Job Breakdown 
To Operate Meat Slicer 


Steps Key Points 
Put plug into socket 


located at side of machine 
Turn counterclockwise 


Knob 
above switch 
for thicker slices; clockwise for thin 
ner ones 


Adjust knob for thickness of 
slice 


Never use without guards. 


Pull handle back 
thickness adjuster as 
will go and place food on chute 
2. Use holder to keep food in place 


Check guards 


Place food on slicing machine. 1 toward slice 


far as it 


Place receiving pan to left of slicer 


Switch located at bottom of machine 
underneath slice thickness adjuster 


Turn on motor 


Using handle, move carrier back and 
forth across blade 

Caution: Always use lever to push 
meat toward slicing blade 


Slice food 


Turn off motor Same as No. 6 


Remove plug from socket 


Title of Film 


Produced 
Color 


Type of Film 
Running Time 
Possible Uses 1 


How Proc 


Film Guide 
Germs Toke Pot Luck 
Filmstrip No. 1 of “Our Health Is in Your Hands” series 
U. S. Public Health Service 
Black and White 
35 mm. filmstrip 
15 minutes 


Food Service Workers 
training on food production and service and per 


sonal hygiene. 
Meat Cutters 
Food Service Supervisors 
training of new employes. 
Food Handlers: As a means of emphasizing impor 
safe procedures in handling food ond 


by 
sound 


As a part of instruction and 


As part of instruction and training 


As part of instruction and 


tance of 
equipment 
ured: On loan from State Departments of Health 


Method of Presentation 


Introduce film 


A. Purpose 


B. Outline 


To emphasize the responsibility of every food handler 
to the food consumer (patient); to illustrate manner 
and rate in which germs multiply when food is not 
properly cooked or refrigerated. 
This film, even though prepared for commercial res 
taurants, can be used for any group concerned with 
food production and service 
Bacteriological background for emphasizing importance of 
proper food handling is illustrated in a very simple com 
prehensive manner. “Mr. Germ” is done in caricature 
a. Conditions necessary for growth of bacteria are 
1) Proper temperature—body temperature or any tem 
perature liked by humans 
2) Food—milk, ground meat, cream pies, any fatty 
mixtures. 
b. Disease carriers are man, flies, rats, insects, ticks 
c Botulism, trichinosis, and food poisoning by staphylococci 


ore described 


Main point to be emphasized 


The responsibility of the dietitian, cook, or anyone concerned 
with feeding people is “to get clean, safe food to people.’ 


Show film 


Summarize and Discuss 


A. Main points 


) 


Germs 

a. Multiply rapidly in the absence of proper refrigeration 
and sanitation 
Are found in foods, in or on animals, on dishes, glasses, 
utensils. 

c. Are carried by man, flies, rats, insects, ticks 

Handwashing should be thorough and frequent 

of good personal hygiene is necessary 

Food should be protected at all times 

It is important to keep food safe 


Practice 





training 


A means of motivating the 


food as he is in the hospital kitchen 


poses a problem bur, if at all pt ssible, 


the sessions should not be held toward 


employe is to make him aware that 
the organization wishes to keep him 
well informed and to develop all em 
ployes for advancement as opportunity 
no better way t 


arises. There is 


produce a satisfactory and _ satisfied 
worker than by satisfying his basic 
needs—for recognition, belonging, se 
curity and development 

Another way of motivating the em 
ploye to accept the program is to 
begin with a discussion of the normal 
diet with emphasis on its importance 
to the employe himself. He will know 


then, not only why he is preparing the 


122 


for others, but also what he and his 
family should eat for health and well- 
being. With such a discussion, the fact 
is stressed that the dietitian is inter- 
ested in him and the members of his 
family. Thus, launching a training 
program or a refresher course to cor- 
rect various operations in the depart 
ment is made easier 

In planning to present information 
to a group of employes in a well venti- 
lated, light and quiet classroom with 
all conditions conducive to learning, 
consideration is also given to the time 


held. That 


of day for sessions to be 


From the 


the end of the workers’ day 
standpoint of effective learning, the 
morning hours, preferably before the 
employe gets involved in the day's 
activities, are the best. The length of 
each session will not exceed approx 
imately 30 various 
methods of presentation are used. It 
is also important that each session 
begins and ends on time 
On-the-job training should be 
planned so that principles are put into 
practice. The supervisor is responsible 
for individual instruction on the job, 


minutes unless 
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Food Conveyor with 


SEAMLESS TOP 
assures greater sanitation! 


SO, 


* 


ons im 


> * 


BLICKMAN CONSTRUCTION 
Sectional view shows how round 
and rectangular wells form 

th, ti , crevice-free 
surfaces where they meet top 
deck. There are no recesses 
where dirt can lodge. 








ORDINARY CONSTRUCTION 

Wells are separate units, — 
The — cad ‘ sa — , ' 7 forming crevices where © 
[his new development in food conveyor design means faster edese: ero joined ta70tin # 


cleaning and better sanitation. The round and rectangular wells top deck. Cleaning is 

are actually part of the top deck. There are no joints, openings, difficult. “4 
or crevices in which dirt or food particles can lodge. The highly- :' 
polished stainless steel surfaces, where wells meet top deck, are 
smooth and continuous, easy to keep clean and sterile. Blickman- 
Built electrically-heated food conveyors are the only standard a 
models offering a crevice-free top and one-piece body. This Selective Menu 


seamless construction protects insulation and electric heating Food Conveyor 
elements—permits cleaning by live steam and hot water. When e An important con- 
you purchase your next food conveyor, check these and other tribution to successful 


>t-ther a n- 
outstanding features for sanitation, durability, and efficient per- diet-therapy. One co 
: veyor affords wide vari- 


formance. There are no finer conveyors made. ety of inset arrangements 
for selective menus. Built 
with sanitary seamless 

SEND FOR THIS ILLUSTRATED BOOK y 
: : top and one-piece crev- 
Describing complete line of Blickman-Built Food Conveyors, ice-free body. Ask us 
including the new “selective menu’’ conveyor. Indoor and about Model ALS-4922. 

outdoor models available, with serving capacities from 15 


to 90 patients. S- BLICKMAN, INC. 1503 Gregory Ave., WEEHAWKEN, WN. J. 


. * 
Blickman-Built 
FOOD SERVICE EQUIPMENT 1 ' + 


COFFEE URNS STEAM TABLES FOOD CONVEYORS 
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giving close ittention to individual 


needs. The development of an on-the 


job training program cannot be left to 


chance. The understudy method is a 


type of on-the-job training used to pre 
pare a person for possible promotion 
Rotation of assignments is effective for 


various assign 


orienting employes to 


ments; however, an employe should 


each’ assignment long 


work in that area 


remain on 
enough to learn the 
before being rotated to another 


Whether in the 


employe 1s 


classroom or on the 


job the told and shown 


an assigned operation or 
being 


how ( do 
procedure with key points 


stressed. When he 


cedure by return de monstration OF doc s 


repeats the pro 


the job under supervision, Corrections 
ire made diplomatically. Praise tor a 
job well done is quite in order. Then 
follow-up on the job is a means of 
checking — the 


train and the employe’s ability to per 


instructor's ability to 


form 


HOW TO FIND THE TIME 

In the small institution, the dietitian 
working day is 
Granted that 


may feel that het 
ilready filled to capacity 


to find the time,” train 


she may have 
regardless of the size 


Ideally, in a large 


mp is a must 


ot the 


mstitution one pe rson may be assigned 


inscitucion 


to training but in a small institution 
as there may be 


tasks 


situation, much of 


this cannot be done 


only one person to do many 


Also in the latter 
the training is on the job since only 
one person may be assigned to any one 
area of operation. Courses in sanitation 
and personal hygiene may be planned 
for the entire group of food handlers, 
divided into sections, and may be 
given by representatives from the local 
health departments. Results of routine 
laboratory tests of china, glassware and 
Harware may be posted as reminders 
tor careful attention to correct sanitary 
procedures. The 
where local health department repre 


may be 


laboratory technician 


sentatives are not available, 


agreeable to the suggestion that he 


assist in the 
While one 


or one of a 


training programs 
person, the only dietitian 


number on a staff, will 
need to be the director and coordinator 
of the training program, others may be 


assigned to the actual teaching. For 


instance, nonprotessional supervisors. 


after their instruction and preparation 
may be assigned to the actual teaching 
take 


these individuals to do this assignment 


Ir will time initially 


to pre pare 


but once this has been accomplished 
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Information Booklet for Employes 


1. Importance of dietary department 
Relation to rest of hospital 
Importance of good food service 


2. Organization chart 
Lines of authority 
Space for names of key supervisors 
Space for names of persons to whom 
employe is directly responsible 


Employment procedure 
Physical examination 
Forms to be filled out by each employe 
Probational period 


Solaries 
Pay periods 
Where, when, how checks are distributed 
Deduction 
Withholding taxes 
Retirement if such plan in existence 
Maintenance if part of salary 
Quarters or rooms 
Meals 
Vacation 
Holidays (list 
Health 
Sick leave 


Emergency care 
Health insurance plan 


Hours on duty 
Hours per doy, per week 
Importance of being on time 
Tardiness 
Meal hours 
Time allowed per week 
Number of meals 
Uniforms 
Procurement of uniform, if furnished 
Responsibility for uniform 
Laundry exchange (where and when 
Locker assignments 
Responsibility for own valuables 
Mail 
Location for receipt of mail if employe 
lives at hospital 
Telephone 
Method for 
dietary department 
Location of pay telephones for personal 


answering telephone in 


calls 
Safety rules 
List of general rules 
Fire regulations 
Approved area for smoking 
potients, 


Responsibility and courtesy to 


supervisors and fellow workers 
Responsibilities as an employe 
Conduct on duty 
Care of hospital property 
Penalties for destroying same 
Penalties for pilfering 
Borrowing and lending money 
Payment of debts 
Notice of resignation 
Disciplinary action 
Problems 
Name of person to whom criticisms and 


suggestions pertaining to work are 


submitted 


Lost and found 
Location for reporting and redemption 


of articles 


they can carry out much of the actual 
training program, both on the job and 
follow-up. For instance, the chief cook 
or chef can teach food preparation and 
service; the latter instruction may also 
be done by one in charge of food serv 
ice in dining rooms or floor serving 


units. Assistance of members of the 
hospital staff, other than the laboratory 
technician mentioned earlier, may be 
solicited. The and mainte- 


nance man may be most helpful in 


engineer 


covering the subjects of safety in the 
dietary department or operation and 
care of equipment. The delegation of 


teaching responsibilities is somewhat 


dependent on the type of course being 


offered 

Until a detailed course of instruc- 
tion is planned, regular group meet 
ings with employes prove helpful. At 
such meetings plans for the day or 
week may be discussed briefly, and 
corrections in existing procedures may 
be explained. If new measures are to 
be adopted or old procedures changed, 
these should be discussed at meetings 
in order to keep employes informed 
Employes should be encouraged to 
make suggestions regarding details of 
and to offer ideas for im 


Besides being a meeting 


the work 
provement 
or instruction period designed to satisfy 
the need for development, it is also, if 
means tor 


controlled, an excellent 


maintaining good employe relations 

A weekly menu conference includ 
ing dietitians, chief cook, baker, meat 
cutter, and food service supervisor has 
advantages and offers oppor 
tunity for Adapt 
ability of menus to equipment and 


checked 


preparation are dis 


many 
some instruction 
preparation time are recipes 
and methods of 


Various 


cussed, and ways of serving 


items are explained 


GIVE THEM A HANDBOOK 


Last, in orienting a new employe 
much time can be saved through the 
preparation of an information booklet 
It is true that policies of the organiza 
explained during the 


tion may be 


initial interview or on the first day 
of assignment to duties, but it is also 
known that the newly employed person 
timid, self-conscious, 


all of which make 


may be tense, 
and a bit confused 
retention of the oral instruction difh 
cult. If such a booklet, pocket-size, is 
given to each employe and reviewed 
with him, he has a ready reference to 
information 

From the interest shown at the con 
ferences on employe training, it is clear 
impor 


that dietitians believe in the 


tance of sound training, Today, we 


know that the “ask me” or “watch me 
methods of training when placing an 
employe on the job is not only ineffec 
tive but a costly procedure in both 


time and money 
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“Perfectly Baked — 


wer 


in the oven of a 


GARLAND RANGE!” _ 


says RICHARD V. SNYDER, 


Mr. Snyder removes a sheet coke from a Garland oven 


Extensive Tests Establish Outstanding Bakery 
Performance of Garland Range Ovens 


A demanding series of baking tests, 
conducted as a part of Garland’s 
continuous research and develop- 
ment program, offer dramatic proof 
that ovens of Garland ranges 
maintain a uniform heat. 

Bread, cakes, pies, rolls, delicate 
Danish pastry .. . all were baked 
to a turn, consistent from pan edge 


to pan edge. At the conclusion of 


the tests, Richard V. Snyder, Com- 
mercial Baking Instructor, Detroit, 


who conducted the tests, said, 
without qualification: ‘‘All types 
of pastry and bread products can 
be perfectly baked in this oven.” 


A Garland range is a complete 
cooking machine that occupies less 
than 10 square feet of floor space! 
All Garland units can be furnished 
in stainless steel and can be 
equipped for use with natural, 
manufactured or L-P gas. 


AUTOMATIC OVEN LIGHTING 
Twist of oven burner valve lights the 
oven. Special valve shuts off gas auto- 
matically should pilot light fail. 


Ask Your Dealer to Demonstrate 


PROOF OF PROFITS with GARLAND— 
Fired with Gas, the Ideal Fuel! Garland OpenTop 


— r 
a as 3 — 


Heavy Duty Ranges ® Restaurant Ranges © Broilers © Deep Fat Fryers © Griddles « 
Broiler Griddles * Baking and Roasting Ovens © Counter Griddles © Dinette Ranges 


Derroit-Micnican STOVE CO., DETROIT 31, MICHIGAN 
in Canada, GARLAND-BLODGETT, LTD., 2256 Eglinton Ave. W., TORONTO 


PRODUCTS 
earn 
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Molded Ginger 


Nith 


Menus for April 1953 


. ‘ 
Italian Spaghetti 


A 4 
Vith Meat 


Apricot Nectar 
Poached Egg on Toa 

. 
Vegetable ¢ 
Breaded Vea 


With T 


ckta 


Rice 


Mushroc 


" Sour 
Cutlet . Chicken Pie 

atavy ‘ Whipped Potatoe 
Potato a ‘ Diced Carrots, Pea 
Lin Gel n Salad 


mat ( 


Cold Cut 

Ale Sal 
Lemon Souffilé 
Cake. ( nut 


25 


Ora 


27 


Scramble 


ge 4 ren r Uc 


oked Eqa 
if 


. 

icken Bou 
England Boiled 
Dinner 


see 


ibe New 


Leg of Lamb, Grav 
pped Potatoe 
Diced T if 
Greer id ' 
Dressin . 


Apple 


Roast 
- Potatoe 


Beet 


Corned 
ibbage, Carrot 
4 Mustard 


vce Pu 


Sal 


Chiffonade 


oquette 
Green Pea Sauce 
Glazed Carrot 
Apple Chutney 
Fruit Cur 


nr 


t 


R 


Mi 


Ra 


Lt 


Shepherd 
Glazed Carrot 
Green $ 

Ru 
Orange 


ilad 
Dre 
Grapefr 


Sectior 


10 


1 Egg or 


Wafer 


Fresh Orange Ju 
Scrambled Eaa 


Grapefruit Juice 
Bacon, Cornbread 


. 
Split Pea Sour 
Baked Virginia Har 


With Raisin Sauce 
Creamed Potatoe 


3uttered New Cabba 


Mustard Re 
ate Eclair 


eet 


Choce 


amb Stew, Biscuit 

Sliced Orange and 

Pineapple Salad 
A 


Viacaroor 


28 


Vegetable Juice 
Beef Steak Pie 
Steamed Potatc 
hed Yellow 
Peact 


Turnig 


Ice Crear 
. 


Baked Sausage 
Corr Souffle 

n and Cabbage S/ 
Applesauce 


Gingerbread 


Doris E. Lewis 
Dietitian 

Butler Hospital 
Providence, R.| 


’ 


lied P 
Frozen Broce 


Strawberry S 


tate 


Par 


Fresh Vegetable S« 
Egg Salad on Lettuce 
Sliced Peache 
Date Nut Bar 


Baked Fresh Cod 
Dressing ed Potat 

Stewed 

W 


Tomatoe 
elon Pickle 
Box Pudding 


Whip 


atern 
Ice 
ped Crea 

. 

Omelet 
Hashed Brown Potatoes 
abbage Slaw 

d Onion Relist 
Gir 


f " 
Mushroc 


vew 
Beet ar 
Apples yer Snag 


23 


Fresh Orange Juice 
Scrambled Egg Prune 


Soft ( 


Juice 
7 oked Ego 
Grapefruit Mint Cockta 
Broiled Lamt 
Hashed Brow 
Pea 
Minted Green Pear Salad 
Tapioca Cream 
Whipped To 


Chop 
Potatoe 


Witt 


30 


Pineapple Juice Fresh Or 
Bacon C 
. 
ommé Madrilene 
Lamb Patties 
Escalloped Potatoe 
Peas 
Head Lettuce Salad 
With Russian Dre 
Indian Pudding 
With Hard Sauce 
. 
Spanish Rice 
Sliced Cold Han 
Cream Cheese 
Fruit Gelatir 


Whipped Crear 


Egg 


46 
rnbread scrambled 


. 
Barley Sour 
Dutch Beef Roast 
Over ri od Pc 


Con 


Pear Sa 


Witt 
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With turkey near the top of the 
list in meat preference by hospital 
patients and with prices so low that 
the cost per portion is one of the low- 
est of all quality meats, why not feed 
them turkey for Easter? 


ical new ways which are described 
and pictured in the new TURKEY 
HANDBOOK, just off the press. One 
copy will be sent free to all persons 


who direct hospital feeding; extra 
copies at 35¢ each. 


Learn to cook and prepare turkey 
in some of the delicious and econom- 


FREE TURKEY HANDBOOK! 


NATIONAL TURKEY FEDERATION 
Mount Morris, Illinois > 
?| UBK 


Single copies of the ‘Turkey Handbook" : LABY FEDERATION 
free, additional copies available at 35¢ P —~ 
each. Send for your copy on your business 2" ag 
stationery if you are engaged in quantity 
cookery. 

Name of Institution 

Address 


City and State 
By Title 


aa NATIONAL 
TURKEY 


Mount Morris, 
linois 
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aintenance and 0 


Utility Bed 


Solves the Bedpan Problem 


in the care of the aged and chronically ill 


NEW all-purpose utility bed witl 
special features which make it 
extremely valuable in meeting difficuls 


nursing care problems with patients 
of all ages was introduced at the Amer 
ican’ Hospital Association convention 
in’ Philadelphia last September 

It was invented by a doctor in col 
laboration with a mechanical engineer 
Before being in 
bed 
tested under the personal supervision 


ot the for 


period ot five years. The first two years 


and a businessman 


sublic the was 
| 


troduced to the 


doctor inventor an over-all 


were periods of mechanical change and 


festing ot pilot models by the doctor 


TESTED FOR THREE YEARS 


Che completed bed in essentially its 


present form received three years of 


actual ward use on seven different 


wards with different groups of em 


ployes and numerous patients. Pa 


tients used the bed from two days, in 


terminal cases, to periods of two 
months, when experiments testing its 


ibility to prevent bedsores and urine 
out 


used like 


foam 


rashes were carried 


The 


bed, with rubber 


bed can be any ordi 


nary mattress 


resting on the nylon sheet acting as 


a spring. However, it embodies special 
features which make its use desirable 
for any one of the following types of 
CASCS 


1. The 


complete rest and is unable to maneu 


cardiac patient who needs 


ver a bedpan. Bedpans can be serviced 
without the bed covers being disar 
ranged. Similarly, enemas can be given 
easily 

2. The paralyzed neurological pa 
tient who is unable to bend and who 
depends on tidal drainage 

3. The helpless, aged, incontinent 


Assisting Dr. Pirone in the studies dis- 


cussed here were Hans Haman and Salva 
tore Quaranta 
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FRANK J. PIRONE, M.D. 


Pilgrim State Hospital 
West Brentwood, N.J 


wetter and soiler. He is helped from all 
aspects, and the more helpless he is, the 
more the bed helps. He cannot roll or 
fall out of this bed, and our experience 
shows that he does not (ry tO get oul 
because he is always dry 


1. The 


drainage, or 


with 


gall 


Zenito-urinary CAis¢ 


the postoperative 
bladder drainage case 
». A postoperative patient to whom 


He 


change from a reclining to a standing 


early ambulation is helpful can 


position within the frame of the bed 
He can take a 


holding onto the 


his room 


walking 


few steps in 
bed as a 
frame 

6. Emergencies and especially for 


extensive burn cases, for the bed ts 
quickly modifiable into a mobile bath 
tub in which the patient can be im 
mersed. It is particularly valuable as an 
orthopedic bed in the treatment of con 


tractures 


SURFACE CAN BE REMOVED 


The sleeping surface, which in ordi 
nary beds consists of steel springs and 
mattresses, in the new bed is quickly 
and easily removable in whole or in 
part merely by turning the crank and 
unhooking portions of the sleeping 
the still in bed 


surface with 


Two steel frames fitted onto the 


patient 
end 
pieces of the bed readily convert it 
to an orthopedic device 

If the proper nylon covering sheet 
made especially for this bed is avail- 
able, it can be converted in two min- 
utes into a movable “padded cell” that 
will hold and protect competely from 


injury the most disturbed patients 


This bed really does away with chains 
for the disturbed cases, including the 
now in use 


silent chains’ of canvas 


It removes all mechanical restraint 
from the patient's body 

The bed in this form has been used 
most violent 


the patients in it 


with 
Patient after patient has quieted down 
and become cleaner in habits, and 
some patients have even demanded the 
return of “their bed’ when it was re 
moved from them for further experi 
ment 

Violent patients who were also un 
clean in their habits were given com 
plete shower baths while in the bed, 
employes or being 


without patient 


endangered in the process 


QUIETED DISTURBED PATIENT 

One patient who was so dangerous 
as to require both a strait jacket and 
heavy restraint sheets tied to her bed 
was kept in this bed for a month with 
no difficulty at all. This same patient 
Services 


learned to ask for bathroom 


and was accompanied trom her new 
bed to the water section regularly. She 
returned to her bed and closed herself 
in voluntarily. This same very difficult 
patient had at one time actually ripped 
toilet bowls out of the floor and pulled 
the shower stall plumbing out of the 
walls 

The unit, which is essentially a very 
simple device, consists of two ends and 
a middle piece. One person alone can 


assemble it by slipping the middle 
piece into position on each of the ends 
The and 
reinforced rubber strap sheet are al 


ready in place. The nylon sheet fits by 


foam rubber mattress the 


means of a series of buttonholes on 


the frame 


CAN ADD ORTHOPEDIC FEATURES 
There are no parts to lose, as the 
unit is complete in itself. When ortho- 
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_wtth a COMBINATION SCRUBBER-VAC! 
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Here’s a timely answer to the need for conserving manpower and 
reducing labor costs —a single cleaning unit that completely mecha- 





nizes scrubbing. A Combination Scrubber-Vac applies the cleanser, 
scrubs, rinses if required, and picks up (damp-dries the floor) —all 
in one operation! Maintenance men like the convenience of work- 
ing with this single unit... the thoroughness with which it cleans... 
and the features that make the machine simple to operate. [Us self- 
propelled, and has a positive eluteh. There are no switehes to set for 
fast or slow — shieht pressure of the hand on cluteh lever adjusts speed 
to desired rate. The powerful vae performs efficiently and quietly. 


Vodel 213P Scrubber-Vae at left. for heavy duty 
scrubbing of large-area floors, has a 26-inch brush 
spread, and cleans up to 8.750 sq. ft. per hour! 
(Powder dispenser is optional. Finnell makes 
Scrubber-Vac Machines in a full range of sizes —for 
small, vast. and intermediate operations — and in 
self-powered as well as electric models. From this 
complete line. you can choose the size and model thats exactly 
right for your job (no need to over-buy ov under-buy). Ws also 
vood to know that vou can lease Or pure hase a Scrubber -V ac, 
and that there’s a binnell man nearby to help train your main- 
tenance Operators in the proper use of the machine and to 
make periodic check-ups. For demon-tration. consultation. or 
Applies cleanser, | 4 literature, plone or write nearest Finnell Branch ov Finnell 
: System, Ine. 1403 East Street. Elkhart. Indiana. Branch Oflices 


scrubs, rinses, 
in all principal cities of the Lnited States and Canada. 


and picks up in 
ONE operation! 


BRANCHES 


FINNELL SYSTEM, INC. Sem “yr 


PRINCIPAL 
Oniginators of Power Scrubbing and Polishing WMachines CFU, CITIES 
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BEFORE YOU PAINT.. 
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TODAY! 


N 
Haat 


2826 § SS So ek Bae ad 


THE ARCO COMPANY 


READ THE NEW 


ARCO PAINT GUIDE 


Complete story on 
“top-to-bottom” 
protection for 
your hospital! 


Contains: 


46 COLOR CHIPS... including 
OPTONIC Colors scientifically 
® blended to complement natural 
and artificial light for color 
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therapy. 


28 PROTECTIVE COATINGS 
for every conceivable hospital 
maintenance use .. . interior or 


exterior. 


Get ‘‘Researched”’ Protection 
with ARCO PAINTS 


—— 


ae t. 
Maintenance Dep 
co co., Hespita! 
eS mer Avenue, Cleveland 21, Ohie 
7301 Besse — 


send me a free Copy of th 


Gentlemen: Please 
PAINT GUIDE 


Title 
Name 
Hospital 
Address. . 
City. . 
i ee 


7301 BESSEMER AVE - CLEVELAND 27, OHIO 


pedic or protective features are needed, 
these parts are added to the basic bed 
This bed has been found so easy to 
use that a 70 year old patient was 
trained to take care of a helpless, bed- 
ridden 80 year old patient since no 
lifting or heavy work is required. This 
suggests the possibility of using the 
still vigorous and employable citizens 
over 65 to care for the very aged 

One patient, completely blind and 
helpless, was kept continuously on his 
back for 50 consecutive days. Using 
only one bath a day and talcum powder, 
we could not produce a bedsore. The 
aeration, automatic dryness, and 
smoothness of the bed prevented it 
When the experiment was over and 
the patient was replaced in his old 
bed he insisted on having a urinal in 
bed to keep dry. Before he learned 
the comforts of being dry he had wet 
the ordinary bed indiscriminately with 
out calling for a urinal 


SAVES LINEN AND LABOR 

A patient who uses from 10 to 20 
sheets a day and requires four or five 
full baths a day is kept cleaner and more 
comfortable with one bath a day in 
the new bed, plus talcum powder, and 
the 10 to 20 sheets are never even 
used. The amount of labor saved is 
difficult to calculate, but is neverthe 
less considerable 

In all the time of testing, both with 
canvas and later with nylon, we have 
not been able to take one sheet of 
either material and declare it beyond 
further use. One particular nylon sheet 
was used dry for six months and for 
the next six months was daily given the 
severest of treament and use. The same 
sheer, at this writing, is still being 
tested severely. Yet aside from some 
loosening of two button holes no other 
damage is detectable 

This same sheet was deliberately 
burned through with cigaret holes 
in four places, and two knife cuts were 
made im its surtace In Spite ot this 
leliberately inflicted damage, the sheet 
remains useful and probably will be 
for another year at least 

The mattress can be contoured to 
fic any deformity of the body, and 
every turn of the crank gives a new 
and different tension to the sleeping 
surface. This means it 1s many mat 
tresses in one, since tt Is possible to 
produce every effect from board-like 
rigidity to softness. It can be adjusted 
until even the most complaining pa- 
tient finds the position and tension he 


desires 
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Should flooring problems be dropped 
on the hospital superintendent's lap? 





LOooRS can be a sound investment—or an overly- \ 
\ 
ystly expenditure—depending on how I] ie . 
Cc stly ¢ epen liture ac} ending on h we Lr) Call the Kentile Flooring 


suited they are to the area where used. For exam 


a | * 
ple, a corridor requires certain qualities in a floor 3 Contractor* for up-to-date 


...cafeterias present totally different flooring information about these floors 
problems...| iscment utility rooms must meet iY KENTILE ASPHALT TILE 
still other standards. | KENRUBBER TILE FLOORS 

And, because maintenance costs, public ap  KENFLEX VINYL TILE 
proval and over-all profits are affected, you'll VW KENCORK FLOORS & WALLS 
benefit by calling in a Kentile Y SPECIAL greaseproof KENTILE 


Flooring Contractor—to make 
sure the floors vou choose are the =, KEN ILE INC 
* = . 


right floors...the floors that will a 





ww *If you don’t know the name of your Kentile Floor- 
= ing Contractor look under FLOORS in your Classified 
for the smatiest cost. Phone Directory or write Contract Dept., Kentile, Inc., 
58 2nd Ave., Brooklyn 15, N. Y. 


last the longest... look the best... 
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Conducted by Alta M. La Belle and Jane Barton 


The V.A. Sets Up Housekeeping 


TRAINING MANUAL ON SWEEPING—3 


HOW TO USE SWEEPING COMPOUND 


NEVER sprinkle sweeping compound 
ver the entire floor this make 
too much extra work. Just sprinkle 
a Small amount (only enoughto settle 
the dust) Sprinkle it across one 
end of the roon and work it along 
with the sweeping tool to the other 
Side of the roon Then pick it uj 
nto a dustpar 








SEE HOW IT IS DONE 
Alor ac rding tt 


hown in Sweepy 


SWEEPY IS ACCIDENT CONSCIOUS 


SAFETY 


Hed t want to be he 
t broker He know 


Sweepy h 
AWARD 
ré por for anyone 


br 


the danger 


re 


os Housekeeping Training Guides, covering sweep 


Ing, dusting, waxing and mopping have been de 


veloped by the Veterans Administration for use in its 


hospitals. In this issue, The MODERN HOsPITAL presents the 


section of the manual on which was 


third sweeping, 


started in the January issue of this magazine. The first 


section of the manual on mopping will be presented in 


the April issue Ep 


65. Where the worker, in his zeal to get his job done easily, fol 
lows the theory that “if a little is good a lot is better 
he is just increasing his work load. It takes much longer to 

remove “a lot” than it does to remove just a little 

The purpose of sweeping compounds is only to settle the 
floor dust during the sweeping processes. There is no need 
to sprinkle it all over the floor; this is wasteful of both ma 
terial and worker time. The easiest way to conserve time and 
material (and energy) is to sprinkle a little sweeping com- 
pound at the beginning point of the sweeping job and push 
this small amount across the entire area to be swept. Then 
pick it up and dispose of it it should not be used on an 
other floor area 

Few sweeping compounds are fireproof 
the sweeper must wrap it up first to prevent it from blowing 
around and then must carefully deposit it in a container 
where it will not be likely to be the cause of a fire 


This implies that 


66. By using Sweepy’s Guide as a pattern, and by using a modi 
cum of sweeping compound with which to sweep over this 
pattern, a good sweeping performance can be obtained 

In a small room Sweepy has to use a pull-stroke first 
and he waits until he gets out of the corner before he starts 
the faster push-strokes 


Out of Sweepy’s knowledge of ‘‘not sweeping dirt into the 
corner’ and his studies of correct strokes has come a method 
of using the pull-stroke in the corners. The pull-stroke is 


an ideal stroke to get started with or to use in tight places 


Sweepy can qualify any time for a place on the hospital 
safety team for he observes every precaution possible to 
prevent accidents 


Sweepy has watched other Joes sweep and they have left 
their brooms extended into a space where everyone walks 


Not Sweepy though; he is always thinking of the other fellow 


70. Sweepy would rather have his toboggan rides on a real 
toboggan—not on a dustpan. Nor does he like to have to 
worry about other important people around the hospital 
tobogganing on his misplaced dustpan. He advises every 
worker to be extra careful about this small (but dangerous 
device 


Sweepy knows that most people get into certain habits; they 
expect always to find furniture where it is supposed to be 
This is especially true around a hospital where everything is 
supposed to be put back where it belongs after it has been 
used. 

Sweepy admonishes that every single piece of furniture 
or equipment a hospital worker moves during cleaning 
processes should be put right back where it belongs 
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MEMORIAL 
HOSPITAL 


CORPUS CHRISTI, TEXAS 


Patient room furniture by 


80, No 








3, March 1953 


Patient rooms at Memorial Hospital, Corpus Christi, 
radiate warmth... friendliness...comfort. Patients and 
visitors literally feel ‘at home."’ Carrom Wood Furniture 
has helped achieve this! 

Carrom Furniture is designed for hospital use...in every 
way! It is built for lasting strength available in beautiful, 
natural grain finishes—the hardest, strongest, most 
durable ever developed. Traditional or modern, 

it is distinctive and smartly styled. 

Write today for our informative catalog covering 

the complete line of hospital furniture. 


CARROM INDUSTRIES, tuC. 
Ludington, Michigan 
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we 


ON THEIR BRISTLI A we 


‘ 


BOOM 


TO TAKE CARE OF EQUIPMENT 


UPEND EM EXTEND EM 


er NOT 


AND 
TO REST 


' every 


THEIR BROOMS ANI 


cared tor br “ iy a 


and everyone ki ! new t wee ea 


Few people realize how dangerous a few pellets of dirt upon 


a floor become. It only takes one wrong step of an 
unsuspecting patient or to precipitate 
dent. The hospital is in business to preserve health—and not 
to destroy health through neglect or carelessness 

Sweepy therefore warns that loose dirt on a hospital floor 
can act like a pair of roller skates, and anybody knows that 


roller skates left around on floors can prove mighty danger 


can 


visitor a serious acci 


ous to our visitors and patients 


It may take only a momentary trip over a carelessly placed 
electric cord to cause a serious accident. Sweepy wishes to 
emphasize the importance of using every precaution, such as 
barricades, tripping cords. It must be re 
membered that the slim black cord of any piece of electrical 


equipment may be very hard to see 


to forestall over 


The first step toward cleaning many pieces of housekeeping 
equipment is to remove all loose dust first. This is especially 
true of sweeping equipment. It might be well to explain the 
need for this 

The prime reason that we first remove loose dust from any 
article which we will later wash is this: The removal of dirt 
through washing is accomplished by emulsifying the dirt or 
soil into a water bath and then flushing the soil out of the 
object being washed 
that the less dirt 
the easier the washing job will 


only reasonable to believe 


we are required to emulsify 


It seems 


be. It may also be that the degree of soil (if not first shaken 
out) will be so great as to necessitate several washings before 
the object is clean enough to use. The primary shaking out 
of loose dust will in all probability release enough of the 
loose soil to eliminate at least one washing, thereby conserv- 
ing time, soap and the longevity of the item being washed 

It must be emphasized that this shaking process must be 
done in such a way as to avoid redistributing dust into the 


air 


Sweepy looks down his nose at workers who cannot seem to 
understand how important it is to have clean equipment with 
which to perform a cleaning job. He wonders how anyone 
can expect to get a surface clean with a piece of dirty equip- 
He is sure that no one here would try to get himself 
clean with a dirty towel. The principle is the same in 
cleaning housekeeping surfaces. Sweepy’s theme song is 
clean equipment for cleaner surfaces.’ 

So Sweepy, observing his own theory of cleanliness, pro- 
ceeds to perform the second step of cleaning of his equip- 
ment—the bath. He first tests the temperature of his wash 
water. He realizes that extremely hot water will not be good 
for the bristles so he uses just tepid water 

He next looks to the type of detergent that will best float 
out the dirt from his brush. He has learned through his good 
book on sweeping that the new nonsoap detergents have a 
greater power to emulsify greasy soils; they break down the 
grease and dirt particles in the soil into tinier particles which 
are easier to float off. The expression commonly used to de- 
It simply means that it 


ment 


scribe this process is ‘free 
encapsulates the dirt particle more thoroughly and thereby 
permits it to rinse off much more readily 

These new detergents function much differently than did the 
old-fashioned high alkali soaps which we used to use for this 
type of cleaning. The old-fashioned soaps formed an extra 
fatty, and rather gummy, capsuie around each dirt particle 
and made them much harder to emulsify. Despite the fact 
that the newer soap will rinse off more readily, Sweepy takes 


rinsing 


every precaution to rinse and rinse again until he is abso- 
lutely sure that all soap and dirt are completely removed. He 
then shakes again, this time to remove whatever surplus water 
can be removed 

Once the washing has been accomplished, Sweepy smooths 
out the bristles or strands. He runs either his fingers or a 
special comb through—just enough to straighten out the 
brush part of the object. He is well aware that bent bristles 
will not help him to produce a good clean sweep 


Sweepy is mighty careful that his brushes do not evince 
symptoms of battle fatigue. He observes every opportunity 
to preserve his equipment. He would as soon try to rest him- 
self standing on his head as he would rest his brushes by 
standing them on their bristles 

Wet bristles are likely to be much softer than are dry 
bristles and they bend easier. No one, not even Sweepy, 
can do a good sweeping job with a droopy, bent bristle 
brush. Sweepy’s secret of being able to do a good sweeping 
job with a minimum of effort is to first have his tools in good 
shape. So he upends ‘em—and extends their life. He rests 
wet brushes in an upright position until they are thoroughly 
dried out and ready to be used again. In this way he has 
better sweeping tools, they last longer and most of all 
he conserves his own energy by about 50 per cent 

While we are discussing washing of brushes it might be 
well to include a few comments upon the frequency of brush 
washing.* Sweepy would especially like to point out that a 
brush must be washed out immediately should it be used to 
sweep up vomitous or feces or any other messy 
debris or spillage 

The frequency with which brushes that have not become 
so soiled as those noted above should be washed depends 
upon the usage they receive and the amount of soil they 


have gathered 


There are a few floor spaces where Sweepy may be called 
upon to use a carpet sweeper. He knows, though, that there 
is little point in using a carpet sweeper on any but a carpeted 
Other methods of sweeping are much more effective 
resilient floorings, and hard floorings. A dust 


floor 
on wood 
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“ONE SOURCE FOR ALL YOUR TEXTILE REQUIREMENTS” 


SHEETS 
TOWELS 
PILLOW CASES 
BEDSPREADS 
DRAW SHEETS 
PIECE GOODS 


BATH MATS 
BED PADS 


MATTRESS COVERS 
SHOWER CURTAINS 
HOSPITAL GARMENTS 


BLANKETS 


We operate 
our own cotton 
mills, spinning 
and weaving 
one of the 
finest muslin 
sheets made. 
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CARPET SWEEPERS 


VACUUM CLEANERS 


82 The vacuun leaner hand switct 


must be kept in good condition in 


order to have it work well 


83 The motor need lubricating to 


Don't monkey with this take 
the shox You are no electric 


84 If the dust receptacle 


clean there will be n 
sllect dirt 


day after using 


BS The ele 


packed carpet sweeper is utterly useless. Unless there is 
space in which the sweepings can be stored between the time 
they are swept into the pans—and until the pans can be 
emptied—there will be no point at all in sweeping; it will be 


wasted energy and wasted time 


Knowing this, Sweepy wishes to call our attention to the 
necessity of emptying the little storage pans on each side of 
the lower part of the carpet sweeper very frequently. The 
need for emptying these pans will depend upon the use to 
which they have been subjected. If extremely dirty floors are 
swept with them, they should be emptied several times a day 
It takes only a few moments 


When these pans are emptied, a large heavy piece of paper 
newspaper) should be placed under them to catch the dirt 
and dust. This paper should then be carefully folded over 
the edges and rolled into a dustproof bundle. It should be 
disposed of while still tightly wrapped 


A piece of machinery which has its mechanism blocked with 
dirt or debris in its movable parts is often referred to as 
being “frozen.” So is a carpet sweeper “‘frozen’’ when its 
movable parts become clogged up with dirt, hair, mop strings 
and threads. Frozen wheels will not turn. Wheels which will 


not turn easily can prove quite a handicap to the worker 


Sweepy likes to have free action when he is sweeping a floor 
He doesn’t think it is any fun to be bumping into everything 
Besides that, he has a high regard for the value of furniture 
and other things around the hospital. He doesn’t like to be 
held responsible for gouged or bumped furniture. Sweepy 
wants to point out that even small scratches on furniture re 
flect badly on the housekeeping division 

Sweeping around furniture is a slow process. Sweeping 
in an open area goes very quickly. Therefore, why not move 
a few pieces at a time out of the way, open up the area so 
that you can use “open area” technics? You will not only 
save time, you will save energy. And last but not least you 


wil save the furniture surfaces 


The vacuum cleaner wouldn't be much good to Sweepy if he 
could not turn on the electricity. In order to be able to turn 
on the electricity, he needs to keep his switch in good condi 
tion. In order to keep his switch in good condition he has 
to have it checked by an expert periodically. So he takes it 
to the shop at regular intervals 


Sweepy doesn’t make any claim to being an electrician but he 
does know when his motor is not acting just right. Even if it 
isn't beginning to develop any trouble he knows enough 
about electrical motors to realize that they have to be cared 
for periodically. He knows that some kinds of motors have to 
be lubricated occasionally. So he keeps a close check on 
them and gets them to the electrician when necessary 


Every vacuum cleaner has some sort of a container which 
traps the dust and stores it until it can be emptied. Some 
vacuums have a cloth dust bag; others have a metal con 
tainer. Some trap the dust in a water bath in a metal basin 
receptacle. But whichever type of dust container is on the 
machine it will have to be thoroughly cleaned out, periodi 
cally 


Whether the electric cord is covered with a rubberized sub 
stance or with a woven cloth-like covering, it still is quite 
delicate and will require daily careful care 

Sweepy says | watch the electric cord for every tiny 
little break and have it repaired immediately, just as soon as 
it looks a little worn. | never wait until it actually breaks 
before | take it to the shop for repair! 

Another thing that | am most careful about, too, is the 
winding of the electric cord. | have seen some Joes wind the 
electric cord just as tight as they could wind it, thinking that 
they were being very neat. | like to be neat too, but | would 
rather sacrifice a little bit of such neatness and have my cord 
last a little longer. My motto is wind the cord around the 
machine or around the special hooks that are sometimes pro 
vided, but do not wind it so tightly as to cause creases which 
will soon develop into breaks. Experts say that the wires 
break oftener in the folds in the cord where they are so 
tightly wound around the hooks than from any other one 


source 


Sweepy says: ‘Always be a plugger for good electric plugs 
Keep every one of your electric equipment plugs in topnotch 


condition 
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color is fused to underside = 


They ll beat °em, bang ‘em, and bump ‘em—but Kalistron-covered walls will alwavs look 
brand new. Kalistron can take it because Kalistron is different! It's super-tough, super 
thick Vinylite . .. with the lustrous color fused underneath the plastic. 

Yes, as records at leading institutions (schools, hotels, hospitals, ete prove Kalistron 
dares you to scratch, wear or mar it. 

And Kalistron is a dream to clean, too... JUST WIPE! That’s right—Kalistron cuts 
cleaning time up to 50%. Simply use a damp cloth with any household detergent—and 
s-w-i-s-h... this satin-smooth, heavy duty plastic is CLEAN. 

Kalistron’s superb colors, of course, are extra beautiful because they're seen in three 
dimension—through the clear Vinylite. This you must see. It can’t be described 

Indeed, only a few of Kalistron’s advantages can be mentioned here. For instance 
with Kalistron you can match upholste ry to your wall, using ( ph Istery Kalistron (backed 
with 3-w iv stret h fabric). 

In eve ry way Kalistron solves every wall proble m. 


_f4 


| a 
UX for detailed information. 


Addr ss: United States Plywor dl ¢ orporati ! 
55 West 44th Street, New York 
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Nozzles have to be kept clean! The vacuum cleaner brush 
has to be able to breathe, too. It breathes in dirt—right into 
the vacuum cleaner. If it cannot breathe in dirt, it cannot 
do a cleaning job 

Sweepy realizes that one of the most important things 
about a vacuum nozzle is that it hugs the floor tightly. If the 
nozzle is bent even slightly it will not hug the floor enough to 
permit a good vacuum suction of dirt. Another point that 
Sweepy is careful about is the fact that the nozzle may be too 
worn out to serve a good purpose, so he watches this care 
fully 

The dry pick-up vacuum cleaner that Sweepy usually uses 
generally has a brush in the nozzle. Sweepy takes as good 
care of these brushes as he does any of his brushes. He 
shakes them, combs out the accumulated hair and strings, 
and sees to it that the bristles are always straight and nice 


A good broom sweeps clean even if it is only a vacuum 

OUSTY USE cleaner brush. Sometimes a vacuum cleaner brush can get 

THIS ONE T awfully dirty. Bathing helps a dirty brush as much as it does 
a person when he gets dirty. Sweepy washes his vacuum 
cleaner brushes just as he would any other type of brush or 
broom. He washes them in o tepid mild alkali solution, rinses 
them well, straightens out the bristles nice and straight, up 
ends ‘em until they are good and dry. He is careful not to 
use the brush again until it is dry. He realizes that a damp 
brush will bend its bristles very easily and will spoil his 
sweeping job 


A number of things are important about a shiny clean 
vacuum cleaner. First, it helps to develop in the user a defi 
nite urge to do a clean sweeping job. There is nothing more 
destructive of employe morale than dirty work equipment 
Second, clean equipment has a very beneficial effect on all 
whether they are visitors to the hospital, the professional staff 
or just fellow workers of Sweepy’s. Sweepy likes the respect 
and admiration that his shiny equipment brings him. He is 
often unhappy when one of the other workers uses his vac 
uum machine and returns it to him all spattered with scrub 
water or maybe even gobs of wax. He is too proud of him 
self and of his own good reputation to use the machine when 
it is so spattered, so he takes a minute off and polishes it up 
before he starts off to work with it. He wishes that all workers 
would be as proud of their equipment as he is and that they 
would take better care of things around the hospital 


A long handled dust mop is used sometimes by Sweepy—and 
again it may be used by Dusty. Whichever one uses it 
“% realizes that having it clean is one of the first requirements 
91 This is the reason for using a removable mop head. If it is 
possible these mop heads should be sent to the laundry for 
r i ped 2 Pewee ooraphe ane “aie aig hn . on the laundry has the best facilities for washing them. Sweepy 
; - is careful to see that these mop heads are washed in a mesh 
bag so that the strands do not get tangled. They are not easy 
to use, or very effective cleaners, when they are all matted 
lf conditions are such that the laundry cannot wash the 
DAMP SWEEPING mop heads, either Sweepy or Dusty sees to it that they are 
Tr SWEEPING OR MOLPING ? washed frequently for they both like clean equipment. They 
shake out the loose dirt as they did with the brooms, wash 
} ; the mops in tepid (and rather alkaline or sudsy soapless 
detergent) water until all of the dirt is removed and the mop 
head is as white as it can be, rinse until every bit of the soap 
residue is emulsified and washed away. Then they hang the 
mops up until they are dry, first combing out the mop strands 
with their fingers until they are nice and straight 


IT | A CRIMI 
mer A“ dwork and fur 


Some employes don’t seem to realize that plaster breaks out 
of a wall so easily just by having a broom handle or a 
piece of furniture bumped against it; they have a complete 
disregard for maintenance costs. Sweepy is grateful for his 
good training in this matter. He has a wholesome regard for 
property costs and painting costs and plastering costs and 
refinishing costs. He is especially careful about resting his 


work equipment against any wall. He is more than careful 
about bumping anything against any surface 


Because “damp sweeping” is something of a misnomer, it is 
included both in the manual on sweeping and also in 
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HIGH-VOLTAGE VALVE TUBE 





High-voltage valve-tube rectifiers, developed by 
General Electric, are largely responsible for the 
efficient simplicity of modern x-ray apparatus. 
Today, GE kenotron rectifiers are unapproached 
for long, trouble-free life—products of General 
Electric's X-Ray Department, Milwaukee 1, Wis. 
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the mopping manual. As a matter of fact, damp sweeping 
is also a part of dusting. So the instructor who will be teach- 
ing this technic will have to include it in each one of 
these facets of floor care 

This can be taught in one of two ways. The damp cloth 
on a push broom is one method. The damp cloth on a special 
mop stick equipped with clamps for anchoring the cloths and 
adjusting their position is a second method. Still another 
method (and the most commonly used one today) is the 
actual damp mop which is wrung out frequently in clean 
water and squeezed as dry as possible so that there is very 
little water on the floor. Any of the three methods is accept- 
able. The method is relatively unimportant; it is the ensuing 
cleanliness that is important 


Sweepy is a shining example of the perfect worker who exerts 
every effort to perform a perfect job. While he is perform 
ing this perfect job he meticulously observes every phase of 
his work 
1. Importance of public relations aspect of sweeping 

Sanitation features of sweeping 

Safety features of sweeping 

Use of proper equipment 

Reasons why the sweeping job must be performed 

Correct technics of doing each type of sweeping 

Better performance 

The building of job pride 
9. Reducing the dead end attitude toward the job 
which should thus result in greater worker stability among 


workers and reduce turnover 


The instructor invites applause for Sweepy’s efforts. He 
next proceeds to introduce MOPPY, who will resume the 
floor care instruction where Sweepy leaves off 


(The first section of the training manual on mopping will appear in the April issue of this magazine). 








Hass Stainless Steel Holloware 
TEA OR COFFEE SET 
EASY TO CLEAN 


CREAMER 


SUGAR 4 ot. capacity. Welded 


4 ot. capacity. Attrac- Welded spout; insula handle. Easy pouring 


tive border decoration. ted handle: double spout. 
Snug fitting cover. thick extra strong hinge. No. MA604 
No. MA6I2 For tea or coffee. $3.95 
$4.15 No. MA600 


$7.95 = Lo 
ALL APPLIED PARTS ELECTRICALLY « =? 


WELDED AND FULLY GUARANTEED VACUUM AQ} 
= PITCHER : 
Attractive bor- 
soup der design 
TUREEN a 
10 oz. capacity wei + 
Welded base Secakees Main 
attractive bord tains liquid 
yf design Snug temperatures 
itting pe oneF- hot or cold, for 
3/,"" dia 


h 
deep ours. 


$6.80 SUANTITY PRICES 


ON REQUEST 


WRITE FOR 
DETAILS AND 
PRICES ON 


OTHER 
PATTERNS 


SUPPLY CORPORATION 


\OO Fiten Avenue, New Tork 11.6 * 








No. MA 533 
$59.50 


air puRIFICATION 


known 


IMPROVER 


ror ONE (1) YEAR 


Activated © 
ber 
OTHER It actually ~ 
As aroma gases come 
d gaseous 
them tenaciously 
process. 
Nothing * adde 4 
through the use 


are 


ties 
impurt forced to 


until dors 
cts oaeo 
Improver merely extro sponge 
_the Air — ‘herr up’ like @ P ei 
s in 
soame ic feet of ait Solio 
s 60 cubK " 0 cubic 


tantly purife up 
The Air Improver eae ventilation 19 anes appROVAL 
maintaining good qv EDICAL sv This unit is 
HAS NAVAL M - actually REMOVES and 


+ U.S b 
= aerith masking — of the odor molecules DY 


through the absorptio 


d to the ai 
{ activated 


nly unit 
= Pr a. contused 
URIFIES the ot 


replace 
4 carbon. dic 


na 
P d perio 
activate ntion beyond P 

onths unm er 

the same lahon 

da slight Ss e air in constant circu 
an a 1 
inuously 


designed to run cont 


SERVING INSTITUTIONS SINCE 1922 














WRITE FOR 
eS CFAROLD 
OF OTHER Sy) SUPPLY CORPORATION 


EQUIPMENT te ete tee 
& SUPPLIES / 





The MODERN HOSPITAL 











WHEN YOU USE 
HEXACHLOROPHENE GERMA-MEDICA” 
ANTISEPTIC LIQUID SOAP 


A scrub-up with Hexachlorophene Germa-Medica costs you only 1/5 of a 
cent per wash—much less than the cost of any comparable liquid surgical 
soap on the market today! Imagine! Fifteen scrub-ups for just 3¢, and yet, surgeons 


and patients get the finest protection money can buy. 
I ; 


A daily 3 to 4 minute wash with Hexachlorophene Germa-Medica reduces 
bacterial flora on the skin well below safe level . . . lower than the conventional 10 


minute scrub with scrub brush and germicidal rinse. And it leaves your skin 


with a clean feeling . . . you know your hands are clean. 


You needn't take our word for it. We'll gladly send you a sample in a valuable plastic 


dispenser bottle without cost or obligation. Write today for this offer. 


EJexachl orophene . Se 


dispenser bottle now! 


Germa /\\edica « 


Contains 1°% Hexachlorophene .. . 2!/2°% of the soap solids 
A PRODUCT OF HUNTINGTON LABORATORIES, INC. 


Huntington, Indiana a> Toronto, Canada 





Build Fire Safety Into the Hospital 


it they may normally be 
Nn Open position | 
matically Or may he 
toa selt closing action 
such transverse . partitio 
ised in each building 
nes should be used fi 
ildings so that their spacing would 


be from 100 to 150 teet apart 


If it’s lighting — 
rely on the vast 
experience of 


GU 3 ... hospital lighting consultants since 


1902... creators of the FIRST 
Shadow-Reducing Operating Fixture... 
manufacturers of America’s most complete 


line of hospital lighting equipment. 
\. 


/ From eaftertence comes shell 


Call your nearby Guth Resident Engineer 
or write for Catalog 49-A-0 today. 


LIGHTING 
THE EDWIN F. GUTH CO. / ST. LOUIS 3, MO. 


The second additional feature is 
the enclosure of all vertical passages 
to prevent the inordinate spread of 

and gases from floor to floor 
These include ljumb-waiter shafts. 
elevator shafts, laundry chutes, waste 
chutes, stair towers, pipe shafts, in 
terior ventilating and light wells, and 
similar openings. The enclosing walls 
must be of fire-resistive Construction 
Self-closing fire doors should be pro 
vided on stair towers, laundry chutes, 
lumb-waiter shafts and elevator shafts 

One of the leading causes of fatal 
ties in hospitals is the lack of adequate 
exit facilities. It is hoped that by ap 
plication of the toregoing means of 
slowing the progress of fire, the need 
for evacuation of patients will be re 
luced and the time available for evacu 
ation will be increased. However, the 
exit facilities should be available and 
idequate since they also help the fire 
men to fight the blaze from the in 


le 


terior as well as from outs 

One can readily visualize the status 
of the exit facilities in an existing 
hospital by asking only one question 
Can a patient be removed from an} 


room without being exposed 


to fire 
raging in any other portion of the 
building? In other words, if a patient 
is being removed from a room because 
of fire down the corridor on the lett 
can safety be reached by going down 
the corridor to the right? Or vice 
versa? 

For optimum conditions of evacu 
ation, a stair tower will be required 
at the end of each wing or corridor of 
multi-story buildings housing patients 
It should have a self-closing fire door 
which opens in the direction of travel 
to safety. The width of stairs and 
landings should be sufficient to permit 
the handling of patients on stretchers 
or mattresses. Exit stairways should 
lead to a place of safety A direct 
discharge to the exterior 1s preferred 
but a discharge to an interior vestibule 
or corridor leading to the 
permissible if such space 


resistive Construction 


Reference Material 


Detailed requirements covering recom 
mended construction practices relating t 
exit facilities, alarm systems, fire-resistive 
construction standards, and extinguishing 
equipment may be obtained from the Na 
tional Fire Protection Association, 60 Bat 
terymarch Street, Boston 10; the Nationa 
Board of Fire Underwriters, 85 John Street 
New York City Information concerning 
the establishment of a good fit satety 
rogram may be obtained 
ican Hospital Association 


Street, Chicago 10 
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ENBlliry 


TO MEET YOUR NEEDS 


@ Flexibiliry is one of the 
important advantages you gain through the 
use of St. Charles casework and hospital stor- 
age equipment. Each job ts individually made 
after approval of shop drawings. Available for 
adaptation to the layout-—large or small—is a 
wide range of basic units, in various dimen- 
sions, supplemented by specialized functional 
units such as instrument and narcotics cases, 
ice chest, wardrobe and chart rack. One-piece 
counters of various materials are made cto 


measure 


If you are now planning or contemplate a 
new hospital, addition, or modernization, call 
upon the St. Charles field representative in 
your area. Show him your plans. Let him show 
you just what can be done through the use of 
St. Charles equipment—to solve problems of 
space and to give maximum storage and con- 


venience at minimum cost 


SEND FOR ST. CHARLES BOOK 


A new, 8-page booklet gives details of construction, dimen 
sional data, and other information about St. Charles Hospital 
Cabinets. Be sure that this helpful booklet is in your files 
Write for 1c now! 


HOSPITAL 
STORAGE EQUIPMENT 


ST. CHARLES MANUFACTURING CO. 


HOSPITAL DIVISION (Dept. MH) 


ST. CHARLES ° ILLINOIS 
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Medical Audit Gives the Answer 
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A PLASTIC LIFELINE.. 


truly a plas 
non-re 


TYGON surgical TUBING i 
Flexible 

and non-toxi 
blood 


intravenous 


translucent 
TYGON is widely 
sfu 


intraperitoneal 


tic lifeline 
active 
frar sions and in 


sed in 


and 
subc uvtaneous feedin } 

be 
bactericides. It shows no 
blood blood 


glucose and other solu 


completely sterilized 


TYGON 


steam 


can 
or 


with 


with 
reactivity whole 
plasma saline 


tions. It contains no pyrogen producing 


bodies. It does not coat. It drains free 


TYGON has the widespread approval of 
surgeons and hospital: fully meets the 


requirements of F.D.A 


the presence of heavy metals in con 


with respect to 


tact, with human blood and tissues 


TYGON TUBING may be obtained from 
your usual surgical and hospital supply 


dealer 
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those that were performed were 


quately 1 by consultation 
valid 


cesarian 


supp rre< 
The 


exceeded 


pathologic al indications 


section rate never 


6 per cent, which is below the na- 


and all these cases were 


by 


ti nal iveraye, 


consultation and 


The 


e records of internal medi 


also covered 


pathological indications test 


checks of tl 


cine and obstetrics were not remark 


ible 


During 


in the report 


three-year period, the 


9 exploratory 


the 
reports showed that 
laparotomies were performed. Some 
ot 


lemonstrate d 


Was 
ot 


which would lead one t 


ty pe pathological condition 


at ope ration in 


these 
conclude that the device of explora 


diag 


Cases 


tory laparotomy as a means of 


is not abused in this 


being 
When, in the opinion of the 
has been mis 


NOSIS 
hospital 


auditor, a specific Case 


managed or misdiagnosed, the record 


is abstracted and written into the re 


port under a coded number. There 


were 12 such cases in the original 


the 
The 


phase 


report, as compared to four in 


second and five in the third audit 


marked improvement in this 


may or may not be significant from a 


clinical standpoint 

There were two Classifications of 
surgery in the original report in which 
it was evident that unnecessary surgery 
This tact 


normal 


was being performed was 


CXCESSIVE tissue 


The 


two 


evident in an 


ate improvement 


removal 1 


ichieved in these categories 1n 


the two following years is shown in 


Table 


mal 


showing percentages of not 
for 


who were singled out for special men 


tissue removal the surgeons 


tion in the original audit report 
The Overlook 
Hospital, ap 


en 


board of trustees of 
the unanimous 


staft, 


with 


proval of the medical has 


gaged the same auditor on a contract 
We teel 
that the surgeons have had their share 
ot 


(Wo 


basis for the next two years 


scrutiny, and that in these next 


years the internists and obstetri 


be audited 


should thoroughly 


cians 
auditor in 


The 
] 


structed 


therefore, has been 


all 


pediatrics ind ob 


period 


to examine the records in 
medicine, 
tor the 
one-half of 


same period 


internal 


SteEtrics one-year fiscal 


surgical rec 
We 
1 feel 


an 


but only the 
for 


proud of oul 


ords the are 


Organization ane 


into conducting 
j 


aud 


that this venture 


its has 


nual, independent medical 


been most successful. A better under- 


standing exists among. the doctors, 


trustees and hospital director, speak- 


ing well for what we have done. 
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A DOZEN USES 
FOR EVERY SIZE | 


andy, machine-made Carotas Cotton Balls save time and money— 









all through the hospital. 










Cheaper by far than gauze sponges and soft as only cotton can be— 


they’re gentle to tender or traumatized tissues and fully absorbent of 






moisture... useful in dozens of ways in every hospital department. 









Caroias Cotton Balls are firmly spun from fine quality, long-fbered 


cotton. They’re uniform in size, compact and resilient, completely free 






from nibs and wispy ends. 











Super 2000 per 







Special 2000 per case 
Supplied in five sizes Large 2000 per case 
Medium 4000 per case 
Small 8000 per case 









Won’t you write us for a sample and a copy of our Price List? 


Caroling Absorbent Cotton Company 


DIVISION OF BARNHARDT MANUFACTURING CO., 
CHARLOTTE 1, NORTH CAROLINA 





cAROLAR 
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FOR MAXIMUM COMFORT AND ABSORBENT CAPACITY 
CAROLINA 


for all hospital uses 


Carouina Sanitary Napkins, made by 
specialists in cotton, provide unequalled comfort 
and absorbent capacity for all hospital uses. 

These napkins are all cotton, specially treated 
to provide the downy-soft comfort and absence 
of chafing and irritation so necessary in surgical 
or obstetrical cases. Each cotton napkin is 
enclosed in a strong, tubular knitted stockinette 
jacket, which is not merely a wrap-around cover 
but entirely encloses the cotton. 

Carolina Sanitary Napkins do not shrink or 
become brittle when sterilized. Actually heat 
makes them bigger and fluffier. And to give 


maximum absorbency and quicker, longer 





protection, the center of each pad contains a 
specially designed cellulose filler. 

Try Carolina Sanitary Napkins for greater 
patient comfort—and lower costs in your hospital. 
Provided in three standard sizes. Banded in 
dozens— 100 dozen per carton. If you are not 
using Carolina Sanitary Napkins now, ask the 
Carolina representative or write for samples and 


further information. 


CAROLINA ABSORBENT COTTON CO. 


(Division of Barnhardt Mfg. Co.) 
CHARLOTTE, N.C. 


Ai$O AVAILABLE COTTON FILLED NAPKINS GAUZE WRAPPED AND CELLULOSE FILLED NAPKINS 


Other \ ¥ = 
Carolina vom ff ET “ea 
Products . é 
Cotton balls Combination pads and rolls Absorbent cotton -_ Hospital 3 
Supplies ~» 
ACTUREO WHERE GROW : 





Through the years VOLLRATH has served 


the medical profession 


For years Vollrath | | yvork hand in hand with 
t] | | I ( rh na Vollrath has | come a Syl Oo 


Or lain nN meled 
( ra ler 


BOWL 
THE VOLLRATH CO. sHEBOYGAN, wis. 





Hospitals Win Court Fight Over Surgical Privileges 
President of A.P.H.A. ... A.H.A. Holds 
Name Rev. Harold Barnes President .. . Institute for New York City Administrators 


Hospital Wins Court Fight Over Right 
to Restrict Surgeon's Privileges 


MARYSVILLE, OHIO.—-An important 


court victory for hospitals was scored 


here last month when Common Pile 
Judge Marion Owen of Urbana, Ohio 
dismissed t Suit brought y D1 ( | 


Bolinger against the Union County 


Memorial Hospital. Dt 


tended that the hospital 


Bolinget con 


had no legal 


right to restrict him from practicing 


major surgery in the hospital 


The decision favorable 
pital trustees followed 


i demurrer action filed by attorneys 


for the board. The court journal entry 


signed by attornevs tor both sides and 
Bolinger as 


1 that che 


surprisingly, by Dr well 


part, It is order 


hammeitt 


States in 
petition of the | be dismissed 


and judgment rendered against the 
plaintiff for the costs of this action 

Attorney Clarence Hoopes and for 
Luther Ligy filed 
low il Com 


mer Prosecutor 


the demurrer action in the 
Pl iS 


complaint 


mon Court in answer to. the 


Bolinger praying that the 


board be enjoined from preventing 


trom major surgery 


him practicing 


on his patients in the hospital 


detense 


In their cross-petition, the 


Bolinger 
certificate trom the 


medical board 


attorneys attacked the con 


tention that his 


state gives him the 
surgery in the 
Hy spita 


hout 


Oh 


major 
Memorial 


claimed is wit 


right to practice 


Union County 


This the defense 


foundation and quoted from 
Juris Prudence, Page 9] A license 


| 


issued to him a 


it physician gives t 


mere naked privilege of practicing 


medicine, or, in other words, an im 
from punishment because ot 


license W hatever 


munity 
without a 


benetit is derive 


prac tice 
| 


d from the statute by 
1; 


those engaged in the practice of med 


only incidental 


and Surgery 1s 


cine 


Answering the Bolinger claim that 


the rules of the hospital is to the nec 


essary qualifications for major surgery 


are unreasonable, the defense pointed 


Ohio 


our that the statute creating the 


146 


rd specifically grants it 


i make 


deems expedient for 


hospital be a 
broad 


quirements it 


powers whatever re 


the government of the hospital Stat 
board 
management and control of 
shall 

vovernment thereof and 


Page 176 


ing in part that che shall have 
the entire 
the hospital and establish such 
rules tor the 


( nlinned 7 


Gifts and Bequests 

in Health Fields 

Increase in 1952 
NEW Publicly 


and bequests for philanthropu 


YORK announced 
vifts 


t< taled 


compared 


purposes in 10 large ties 
S$496.038509 in 1952 is 
with S4 00,762 tor the previous 


year, results of a survey disclosed re 
cently 
Grfts 


$390 864.460 | | an 


recorded reached the sum of 


mncrease 


over the $346.874.762 total in 


Total bequests he weve! shx wed 


crease trom $140,426,000 in 195 


$105,174,049 tn 1952 


The ure itest imerease in Living Was 


shown in the field of health where the 


122,432 against 


Although 


al was S102 
tal of 8$65.674.373 


il work 
t the publi 


rece i 


fts and bequests in the cities 
total of SIGILSO1L.482 
$178.243.998 
social work in 

Griving ducation 
the total for 1952 


iS compared 


Religious giv 


1eCrease 


SOL 178 


showed 
being $1 with 
S 1026 in 1951 
ilso showed i considerable In 
i total of 


$19,001,464 


isc, with S79 


and 
! 


The study, which has been continu 


for th ast ? years, was con 


John Price Jones Com 
fund-r ising and public re 


New York 


ultants in 


Mid-Year Conference . . 


.. . C. E. Copeland Elected 


. Methodists 


C. E. Copeland Will Be 
Next President of 
Protestant Association 


Copeland, admin 


CHICAGO.—C, I 
istrator of the Missouri Baptist Hos 


pital at St. Louis, was named presi 


dent-elect of the American Protestant 


Hi spital 


Association 


annual convention here last month 


+ 


C. E. Copeland Lee S. Lanpher 


succeed Lee § 


Hospital 


will 


Mr. Copeland 


Lutheran Cleve 


Lanpher, 
land, who became president during the 
convenuon. Mr. Lanpher 
John G. Dudley, Memorial He spital 
Houston retiring president 
More 600 


Protestant hospitals took pare in_ the 


succeeded 


Tex., 
than representatives of 


also attended meetings 
Hos 


and denominational 


convention and 


of the Association of Protestant 


Chaplains 


ling 


pital 
the Southwide Bap 
Lutheran He spital 
Hi. spital As 
Benevolent 
Evangelical and 
hurch, the Army 
Association of Methodist 


Pre Ss 


Xroups, incluc 
cist Associat Nn, 
Association, Episcopal 
sembly, Commission on 
Institutions of — the 
Retormed ¢ Salvation 
the National 
Hospitals and Homes and the 
byterian Hospital Administrators 
Discussing trends in nursing before 
Helen Nahm, director 


ional 


the convention 
iccreditation service of the Nat 
Nursing 


favorable 


League tor reviewed what 


, } ; 
she described as develop 


ments in the field—a refreshing change 


from the discouraging reports that 


have been made so frequently in recent 
years, she said 
Among favorable developments in 


Miss Nahm listed the 
Continued on Page 178 


Nursing 
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hb ZB @ CHIROPODY ROOM 


OFFERS A PLANNING SERVICE [igual 


@ EMERGENCY ROOM 


FOR ALL THESE AREAS ane 


1 @ EXAMINATION AND 
TREATMENT ROOM 


@ EYE SURGERY 

@ GYNECOLOGY ROOM 

@ MEDIUM SURGERY ROOM 
@ OBSTETRICS ROOM 

@ PLASTIC SURGERY ROOM 


| 


Ts) e pRocTOLOGY ROOM 


@ UROLOGY ROOM 
TAKE ADVANTAGE OF THE 


RITTER PLANNING SERVICE NOW 


If it’s new construction or remodeling, the Ritter Planning Department 
is ready to help in suggesting plans for the specific areas mentioned above. 
Backed by years of experience in creating thousands of plans for the 
professions, the Planning Department can be of immeasurable help in 
showing proper location of equipment and all the services—air, water, 
gas, waste and electricity. All plans are completely detailed and indicate 
the required equipment in each room. 

Whether you are considering a Ritter Medium Surgery Table, Ritter 
ENT Equipment or Ritter Dental Equipment... or if your plans are in 
just the rough stage, send them to the Ritter Planning Department and 


let us help you. 


Ritter 


chalets jhe da ditcdfertiabcdalinding 


Oy 


mgrter rar, rocwester 3,n.y. AIRMAIL YOUR PLANS TODAY! 


RITTER PLANNING DEPARTMENT 
TY RITTER PARK, ROCHESTER 3, N. Y. 
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NEWS... 


Hospital Association Officers Take 
Part in A.H.A. Mid-Year Conference 


CHICAGO.——Divergent views on re 
ommendati he Magnuson 


{ , 


Com 
health nee emecrpe 
Assi 

conference re 
Dr. Edward |. Me 
Amet 


ssociation and a major 


American Hospital 
mid-year 
month when 


Cormick 
n Medical A 


sident-elect of the 


conference program 
report as essen 
Albert V 
H.A.’s Wash 


is an ‘intel 


while 


pr sidents 

regional and 

issociations, the 
ipproximately 

to ¢ hicage for 


hosput il 


conference bre 


leaders review 


urrent problems with 


those with which state as 


ind lox il hospital councils 


IS On 
ncerned 

Speaking on hospital-physician rela 
on Dr. McCormick mentioned 
Magnuson only 


leclarins that it Was ( 


the 
report incidentally 
sentially 
ind 
Michigan 
led, he said 
American ta 

| I Mul 


socialistic document cing 


University of 
h reve 
per cent « have 


' 
what « considere ; debts 


imp sed by med 


tal bills. Dr. McCormick 


ser understanding and 


finvann pburden 


] 


Cooperatl Wnony individual 


physi 


cians an rospitals ind their local and 


state medical and hospital associations 
American Hospital 
American Medical 
liaison be 
board 
McCor 


recommended ett L yomnt co 


ind, finally, the 
Association i thre 
Association Ii 


kdministration 


ENA p ore ve 


rween staft and 


within the hospital unit, Dr 
mick 


rcerence committ 


FEprese Cation ¢ 


Mhursiny 
r. Hugo Huller 


extended consid 


ifter 


OcChLition committee on 


is definitely recommended 


levelopment of an associ 


yram tor the accreditation of 


Is——g proposition which 


of de legates last de} tember 


the staff and committee t 


explore Instead, the committee has 


tl if thre issociarion she ild 


me thods 


now 
finance the accreditation pre 

tne Natu nal League of Nursing Dr 
Hullerman | 


alse Si 
that the ass a ) ht help 
{ 


irch in nursing cduc 
The ilso em 
{ 


hospitals should be 1dé 


re POrcee 


VEsec d 
finance tion 


ind 


res¢ 


SCTVICe COMMITEE 


phasized that 
quately represented in policy-making 
accreditation 


councils of any nursing 


SCT VICE 


MASSACHUSETTS MEMBERS OBJECT 
Hul 


Director 


Following presentation of Dr 


lerman’s report, Executive 
George Bugbee read a letter which the 
association's trustees had approved tor 


all member hospitals, 


distribution to 
urging individual hospitals not to join 
ind pay National 

of Nursing. Commenting on the lettet 
Dr. Philip Bonnet 


the Massachusetts 


dues to the League 
president-elect of 
Hospital Associa 
tion, objected to the ban on individual 
hospital memberships in the league 
This 


the hospital to 


of hands 


should b 

On a 
only the 
telt 


tactic Was objectionable 


lecision, he said 
show 


Mass i 


that the 


make 
however 
chusetts 
A.H.A 
In another 
Mr Bugbec 


survey oF 4 


repres¢ Nntatives 


report to the conterence 


reviewed results of 


State hospital associa 


tions which were queried on thei 


SCTVICCS 


and 


problems, memberships, dues 
organizations. Seventeen of the 


State ASSOCIATIONS he reported have 


considered to be “full-time 


tull-cime 


tion to these SIX 


what are 


association with 


programs 


paid staff In addi 


States anticipate that tull-cime pro 


gram may be inaugurated within the 


next few years. [Twenty-two state ass 
Ciations Have been incorporated Mr 
Bugbec 


Among the 


re pe rted 


proxi im ictivities re 


ported by most of the state associa 


tions were membership promotion 


uniform accounting, institutes, indi 


vent Care reimbursement, fire msurance 


rates, association bulletins, auxiliaries 
ind assistance programs tor individual 


Asked 


problems 


hospitals on special problems 
tO name the mos 


telt 


issOociation 


ImMpo!r int 
could be hel 
activity, the 


Caries hy { 


which it was 


State 


tion secre listed mons 


others, third party payments, legisla 
tion 


iblic 


personnel shortages, accounting 


ind personnel rela 


relations 


tions. Altogether, 30 


of problems were incl 


Classification 


Dr. Charles Letournea 


the associations Counc 


sional prac rice 


resentatives of th int ommiussion 


on Accreditation of Hospitals are al 


at work making hospital visits 


Dr. Letourneau emphasized that the 


representatives aim to help adminis 


trators and doctors improve their hos 


and are not to be considered 


pitals 


as spies or policemen Reps ring’ to 


the conference on visits to recently 


opened Hill-Burton hos 
Midwest and South, o 


staff members said they 


Stances Of serious fina 


; ; 
Problems of medical organiza 


tion and personnel shortage were 
hospitals 


pe St-election 
W hit 


execu 


encountered in some of these 

In his 
health legislation outlook,’ Mr 
hall urged hospital 
tives to read the repo the 


Magnuson 


characterize 


rep rt on the 


issoclal 


commission carefully He 


d tl t a n intelli 


gent and fair « of problems 
j 


facing the ted ronment 


voluntar 


Montefiore Hospital Using 
Cobalt 60 Machine in 
Cancer Treatment 

New YORK The 
the | 1 States t 


telescope like eV 


ites 


iimecnt 

veiled recently 

in New York City 
Dr. John Cc. B 

\romu 

of biology and 


machine s 


in the tre 


Ene rey 


more significant moment 

ical history of 
Emphasizing 

iCtive 1S¢ 
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Clarke Floor Maintainers 
come in 11”, 13”, 15” 
17”, and 23” sizes. They 
scrub, wax, polish, steel 
wool, shampoo, disc sand, . 

as inlet, Aadenanie late will keep your floors spotlessly clean, 
tank available. like-new in appearance and sparkling 


Clarke floor maintenance equipment 


bright day after day. Clarke takes the drudgery 
out of floor care by making equipment e-a-s-y 
to handle and whisper-quiet. Floor care can 
go on any hour of the day without disturbance. 


Clarke builds rugged machines to free you 


A great cleaning companion 


the CLARKE from irritating time-out for repairs. But 
WET-DRY VACUUM above all 


they work fast saving time and materials 


Clarke machines clean! And 


Here's the ideal machine wherever 
water, dust and dirt must be picked 
up. Quick-draining dump valve ( ; 
pe oe 0p age . cost per square foot per year. What more 
ul suction . easy to handle . 

useful for any type floor, drapes, could you ask of any maintainer? Buy a 
overhead fixtures, venetian blinds, . ; . 
any hard-to-reach places. Porcelain. CLARKE! 
inside and out. WD-23 for large 

oreas, WD-15 for smaller areas. 


and drastically lowering your maintenance 


Mail the coupon for full details. 





CLARKE SANDING MACHINE COMPANY 
523 Clay Avenue, Muskegon, Michigan 


Send me full ill d information on the following 
(0 Wet-Dry Vacuum Cleaners (J Fleer Meintainers 


larke _— 


CLARKE SANDING MACHINE COMPANY 
522 Clay Avenue — Muskegon, Michigan 
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MORE 
PRACTICAL 
THAN 
CULTURE TESTS 


Diack Controls 


; 
re mre 


Time saving 


Economical 


v 


Checks Autoclave before next 
load 


SMITH AND UNDERWOOD 


Sole Manufacturers Diack Control and 
Inform Controls 








NEWS... 


Speaker at Methodist Conference Urges 
Coordination of Hospitals, Nursing Homes 


CHICAGO ospitals, nursing 
the aved she uld 

the same management in 

ct the kind of coordinated 

needed by patients and 


lemanded by economy and efficiency 


Dr. Dean W. Roberts, director 

Commission on Chronic Illness, said in 
in address at the annual convention of 
the National Association of Methodist 
Hospitals and Homes here last month 
More than QO representatives of 
Methodist institutions attended — the 
convention and heard Dr. Roberts 


iddress 


Even though these institutions are 
not located at the same sit Dr 
Roberts said, having them under a 


single management——preterably that of 


the hospital would permit patients 
to be moved and cared for by the most 


1 
economical and medically beneficial 


methe Is at ill times At present he 


porn 1 out, many patients remain im 


general hospitals, occupying expensive 
beds, long after hospitalization 1s_ re 


quired simply because they do 


have idequate homes to which to re 
turn. On the other hand, many desper 


itely ill and even dying patients are 


being cared for in nursing homes 


where medical supervision is lacking or 


linated 


led 


utterly inadequate. Only by coor 
management, Dr. Roberts conclu 
can these inetticiencies and ina 
cies of service be overcome 

j 


coordinate ISTIC 


tional ca d spital management 
Dy Roberts said idequate disposition 

the rapidly growing problem of the 
chronically ill would also require greatly 
increased care of chronically ill pa 
tients in their own homes, and wide 
spread application of the newly emerg 
inv technics ot rehabilitatic } 

In his discussion of nursing home 
care, Dr. Roberts said the commercial 
nursing home was comparatively rare 


just a few years avo, having sprung 


into existence in recent years to fill che 
gap between hospitals and homes for 
the aged. He estimated that there are 
some 9000 commercial nursing homes 
with 170.000 beds. now in operation 


Some of these are excellent he said 


ind many are trying to improve.” Im 
provement to achieve, how 
ever, he added or financial 
reasons hronicall I] patients 


can finance t 1 l ind at 


Methodist Hall of Fame awards were pre 
sented by Dr. Karl P. Meister and Bishop 
Paul E. Martin (at left) and Bishop W. T 
Watkins (far right) to, |. to r.: Dr. Watson 
S. Rankin: Mrs. J. J. Perkins, Mr. Perkins 
L. E. Cox, and Dr. M. T. MacEachern 


present there is no provision for pre 
payment or insurance to Cover institu 
tional care of thesé conditions, he 
pointed out. Affiliation with hospitals 
Dr. Roberts concluded, offers the best 
ivenue to development of more ade 
nursing home service 
In his annual report to the conven 


tion, Dr. Karl P. Meister, executive sec 


retary of the association, said that the 


O he spitals athliated with the Board of 


Hospitals and Homes of the Methodist 
Church cared for more than 1,000,000 
patients, including outpatients, last 
year at an average cost of $16.90 per 
day The 
approximately $75,000,000 for — the 


years operations, Dr. Meister reported 


Inpatient hospitals spent 


Thirteen ot the boat 1s hospit us re 
new bu Iding pre ects) Starte 

the secretary Said, at a tota 
estimated cost of $18,500,000. An ad 


ditional hospitals re ported contem 


| 
plated building programs costing 
S19 000.000 rw Said 
cns § irship ot the 
he Spita in hi mes 18 a vital part of 
voluntary system D1 
Meister stated, “but because of tremen 


dous needs that have not t been 


filled, today’s trends tor better health 


ind welfare continue in the direction 
of governmental support. The church 
must become more aware of health and 
welfare needs. Methodism should ex 
pand its hospital service. New hospitals 
should be established. More institutions 
and programs of care for the chront 
cally ill should be ndertake 

church A more comprehet 

f enlisting and training person 
Methodist ind welfare 

trons should rotred T 

uning of Christian 


work tn positions of 
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Where Proper Rest Is The Test- 


U.S. KOYLON FOAM 
MATTRESSES 
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Guest-tested in hotels. hospitals, motels and institu- 
tions of all kinds. the LU. S. Kovlon Foam = mattress 
meets all the exacting requirements of transient use 

It provides the ultimate in luxurious comfort, yet it 
is most economical because it practically eliminates 
renovation, 

U.S. Kovlon Foam is lightweight for easy house- 
Keeping .. non lumping sag-prool, Its superior one- 
piece molded, double-cored construction assures correct 


body support at every point of contact. 


Write for further information about U.S. Koylon 
foam Mattresses and lt. S. Kovlon Foam Pillows for 


US. lo lon 
© FOAM 


ROCKEFELLER CEN 
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* Double-cored 
Construction 


For Greater Comfort, 
Greater Ventilation 
and Reversibility 
















Non-allergenic 
Easy to sterilize 
Sag-proof 
“Washable 
Vermin-proof 


“Non-chafing 


Reversible 
Lightweight 





Removable ticking 
Uniform support 


Cool, self ventilating 


HOSPITAL CHECK LIST 


of U.S. kKoylon Features 


Full measure of foam; full length, 
full width, full depth. 
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NEWS... 

tal 5 iblie nd privat 

of health and welfare 

taken by the chur t ssociation during the 
Meetings of the ceeded the Rev. B 


section 


Col 
W. Selin 
were 

how hosnira 
how hos, 

throug! nterchans ( nformatios protes 


Ame 


Onal re C1 
rican He pita 
\ one of five members name 
the Meth 11st Hall ot | 
tanding contrib 


ind 


in { 


talent money 


The 
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Syringe COSTS* 


CROWN 


Syringe 
Syringe A 


Syringe 
B 


be good to your budget 


buy CROWN 
Syringes 


} 


“Hoot mon! It ye doctors and nurses 
back 
Sandy MacPropper’s right. And that’s the story on Crown hypodermic syringes 


With 


pressure trestedt 


can gi’ yer-t a r-real quality syringe and 


yerself a bigger-r-r saving, what's holdin’ ye 


finest qual 


top 


their ity resistance glass, individually ground, calibrated and 


performance, and unconditionally Mdvranteed, yOu Cant 


vo wrong 
Your locrors vl irs will like 
like 


doubt 


And you'll 


proble m. If in 


the performance and durability 


the savings nay | an answer to your economic squeeze 
ask your dealer for a sample Crown brand syringe and prices 
Ine 


Propper Manufacturing Co , 10-34 44th Drive, Long Island City 1, New York. 


*List prices, 2 cc. glass tip 


+ ROWN Hypodermic Syringes 
pn son, 
K dane 


by PROPPER 


teuaranteed fo meet I de rai Government spec tfcatit ns 


f 


invention 


Massachusetts Association 
Pays Tribute to Frank Wing 

Frank | Wing lirects 
New Englat 


reccive 


BOSTOD 
emeritus of the 
Boston 
merit and citation for 
of faithful fron 
setts Hospit 


Center 
Sscervice 


ciation s é 
here January 20 
Three 


new 


Boston 
othicers 
coming I 
Dr. Philip D 
of Massachusett 


Left to right 
D. Bonnet and Frank J 
holds citation 
Hospital Assoc 


Paul J. Spencer, Dr 
Wing. Mr 
presented by 


Philip 
Wing 
Massachusetts 


iation for outstanding service 


Abbie 
of th Bost 
Georgie M. B 
istrator of the New 

1. Miss Boulte 


positre f) 


presi lent-¢ 


asurer 


Hospit 


oO her 

The 
Spencer, d 
Hospital 
president of 
A. C. Dalton 
pitals archdiocese of 
W. Brugler, director 
Medical Center 
ald F. Houser 
Hospital 

Sir W 
ot Healt! 


nn 


new trust 
rect 
Lowell 
M.H 


director 


Boston 


lirecto! 
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AUTOMATIC AUTOMATIC 
TEMPERATURE CONTROL HUMIDITY CONTROL 
Choose the temperature This feature is exclusive 
desired within the tent with the Iceless Oxygen 
and set the dial; from atre. Separate control 
then on the precision maintains relative hu- 
thermostatic control midity within the tent 
keeps it constant within at 45% -55% the year 
1°. Tests prove constant around. Humidity may 
temperature of 65 can be varied up and down 
be maintained when the from these levels, as re- 
room temperature ts 100°. quired. Fully automatic. 





DOCTORS 
PREFER 
THIS LAMP 


examination 
lighting and 
for general use 


Physicians like the gooseneck 
flexibility and the height ad- 
justment feature this AJSUSCO 
Examining Lamp gives them. 
Other exclusive features are: 
Baked enamel Reflector at 
taches to socket by means of 
solid brass ring that has die 
cut threads to insure firm con 
nection—12” flexible arm that 
adjusts to any desired angle—* 
and does not sag—telescopic 
friction slide tube that stays 


in place without thumb screw 
p 








“ AJUSCO-LOC SOCKET 
\ iS EXTRA 
STRONG 


Cap will not kink or break 

Body and cap will not 

break apart—-body and cap will not twist in 
relation to each other! Write, today, for details 


ADJUSTABLE 
FIXTURE 
COMPANY 


ere) Oe ee eee 


NEWS... 


New York Council 
Will Hold Institute for City 
Hospital Administrators 

New YORK Because the Hospital 
Council of Greater New York feels 
that the best and most direct approach 
to improved administration in the 
citys municipal hospitals is through 
stronger and more confident leadership 
it the superintendents’ level, an In 
stitute on Executive Leadership will 
be held for these administrators, be 
ginning March 2, according to Dr 
Anthony J. J. Rourke, executive direc 
tor of the council 

The institute will be conducted un 
ler the auspices of the council in 
cooperation with the faculty of the 
School of Industrial and Labor Rela 
tions, a unit of the State University 
of New York. Dr. Rourke stated that 
the council has received a grant from 
the Alfred P. Sloan Foundation to de 
tray the cost of the institute 

Because many of the municipal hos 
pital administrators have risen through 
the ranks, and because limited funds 
in the department of hospitals’ budget 
have meant that these administrators 
have had restricted opportunities to 
ittend association meetings and insti 
tutes to visit with and observe other 
administrators, it was felt that this in 
stitute would benefit them greatly 

Dr. Marcus D. Kogel, commissioner 
of hospitals for New York City, has 
announced that he will assign 35 
medical superintendents, deputy super 
intendents, or assistant superintend 
ents to attend the institute full time 
for 10 days. Dr. Kogel, who has been 
enthusiastic about the proposed insti 
tute from the very beginning, stated 

The department of hospitals and 
the city of New York stand to gain 
1 great deal from such an institute 
I am very happy that the hospital 
council has seen fit to arrange it and 
that the Sloan Foundation has made 
the necessary funds available 

Emphasis at the institute will rest 
on executive leadership. The institute 
will deal with human relations prin 
ciples, executive functions, delegation 
of authority and responsibility, com 
munications, conference technics, and 
scheduling of work, rather than with 
specific housekeeping skills, it was 
explained 

Commenting on the institute, Nor 
man S. Goetz, president of the hospi 
tal council, said: “The administrators 


of the municipal hospitals have a tre 





the Emblem of Quality 
since 18/5 


Doctors in-and-Out Register 


From, 


t Bedside... 


EMERGENCY 


ot) Station 


Smooth, efficient hospital 
management is vitally de- 
pendent on its electrical 
“nerve network’’. Whether 
the problem is keeping track 
of doctors’ arrivals and de- 
partures, silent corridor 
paging or bedside nurses 
call, there’s a Faraday sig- 
nal or system tailor-made 
to suit your requirements. 
Faraday installations in 
hundreds of hospitals are 
daily proving themselves 
“tops” in dependability. In 
planning a new system or 
remodeling an existing one 
our Engineering Depart- 
ment will assist you in work- 
ing out the details. 
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AND AUDIBLE PAGING DEVICES AND SYSTEMS 
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With clean, convenient ice cubes or “cubelets” 


Krigidaire Now Solves All Your 





Ice Supply Problems! 


te All you ever do is open Putan end to uncertain tee deliveries, 
the door and scoop out the impurities, costly, messy melting. 
ice you need... With a Frigidaire Automatic lee Cube 

up to 200 pounds a day —— ae mee have plenty : 
for as little as 26¢ a day! a. cadiliecg ie, se 
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_ chilling food and a hundred 










and one other uses 








Convenient bin stores about LOO 





Ibs. of cubes or cubelets ready for use, 





and the supply is constantly replen- 





ished. No trays to fill or empty, no 






water to turn onor off, no extra han- 





dling. Attractive, flat top cabinet l ses 







little floor space. Fits under counters. 
Powered by famous Meter-Miser Com- 
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Two models make pure ice in two convenient forms: 






New Ice “Cubelets” obsolete Regular size Solid Ice Cubes 
crushed, cracked, flaked ice no holes, no odd shapes 
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brigidaire Ice Cube Makers 


ab22. The most complete refrigeration and air 





conditioning line in the industry 





New Audio-Visual Nurse Call System helps 


RELIEVE 
NURSE 
SHORTAGE 


cs 


Coordinates Dome Light Signalling with 


PATIENT-TO-NURSE 


kexecutone two-way tntercom he 
tween patient and nurse helps re 
lieve the 
foot travel 
is able to handle 


prove bedside care with le 


nurse shortage. By cutting 
0°). your present stafl 
bevel im 


effort 


Thicere 


in less tine 


bedside button the 


signals al 


By pressing a 
> loca 
Nurse's 
Dome 
Duty 


patient activates 
mad ti ht on 
ol Station 


Li buzzer ind light) on 


Lrecu/sone 


HOSPITAL INTERCOM 


AND SOUND SYSTEMS 
For full information, just ? 


mail the coupon today! 


iets chime 


Corridor 


INTER-COMMUNICATION 


' 
Stations 


tore ply One hospital reports re duc- 


The nurse pre “Ses ke \ 


mic operating costs OU per bed! 


The patient benefits from improved 
care and security. Phe hospital bene 
fits from reduced costs. better pa- 


tient care and invaluable good will. 


Highly flexible 
System may be installed complete 

added to existing Dome Light 
Systems ...or installed without 
Dome Lis 


Kxecutone’s Call 


EXECUTONE, INC., 
| ‘ll \ 
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NEWS... 


} 


mendous job to do. Because of budg 


ary limitations on travel and attend 


ance at meetings and institutes, these 


administrators have not enjoyed the 


same opportunities as those of the 


idministrators of the voluntary hos 


pitals to mix with their fellows and 


to solve problems through mutual 


HSCUSSIONS It is our 


sincere he pe 


that this institute will contribure mate 


tf the 


New 


improvement of hospital 


York City 


Renew Staff Privileges of 

Seven Poughkeepsie M.D.’s 
at St. Francis Hospital 
N.Y Statt 


whi 


POUGHKEEPSIE privi 


leges seven pi VSIClans were 


last ye trom. the 


Staff of St 


ordered ir tO resign 
Francis Hospital 
Dutchess County League 


Parenthood nave 


nere of 
q it the 
Planned 


newed for the 


been 
current year 
was made by 


New 


Parenthoe 


No statement 
cial ot the 


City the 


hospital. In 
Planned 


ration of America tssued a statement 


which said “it is indeed a happy con 


clusion to an unfortunate situation 


It 1S als« ce ncluste n that retiects 
the reasonable attitud 


ment of St 


MnaLe 
Francis giving 
treed m of iction 
standards of medica 
Statement said 

thie seven 
to resign from the 
wo when the order was given and 
resigned in st 


{ 1 ne sé 


three itements tl 


ch sed they ha 


Who 


Seattle Council Officers 

SEATTLE, WASH.—Dr 
Hunter of Maynard Hospital here was 
ittle Hos 
meeting 

Virginia 
John Dare 
treasurer of the 
Dare is 
Mason 


James | 


reelected president of the S¢« 
pital Council at a_ recent 
R. | 
Mason Hospital, succeeded 


Farwell, manager of 


is secretary 
tion Mr 
Virgini 
Clint 

\ preliminary report 
Ipp 


crons 


issoctia 
administrator ot 


Hospital and Mason 


inted committee on 


was made by its chairman 
Robert F. Browa, director of the 
tors He spital Agnes of 
Heart, administrator of 


Hospital, is 


Sister 


Sacred Provi 


lence ilso member of 


the committee 
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Sureeons welcome a new convenience —D & G Spit i} Wound 

Surgical Gut. It is wound on a cylindrical ree On l 

for immediate use in ligation and suturing. Spiral winding 

preserve all the original streneth. None is lost through kinks 
] 


Ol bends. 
Nut i TOK ive time with Spu il Wound Gut No more 


For Surer un indin from an old stvle flat reel ind rewinding onto a 
| 


hand ties rubber tube Vlad rod o1 pind le 
When the urgeon m ikes 


cri ( h il | tl ’ 
1 &( th Wound D & G foresees the surgeon's needs 


Surgical Gut USP . 
: rs ® ba aa D&GS il il Wound Gut ist hat t Davi & Gecl contri- 


but n toimproved suturil rm Dbsorption surgi 
i > 


mbhodic 


removal trom thie tube, 


Davts & Geck Inc. 
aunt OF AMS RITAN Ganamid rasirs ve 
= (OP 


57 Willoughby Street, Brooklyn 1, N.Y. 
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| FLEX-STRAW. 


THE ALL-PURPOSE, 
DISPOSABLE 
DRINKING TUBE 


for use in both HOT 
and COLD LIQUIDS 


: 


hh 


bb) 


BENDS 
TO ANY 


PATENTED 
ANGLE 


ELIMINATES STERILIZATION, 
BREAKAGE and ACCIDENTS 


SAVES TIME AND MONEY 





BOTH UNWRAPPED AND 
INDIVIDUALLY WRAPPED 
. 

PACKED 500 TO BOX 
20 BOXES TO CASE OF 10,000 





CANADIAN DISTRIBUTORS 
INGRAM & BELL Ltd. 


ORDER FROM YOUR AREA 
DISTRIBUTOR TODAY 


FLEX-STRAW CORP. 


CLEVELAND 3, OHIO 
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Pittsburgh Industrialists 
Rally to Support of Fund 
Campaign for University 

PITTSBURGH 


ind 


Pittsburgh's indus 


business firms are playing a 


role in story of medical 
progress here 


Wit 


having already 


fewer than Q corporations 


subscribed. $5.500.000 


has been allocated for construction of 


I 
i new building to house the University 


ot Pittsburgh's schools of medicine 


ind 
volve 

\ total of 
illocated for this 


the university Ot the 


nursing. The building will in 
in estimated cost of $12,000,000 
$2,000,000 previously 


{1 been 


purpose 
remaining 
0,000,000 sought. industry and busi 


ir¢ expected t subscribe more 
$7,500,000 

The board of trustees of the univer 

sity initiated eftorts to raise the $10, 

building in the 

Instead of 

regular university departments for con 


fund 


QOO.OOO0 tor the 


of 19 


spring 


relying on the 


tinuous raising, the university 


em loyed a professional fund raising 


I 
Ketchum 


Fr 
ed ‘ 


firm Incorporated. It was 
I 


lecid contine the solicitation to 


Pittsburgh 


firms that could conceivably 


industrial and business 


bear the 


financial brunt of the burden if suth 


ciently interested 


COM px scd 


\ special Committees 
finance officers from representative 


evolved a new formula 


porations im determining 


ir subscriptions 


standard ing 


number of employes 11 
1 earnings f ted for the 
| 


ll yea VOT ! 1 VASE 


Special emphasis, however 
number of employes 
Pittsburgh di 


trict Ss compared to its natro 


ompany had in the 


ploye 
editorial Commenting on 
Cra f Stile 
Farsighted industrial and business 
have 


firm nt Pittsburgh district 


responded magnificently thus far to 


the campaign tor funds with which 


build a new home for expanded 


schools of medicine and nursing at 


Medical 


should be 


the University ot Pittsburgh 


Cente These tirms, it 


noted, are not making just philan 


thropic gesture They are making a 


long-range investment in the commu 


nitys health and thus in their own 


weltare 


This is the Hospital Gallon 
for ECONOMY 


HOSPH( 
SUDA 


(FLEET)® 


The only stable aqueous solu- 
tion of the two U.S.P. sodium 
phosphates — containing in each 
100 cc. sodium biphosphate 48 
Gm. and sodium phosphate 18 

Gm. The economical hospi- 

tal gallon size at $4.00 is 
available only from the 
manufacturer. Also 
packaged in bottles 
of 24%, 6, and 
16 fl. oz. 


C. B. FLEET COMPANY. INC. 


Lynchburg, Virginia 


ACCEPTED FOR ADVERTISING IN 


OF THE AMERICAN MEDICAL ASS 
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perfect reception 


*yisen 


RUBBER COMPANY 


WORLD S LARGEST CECLUSVE MamUrACTURLOS OF BYBOLA Giovis 


CANTON . OHIO 





Mobile ice Chest 


- — 
)” toes, 


1 
. I 


Heated Food Cart 





Built-in Blanket Warmer 


Solution Flask Truck 


Instrument Table 


Bassinet ond Stand 


MOBILE COMMODE 


This new Greenline development is designed 
to induce bowel movement and micturition 
without discomfort to bed-ridden patients 
Adjustable head, seat and footrest permit 
patient to exert pressure with hands and 


feet 


A New and 
of Stainless 


CHART CARRIER 


Another Greenline leader, this heavy duty 
easily portable chart carrier locks charts in 
position to prevent removal Two compart 
ment drawer and folding writing shelf 


3 sizes—30, 45, 60 charts 


his fine new line of hospital equipment embodies all the latest im- 
provements plus developments of our own and offers hospitals the finest 


quality plus practicality 


Designed with the aid of some of the country’s leading hospital men, 
physicians and technicians, Greenline equipment is created for the job 


Made from highest quality materials by 


skilled workers, it is still 


because of our efficient new plant and methods—competitively priced. 


Greenline equipment is available in stainless steel, in enameled steel 


colored to your specific shade, or 


combinations of stainless and 


enameled steel in stock sizes or custom-made. 


dod LS) 


Bassinet and Dressing Table 


is] See our exhibit— 


Booths 812-814 
Middle Atlantic Hospital 


Association Convention 


Bottle Washing Unit 
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Improved Line 


and enameled steel 


‘ 
Bedside Table 
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Glove Rack 


AUTOPSY TABLE UTILITY ROOM—PANTRY CLOSET 


This sturdy autopsy table has 14” x 18 An example of the many fine case work 


instrument tray built over removable per and cabinets (independent or built-in) avail 


forated top. Sink equipped with water able in both stainless steel or enameled 


leveling device. Trough has concealed fiush finishes 


ing outlet 
Instrument Stand 


To architects and designers, we offer the assistance of an engineering 
department in helping to solve problems of layout design and engineer 
ing. Clear, concise specifications and construction details are also oda 


provided for all Greenline equipment 


A custom fabricating department will furnish equipment made to 


vour specifications if stock sizes or designs are not suitable. Write 


executive offices today for catalog pages and prices on specific items 


Robert M. Green & Sons, Inc. 


Executive offices: 919 North Sth St Factory: Nesquehoning, Pa 
Philadelphia, Pa 


Fomentation Sink Tray Truck Rectal Table Orthopedic Carriage 
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A.M.A. Explains Revised tals presently approved for intern 
Standards on Internship training, an A.M.A. official explained 


Py 1 new minimum autopsy ratio will 
for the year beginning in July 
ind the two-thirds rule will 


beginning with the intern class 


frootnore to its report t 
the council, the committee reviewed 
problems commonly encountered in 
internshiy ippointments and then 
recommended continued use, possibly 


with some modifications, of the match 


DISH-WASHING DEPT, 


oA ra. ‘ pith ts a 
; y ae 2 
r rahe 


CHRIST HOSPITAL CINCINNATI 


something old « something new 
in canny hospital improvement 


@ Not only are the workers more comfortable in the dish-washing 
department at Christ Hospital, Cincinnati, since the modernization 

the director of dietetics and controller point with pride to the 
new high in sanitation and efficiency . . . the improvement cost will 
be wiped out in three and a half years by savings in labor and 
dish-washing compound 


@ Although installed over 20 years ago, with a few modifications 
to fit the new model machines, the Van equipment is good for at 
least another 20 years or more, as the illustration depicts. 


@ Investigation might show you that replacements or modifications 
in your kitchen and service operations would improve efficiency, 
worker morale, and pay for themselves. Van would like to help you. 


She john Van Range © 


EQUIPMENT FOR THE PREPARATION AND SERVING OF FOOD 


DIV SION OF THE EDWARDS MANUFACTURING CO. 





Branches In Principal Cities 
401-407 EGGLESTON AVENUE CINCINNATI 2, OHIO 


ing plan for internship appointments 
In practical operation, the committee 
acknowledged, any plan would be 
bound to run into many areas of 
criticism particularly in the first years 
of its operation 

Success of the plan clearly is de 
pendent on the levels of cooperation 
of students, medical school representa 
tives, hospital service chiefs, and hos 
pital administrators, the report stated 
The results of the first year’s match 
ing apparently indicate the criticism 
from the students themselves is at a 
minimum, for over YO per cent of 
those participating in the plan were 
matched according to their first or 
second choices We know of few 
student problems in those medical 
schools where the operation of the 
plan has been adequately explained to 
the student body 

From the hospitals’ standpoint 
some of the criticisms have apparently 
arisen from areas where the actual 
operation of the matching plan was 
not generally understood and older 
practices of appointment somewhat 
inconsistent with the matching plan's 
specifications, were carried on simul 
taneously. Confusion resulted for stu 
dents, service chiefs, and hospital 
administrators 

If hospitals widely recognized tor 
their heavy investments of equipment 
staff teaching talent, and staff teach 
ing devotion consistently fail to get 
interns under the matching plan, this 
will demand examination as to whether 
the fault lies in matching procedure 
or in other factors. We are not aware 
that problems of this sort are wide 
spread Examination into individual 
situations will take time Thus, 
though modifications may become 
necessary as the study of the problem 
progresses we consider the aims tor 
which the matching plan was set up t 
be sound 

The committee considered at length 
those problems having to do with 
the kind of hospital in which the 
internship should be offered, the re 
port indicated Individual opinion 
within the committee ranged from 
the view that only hospitals without 
clinical clerks or medical school af 
filiations should offer internships to 
the contrary position that internships 
should be provided only in medical 
school hospitals The obvious facts 
ire that many hospitals without at 


filiation afford excellent internship ex 
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You KNOW how difficult it is to add variety to 
the menus of your patients on diabetic and 
Phat is why D-Zerta—the 
delicious saccharin-sweetened fruit-flavored 
gelatin For 


with D-Zerta patients on low-calorie and low 


reducing diets 


is such a wondertul discovery 


carbohvdrate diets can choose trom more than 
30 different desserts and salads. Youn patients 
are provided recipes for all these dishes 


without charg 


D-Zerta is available in parc kages of 6 and 20 


] 
one portion Clive lope Ss directions and 


( lope 


analvsis of contents on each em 


comes IN 6 DELICIOUS FLAVOR®S* 


-—_ 
[ ce . Rar 


‘on boosts 


D-ZERTA 


Made by te Mabou y JELO 


80, No. 3, March 1953 


O-ZERTA HAS THE SEAL OF ACCEPTANCE OF THE COUNCIL ON FOODS 
AND NUTRITION OF THE AMERICAN MEDICAL ASSOCIATION 


Use this coupon for FREE professional sample and recipe book. 


General Foods Corporation 
Jell-O Division, Dept. MH-3 
250 Park Ave., New York 17, N. Y. 


Please end me tres prote onal i ple of d 


! prove 
D-ZERTA 


ir-Tree 








py WOT at, 
. ft 
PERCALE 


He quolil 


HEETS AMO PRLOWEASED 


SUGGESTIONS 


Colors for convalescents—fitted sheets 
for convenience! Pequot makes both! 


PEQUOT MILLS 


“Sheets and pillowcases only—for every use” 


General Sales Office: 
Empire State Building, New York 1, N.Y. 


BOSTON * CHICAGO * DALLAS * PHILADELPHIA * SAN FRANCISCO * WHITNEY, S.C. 





aula Stone Show 


»m—Tues. & Thurs 








NEWS... 


perience the 

ind that medi 

pitals offen receive preference 
wish a career in the sche 

research side of medicine « 

vate practice Complementary 

teaching. We have boiled 

conclusion as what ry pe 


pital is appropriate for internship 


oO a Single criterion t is a hos 
pital in which the educational bene 
fits to the intern are considered of 
paramount importance, with the sers 
ice benefits t } 
ondary significanc A satisfac 
hospital can university atfilia 
or not, municipal 
church, or privately financed, 
have an open or closed staff, eithet 
full time or part time or both 

The committee urged hospitals with 
internship programs to consider teach 
ing interest and ability in making ap 
pointments to the attending © stati 
Many doctors with heavy responsi 
bility for patient care do not want 
to, or cannot, take the time for the 
educational standards we envisayve 
the report warned. “We do not feel 
that hospitals so staffed should take 
the responsibility for the first year of 

i man’s life after medical school. The 
pathway of a hospital planning an 
internship training program will be 
much smoother tf its policy ot statt 
selection is based on an accurate ip 
praisal of which young men not only 
ire, but are likely to remain, assets 
tO a program of reaching or 

community hospitals this is a new de 
parture in appraisal. In these, statt 
ippomntment by tradition has followed 

t period of demonstration to the sen 
ior staff members of proficiency in 

the art of practice, often by service 

in one of their private offices as as 


sistant Or junior associate and in the 


hospital by service in the dispensary 
Much more rarely a man already es 
tablished 1 practice has b isked 
tO join a staff by reason of proficiency 
in an area of specialty practice not 


we I] re pres¢ Nite { 


) l o wD 
| ital pre uj 


the existing 
Noting that widespread hospitaliza 
tion insurance imonyg other factors 
has broken down the distinction be 
tween private and public ward pa 
tients, the committee concluded that 
trom the internship standpoint 
makes no ditterence whatever whether 
the patients are in rooms with baths 


d wards; or how the hos 
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ACMA 


first Woven Ureteral Catheters 
manufactured in this country 


first in convenience and efficiency 


To the flawless performance of A.C.M.I. nylon woven catheters is added 
the extra convenience of instant recognition of size —by identifying 
the number of circular color bands at the proximal end...and instant 
location of the 25 cm. marking by a circular band of the same color. 





















...with Distinctive 


COLOR BANDS 


1 Instant Recognition of Size—by counting number 
of circular bands at end of catheter. 











Instant Determination of Length of 
Catheter Passed —by markings at 1 cm. and 5 cm. 






intervals, and special color marking at 25 cm. 






Other A.C.M.I. features include precision-woven eyes of proper shape 
and proportion, precision-size for constant, rapid drainage, and pre- 
cision-smooth symmetry from end to end. Available in X-ray and non- 
X-ray types with variety of tips to meet all requirements and preferences. 








Ane'€ MeN 
ESTABLISHED IN 1900 @ @4@ © py REINHOLD WAPPLER 






FREDERICK J. WALLACE, President 


\. American Cystoscope Makers, Ine 


1241 LAFAYETTE AVENUE NEW YORK 59, N.Y. 





NEW REFRIGERETTE 


STYLED FOR 
DOCTORS OFFICES! 


“Electric 
Wonderbar 


EET the new way to keep your 


biologicals, vaccines and anti 

biotics cold and safe, doctor! 
Servel’s Wonderbar flatters any 

silent, 


handsome office. Compact, 


portable — fits anywhere — rolls where 
you need even freezes ice cubes! 

Motorless freezing system carries 
5-year warranty. AC or DC, 12 to 230 
volts. Mahogany, blond, white stain 
resistant finishes—or paint it to 
match any color. Bases, accessories 
optional. Call your medical supply 
house! 


The name to watch for great advance in 
REFRIGERATION and AIR CONDITIONING 
GAS or ELECTRIC 


Serve! inc., Evansville 20, indiana 
in Canada, Serve! (Canada) Ltd , 548 King St. W. Toronto, Oatario 
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met 


wcre 


sche 
When 


schedule s up for convenience 1s 


interpreted as an immutable 


or every other week en 


pendent 


nternshi 


mittec rated 
ype cil recommendat 
cations r time-oft 


terns woes not me 

of time off or of 
the report said. “Rather we 
each hospital she uld provid 
some schedule according to the nee 


ts house staff and of its services 


mh que stion that some sche 
in internship tar more 
m with a family 
intrinsic Value whatever 
recently passed era when in 
hospitals an intern was lucky 
out every six weeks tor a haircut 
if married, his wife by hospital rule 
had to live beyond a radius of a hun 
dred miles.” However, the committee 
pendulum can swing 
ochne! lirection ind 
1O)T1C 
Throughout its report 
revised essentials, the Committe 
phasized the necessity for ma 
ional stand 


ing hieh educat irds 


nternship program Specific 
warned against the tendency 
lieve interns of laboratory work 
ther assignments that 

irded undesirable by 
himselt practices mi 


sistent with interns Current wishes 


but are inconsistent with his 

range interest, the committee 
ive recommended that no 
approved for internship with 
functioning 


participation in laboratory 
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This Syracuse China service 


will cost you Less than 1% of 
Annual Food Sales Dollars 


he Embassy Pattern 


’ 
S) RACUSE CHINA is used by more of America’s leading hotels, 
restaurants, clubs, railroad dining cars, steamship lines, schools, and 
hospitals than any other china. Overwhelming preference is based upon 


two practi al reasons: 


I—the complete service, and reasonable price made possible by the 
largest dealer organization of top-flight distributors maintained by 


any china manufacturer in America. 


. 


2—the beauty. wearability and long-term economy that is built into 


the ware at the factory. 


Syracuse China distributors are solid, enduring organizations of 
sound business experience and reputation. Their distributing franchise is 
valuable and carefully protected. The distrib- 
utor who sells you your first order will supply 
service, replacements and emergency assis- 


tance throughout the life of your equipment. 
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America’s Leading Institutional China... 
Sold by America’s Leading China Distributors 


This combination offers you the finest in 


PATTERN - SERVICE - PRICE 
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DAHLBERG HOSPITAL PILLOW RADIO SERVICE 


ppROvED! 


Now Over 1,025 Dahlberg 
Installations in Leading Hospitals 
Throughout the United States 


FREE RADIO SERVICE FOR YOUR HOSPITAL! 
Eliminate Radio Noise!—Enjoy a Quiet Hospital!—Profit 
Without Investment!—Dahlberg provides: (1) A Dahlberg Con- 
trolled Volume Pillow Radio for each patient; (2) Local radio service ; 
(3) Steady monthly income. Save nurses’ time, keep patients happy, 
free yourself of radio problems without cost or responsibility. No 
billing-No bookkeeping—No rental—No wiring. Write for full details 
and FREE RADIO SURVEY. 


IT’S QUIET! Only one patient 
hears the Dahlberg Controlled- 
Volume Pillow Radio. 

NEW COLORS! Blend with room 


decoration. 


=) 
es f 


PILLOW RADIO SERVICE 


THE DAHLBERG COMPANY * GOLDEN VALLEY * MINNEAPOLIS 22, MINN. 
World's Largest Manufacturers of Hospital Pillow Radios 
IN CANADA: The Dahiberg Company of Canada, Ltd., 1360 Greene Ave., Montreal, Quebec. 
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for participation of the hospital's lab 
oratory and scientific staft in his teach 
ing exercise, including teaching bedside 


rounds the committee concluded 


Today hospitals faced 


with unfilled 
intern rosters use such popular meas 
ures as relief from laboratory work in 
in endeavor to attract interns. Among 
other unsound attractions are improp 
erly supervised surgery and excessive 
time off inconsistent with continuity 
of patient observation 
Taking advantage of the existing 
buyers marker, interns have sometimes 
made such demands of a hospital to 
the detriment of their own education 
is well as of the hospital's educational 
capacity. In addition, the changing 
economic status of the intern has in 
duced many hospitals to offer at 
tractive living quarters tor the interns 
family and stipends unheard of in pre 
vious decades. Not in themselves bad 
these features are no substitute for 
sound education. In recommending 
that the council disapprove hospitals 
which offer such attractions in a tash 
ion incommensurate with educational 
Opportunities we would remind In 
tern candidates that they have only 
one internship, whose excellence 1s 
directly related to many. satisfactions 
later to be achieved in years of prac 
Cice¢ 
We recognize that the size of to 
day's discrepancy between interns and 
internships has had unhealthy eftects 
on hospitals, medical schools, interns 
ind fourth year students. The expected 
increase in enrollment of medical stu 
dents will fill the gap only partially 
We do not believe that further reliet 
can come from this source in the 
immediate future withouc danger to 
existing high medical school standards 
nor do we believe complete closure 
of the gap ts essential for either proper 
intern education or proper patient 
care. A very high grade of care can 
be frequently found among the 8 
per cent of the nations hospit ils not 
approved for internship 
Because the nature of our assign 
ment brought us up against the short 
comings that exist in intern education 
this report of necessity has stressed 
deficiencies and recommendations tor 
their remedy. In so doing fully 
realize that in many hospitals the 
staff is doing a superb job of intern 
education in the tace of many eco 
nomic handicaps and other problems 


that hospitals face today 
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tray trucks % we 

design insures *h@t-tood will be HOT when 

delivered to patients’ bed. 

These service units conserve valuable space 

in corridors for they are designed to nest, when 

not in use, in any order and quantity. For example, 

while each unit is 25 inches long, each additional unit stacked 
adds only nine inches to the total space involved. The nested length 
of three units is 43 inches and that of five is 61 inches. 


An added feature is the unusual caster arrangement. Mounted on three double ball 


bearing swivel casters with 5 inch ball bearing rubber tired wheels for easy rolling, this 


"Tri-caster’’ mounting causes far less spilling of soups and other liquids than the 
conventional four caster arrangement by reducing vibration to a minimum. 

A test will readily prove to your satisfaction that these versatile units are 

a distinct improvement over equipment lacking these features. 

These tray trucks are usefully employed in countless other 

hospital services, such as floor deliveries from pharmacy 

and central drug supply. MODEL 1358 has furniture 

steel shelves, aluminum bronze finished throughout, 

while MODEL 1359 is furnished with polished 

stainless steel shelves, aluminum bronze 


finished chassis. 


SPECIFICATIONS 
Length Overall Width Overall Height Overall Shelf Size Shelf Clearance 


Noiseless 25" 21" 42” 164%" x 24” " 
——FRUCK& AND 
CASTERS JARVIS and JARVIS, Inc 


PAL MER, MASSACHUSETTS 
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COMING EVENTS 





ALABAMA HOSPITAL ASSOCIATION, Jefferson INSTITUTE ON PUBLIC RELATIONS 
Davis Hote Montgomery, March 12, 13 New Orleans, Apri! 6, 7 


AMERICAN ASSOCIATION OF MEDICAL REC INSTITUTE ON PUBLIC RELATIONS Princet 
ORD BRARIANS, Palace Hotel, San Francisco Jniversity. Princeton. NJ June 29-July 3 
Oct. 5-9 
INSTITUTE ON PURCHASING, Penn Sherator 
AMERICAN HOSPITAL A‘ Hotel. Philadelphia. Oct. 19-23 
Convention, San Francis 3 
INSTITUTE ON SAFETY, Paimer House 
AMERICAN OSTEOPATHIC HOSPITAL ASSOCIA a © E ; 
TION. Statler Hote Los Angele Oct 18-21 ay 7 


RINSER AMERICAN OSTEOPATHIC HOSPITAL ASSOCIA. 'NSTITUTE ON SUPERVISORY TRAINING, Edge 
TION MEDICAL RECORDS LIBRARIANS’ TRAIN water Beach Hotel, Chicago, Nov. 2-6 


STERILIZER NG SCHOOL Dcheh Oneepeiie’ Mucsie 


Detroit, May 18-22 INTERNATIONAL HOSPITAL FEDERATION 


PRE-HEATER Jon Eng and May 25-29 
AMERICAN SOCIETY OF %RAY TECHNICIANS 
k Hotel, Toronto, Ont.. June 28-July yancas HOSPITAL 
Hote Wichita. Nov 


WESTERN HOSPITAI 


\ > T 
ty, April 27-30 KENTUCKY HOSPITAL 


March 24-26 


PITAL 
May !8 MARYLAND.-DISTRICT OF COLUMBIA-DELA 
WARE HOSPITAL ASSOCIATION, Lord Balt 
more Hotel, Baltimore, Nov. 9, I0 


i} 


HOSPITAL 
May 25-28 


~~ ee 


MARYLAND-DISTRICT OF COLUMBIA-DELA 
Ww 4OSPITAL ASSOCIATION, Sprin Con 
INSTITUTE ON ADMINISTRATIVE UTILIZATION } pong = oo ae 
OF FINANCIAL AND STATISTICAL DATA. Sor CrSNeS , . seal 
erset ¢ ~ sf r Ma h 26 27 
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MIDDLE ATLANTIC HOSPITAL ASSEMBLY, Cor 


ANESTHESIA. Adolt vention Hall, Atlantic City, May 20-22 


March 9-13 
MID-WEST HOSPITAL ASSOCIATION, Mu 
1A < Auditorium—Hotel President, Kansas 


ON ANESTHE 
April 15-17 
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ENTRAL STERILE SUPPLY, C€ NATIONA LEAGUE FC 
ant City, NJ May /{8. i9 Convention. Statler Hote 


TE ON DIETARY DEPARTMENT ADMINIS NEW ENGLAND HOSPITAL 
N_ Park Sheraton Hotel. New York City atsk Casken blero 2408 
26-3 
NEW JERSEY HOSPITAL ASSOCIATION 
INSTITUTE ON DIETARY DEPARTMENT ADMINIS ~ a Kal. Adteetic Cite. Way 2022 
TRATION. Sheraton Hote Chicag March 9 ' y 
1? 


NEW MEXICO HOSPITAL ASSOCIATION, Hiltor 
Hotel, Albuquerque, M 22, 23 
ITUTE ON FRONT OFFICE PROCEDURES Suquerque BY 4 
Hote Kansas City, M April 13. 14 
NEW YORK HOSPITAL ASSOCIATION, Conver 
P tion Ha Atlantic City, May 20-22 
HOSPITAL ENGINEERING, Ward 
Washington. D.C March 20 
OHIO HOSPITAL ASSOCIATION Netherland 
Plaza Hotel, Cincinnati, April 6-9 


INSTITUTE ON HOSPITAL LAUNDRY MANAGE 
MENT, Radisson Hotei, Minneapolis, May I!, 12 OKLAHOMA HOSPITAL ASSOCIATION May 


190 Plumbing Testing Laboratory Hotel, Tulsa, Nov. 12, 13 


gisele assis ies ON HOSPITAL PHARMACY 
You'll be surprised how quickly, at its small y, Los Angeles, June 15-19 PENNSYLVANIA HOSPITAL ASSOCIATION. Cor 
cost, this improved new model AerVoiD Ster- vention Hall, Atlantic City, May 20-22 
ilizer and Rinser will pay for itself in time NSTITUTE ON HOUSEKEEPING 

Boston, Nov. 16-20 SOUTHEASTERN ASSEMBLY OF NURSE ANES 


' ont 3 
and labor saved in your kitchen THETISTS. June Hotel. New Orleans, April 8 


With kitchen help hard to get and harder to 
k > te 2 > > N 3 
eep, your AerVoiD Sterilizer and Rinser does SOUTHEASTERN HOSPITAL CONFERENCE 
a faster, better, job of cleaning than can be Hotel. New Orleans, Ap 0 
INSTITUTE ON MEDICAL RECORDS ADMINISTRA 
TION Yale University New Haven Conn 
A 


other hard-to-clean kitchen utensils . . . up March 29-Ax TENNESSEE HOSPITAL ASSOCIATION 
Jackson Hotel, Nashville, May 8-10 


done by hand in cleaning garbage cans and 


to 21%," in diameter. 
Pedal operated — leaving hands free. One gis gage Aap cage =n Senareneres TEXAS HOSPITAL ASSOCIATION. Bu 
O : 4 yries ote © Jrieans, De 7 r ~ > 

pedal releases steam, (steam pressure re a ‘ : Hotel, Galveston, May 12-14 

quired, 20 Ibs. or more) the other pedal cold 

water, or hot water by combination of both. NSTITUTE ON NURSING SERVICE ADMINISTRA 
TION, Wardman-Park Hote Washington. D.C 

A kitchen utility that's a NECESSITY with March 16-20 

today’s help shortage UPPER MIDWEST HOSPITAL CONFERENCE 

. INSTITUTE ON OPERATING ROOM ADMINISTRA Radisson Hotel, Minneapolis, May 13-15 
Write or Wire Dept. A-53 TION, Knickerbocker Hotel. Chicago. May. 5. 6 


for our surprisingly low price a 
WASHINGTON HOSPITAL ASSOCIATION, Olym 


VACUUM CAN COMPANY Sears Oe 


19 South Hoyne Avenue WASHINGTON HOSPITAL ASSOCIATION, Mid 
bh PHARMACY | Year Meeting, Davenport Hote Spokane, Apr 


CHICAGO 12, ILLINOIS a Mag = = , 


TRI-STATE HOSPITAL ASSEMBLY 
Chicago, May 4-6 
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Give everyone a break for breakfast 


Everybody benefits when you serve Kellogg's Indi — 
viduals. They save meal planning and serving time 

..add variety to menus . reduc was ten 

nutr es always over es} Ing 

. $ sé nsi | St 


te In 
» at sery 
‘rve cereal The Greatest Name In Cereals 
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Why it PAYS hospitals to invest 
in Permutit Water Conditioning 


BECAUSE: 


1. It makes linens last longer 
It cuts laundry expenses, improves quality 
It makes cleaning quicker, more thorough 


It protects sterilizers, and instruments 


It reduces plumbing maintenance 


2 
3 
4 
5. It simplifies dishwashing, improves cooking 
6 
7 


It wins patients’ goodwill 


From a statement by a chief engineer: 

“Laundry expenses reduced 60° ... Laundry labor cut 
at least 25° ... Savings in soap at least 40° ... Linen re- 
placements 25° less ... Plumbing maintenance reduced 
40° and annual savings in fuel consumption amount to 
about $2000. and the boilers are in very good condition, 
Everybody, patients and staff, are more than satisfied with 

availability of soft water.” 

Learn how soft water can bring your hos- 
pital real savings. Write for free bulletin to 
The Permutit Company, Dept. MH-3, 330 
West 42nd Street, New York 36, N. Y., or to 
Permutit Company of Canada, Ltd., 6975 
Jeanne Mance Street, Montreal. 


PERMUTIT 


ee oe ae 
—_ “ Oa? a eS 


WATER CONDITIONING HEADQUARTERS FOR OVER 40 YEARS 





NEWS... 


New England Assembly 
Expects Record Attendance 
at 30th Convention 

BOSTON.—A_ record attendance 1s 
expected this year at the 30th annual 
New England Hospital Assembly, t 
be held here March ’4 and 
at the Statler Horel. Early arrivals may 
register on Sunday, March 

A program has been planned for 
everyone connected with hospital 
Operation trustees idmuinistrators 
members of women's auxiliaries, and 
members of professional, technical and 
nursing staffs 

The Hospital as a Center for Edu 
cation is the theme of the afternoon 
general session, March 23. Dr. Dean 
A. Clark, president of the N-E.H.A 
and general director of the Massachu 
setts General Hospital will 

One of the highlights of 
ing will | ru 
March 2 which ts expected 

new high i r attendance 
MoOrmMing sessio the institute 
be on Financing Hos} 
Panels of experts will take 
two afternoon sessions 
urban hospitals and the ot 
ny small community he spit 

Dr. Edwin L. Crosby, presid 
the American Hospital Association 
will be the featured speaker at the 
president's luncheon March ind 
Dr. Clark will preside 

Following a breakfast meeting of 
the American College of Hospital 
Administrators, the morning sessions 
March will include Nursing 
How Does Administration Look at 
Nursing Dietary ind “Hospital 
Human Relations lection of officers 
ind trustees and installation of newly 
elected officers will also take place 

i morning business session 

Iwo open forums on nursing will 
be held in the afternoon, March 
Chairman of the section for small 
hospitals will be Lois A. Bliss, R.N 
superintendent of Franklin Hospital 
Franklin, N.H. William L. Wilson 
administrator of Mary Hitchcock 
Memorial Hospital, Hanover, NH 
will be chairman of the large hospital 
section 

The closing session of the assembly 
will concern administrative and medi 
cal statt cooperation The chairman ot 
this session will be Francis C. Hough 
ton, administrator of the Rutland Hos 
pital, Inc., Rutland, Vt 
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This year there will be an average of three hospital fires 
reported per day and they will follow the general pattern 
shown in the insert. 

Not all of these fires will develop into disasters. for most 
modern hospitals have excellent fire protection. But experi- 
ence shows that some few will. and that these few will take 
an almost inevitable toll of lives and property. These will 
be hospitals not now provided with means of stopping fire 
quickly al its source 

Hospital fires must be put out before choking fumes 
reach bedridden patients. before searing heat can seal off 
floors or corridors, before panic can have a chance to 
develop. Grinnell Automatic Sprinklers offer such protec- 
tion. Grinnell Automatic Sprinkler Systems guard against 
loss of life and property by stopping fire at its source, 
wherever and whenever it may. strike, with automatic 
certainty. Seventy-four years experience proves this. 

For help in planning fire protection, without obligation 
to you. write Grinnell Company, Inc., Providence, R. 1. 


Branch offices in principal cities. 


“~ * 


International News Photo 


Above: Fire in a mid-western hospital, out of control, 
destroys the building, takes the lives of forty patients. 





Here’s Where Hospital Fires Start 


(Survey by National Fire Protection Association) 
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GRINNELL 


TECTION SYSTEMS 


Manufacturing, Engineering and Installation of Automatic Sprinklers Since 1878 


March 1953 











Technicians 


LABORATORY OVENS 


SPEEDY 
ACCURATE 
RESULTS 


Model V-31 
6s 23" 2 $0” 
12 KW: Max. Temp. 500 F 


An exacting testing and production oven that 


ovens 
for all 
purposes 


niet 


provides very close heat uniformity. Built-in indi- 
cating temperature controls. Emphasis has been 
even heat distribution 


on heavy construction 


capacity loads at high speed ability to 
stand the gaff even under continuous 24-hour 
a-day usage. Six sizes and types are available for 
variety of heating, drying, baking and 


Write for Bulletin No. 107 


the endle 


testing processe 





DESPATCH 


Established > oven in 1902 


333 Despatch Building 
MINNEAPOLIS 14, MINNESOTA 


SANI-PAN 


Li asd COMFORT BED* 





will 


hein 


ind folds 


minutes aller 


wspital bed tlwavs free of lump. 
do for the most eflleient care of be dry 10 to I 


the urolog te il 


Llere ' 1 tm Ty pve 
develope 
cardiac Lenilotuirimary under a shower, is simple le ele mn ind 
Thheest 
Write 


to Hall for full information on the revo 
Sani-Pan Comfort bed 


orthopedi« ind senile eases. It is also complete ly odorless even with the 


ideal for extensive burn cases and most chronically incontinent patient 


Post-operative iHttation 
Phe bed offers the utmost in comfort lutionary 


New 
New 


York 
York 


120 Baxter St 


200) Madison Ave 


General Ofhices 


PRANK AL HALL & SONS 


Showrooms 


13 
I 





NEWS... 


Kellogg Grants $25,700 

for Records Training in 
Canadian Hospitals 
MicH.—To assist 


the establishment of an 


BATTLE CREEK 


extension 


} 


urse for. the ining Of medic 


ord librarians i anadi | 


tan hospitals 
S OO 

K. Kellogs 
is jointly sponsored by 


Canadian Association ot Medical 
Record 


Hospital Council 


Librarians and the 


Although the course is primarily 


tor men or women already serving as 


medical record librarians, persons em 


ployed in other branches of hospital 


work may also enroll. The course w 


extend over cw VCars but Ca 
work will be a separate unit, le 
trom. the anad 


Medical Record Libra 


ex pecte 1 that an sth 


{oO 1 Lan 


Association 


rians It 
, ' ' 
will take only the 


which 1s designed espe tally 


dents 


rians working in the smaller 


of less than 100 beds 


' | , 
The sec nd years WOrk qu ilifies the 


student for admission to the exami 


nations for registered medical libra 


rian provided he has had three years 


experience, of which the extension 


1a 


may he counte 


Betore the first 


COUTSE 


syllabus 


ilified react 


September 
} |} 
pared by a qt 
records librari inship 
with an experienced 
fron 


joInt Committe 


In” OTryanizations 


Church Foundation 
Receives Large Bequest 


BROOKLYN, N.Y An 88 year 


Brooklyn widow, who was believe 
} j 


nm modest circ ed 


imstances, adic 


OOO OOO 


foundation's work n 
John's Episcopal Hospital 
Her attorney said the 

} 


neighborhood QO0.000 


Mm CXCCSS 
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OXYGEN SUPPLY UNITS 
FOR 
PIPING INSTALLATIONS 


mediun 7 re, Linpe will be ( . y yvour ho pital for a 
Hl enable 0 pipine tem. work wit 0) rehat - on the details 
ore efhierently and economically Sif L ofl Phased tions for the 
the first requirement is; most effective ty] Of pipe dine equipment for your 
unit rtie ds. For further mnformation call or write 
kor small installations Linpe’s evlinder manifolds 
located within the hospita ire best for supplying the 
svstem. Manifolds ac wating any practical num 
{ evlinders ! tthatol " irger sVvsteme 
ive units are 
inh tiraprnte rrupted 
units. whieh are 
on the hospita 
1 with oxygen 


special trucks 


ork and long experi 
our arebaite 


LINDE AIR PRODUCTS COMPANY 


A Division of Union Carbide and Carbon Corporation 


30 East 42nd Street (de New York 17, N. Y 
Offices in Principal Cities 
OXYGEN U-S.P. In Canada: Dominion OxyGen Company, Limited, Toronto 
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NEWS... 


Hospitals Win Fight fendant board ling to its at 
to Restrict Privileges that the 


idmi 


are operate d 


highest degree 


femurrer, the gen 

this authority for 

{1 down in 340 Corpus 
as follows The gov 
| 


may adopt such regula 
are proper ofr deemed by it 
necessary or expedient to improve rhe 


wospital, and require of those using its 


FORTY YEARS 


OF 


FUND RAISING 


FOUNDED IN APRIL OF 1913, THE 
AMERICAN CITY BUREAU HAS BEEN IN 
CONTINUOUS OPERATION FOR FORTY 
YEARS. AS THE OLDEST OF FUND RAIS- 
ING ORGANIZATIONS, OUR EXPERIENCE 
ALSO IS THE BROADES1 MORE THAN 
3000 CAMPAIGNS HAVE USED OUR. DI- 
RECTION 


OUR HOSPITAL CLIENTELE IS A DISTIN- 


GUISHED ONE. WE WILL WELCOME AN 
OPPORTUNITY TO CONFER WITH YOU 


“There is no substitute for experience” 


AMERICAN CITY BUREAU 


ESTABLISHED 191 


221 North La Salle Street 170 Fourth Avenue 


Chicago 1, Illinots New York 16, N. Y. 


er Member Amert 


equipment that they posses 
medical learning and equipment 
order to receive membership on 
medical staft 

This rule is claimed as supported 
by innumerable cases such as Green 

St. Petersburg, Florida, establishing 
that A municipality may regulate 
and control the operation of a hospital 
provided by it and in the exercise of 
such power may exclude those not 
shown to have met its requirements 

The reason tor these rules 

establish and uphold the high sta 
ot the hospital, to meet the require 
ments of the American Medical As 
sociation, the American College of 
Surgeons, to insure those entering the 
hospital for treatment that they will 


secure skillful service and to protect 


the City and its taxpayers in the ad 
ministration of the hospital. They are 
not for the purpose of discriminating 
against any physician bur all are re 
quired to conform to them as a pre 
requisite to the use of its facilities for 
Major Operations 

A further quotation by the court 
was injected into the petition to Judge 
Owen, in part as follows Most as 
suredly when a municipality furnishes 


a hospital, operating room and 


other 
facilities for doing this and is responsi 
ble to pauients for the nevligent use 
of these tacilities, it has a right t 
know that they are placed in the hands 
of an expert. If this 1s not true, the Ciry 
and taxpayer have no protection what 
evel It would project the doctrine 
of freedom and equality into unwat 
ranted areas tO hold that one could 
practice major surgery with facilities 
furnished by the City when he has 
nothing more than a diploma trom a 
medical school and a certificate trom 
the State Board of Medical Examiners 
to warrant his skill in that field. A 
lawyer with these credentials would 
not be employed to make out a com 
plicated income tax return; a teacher 
with the equivalent of this would not 
be empl yed to teach Calculus or The 
ology 

In their closing argument, Attorneys 
Hoopes and Liggett stated that ‘the 
board has no personal feeling against 
the plaintiff and should he be able 
to comply with the requirements 
which have been met by all surgeons 
performing major operations in_ the 
hospital, it will be more than glad t 
extend to the plaintiff the same privi 


leves 


The MODERN HOSPITAL 








micarta- 


Pea S TT te SURFACE 


best on the business end of bumps 


Chances are that the wainscoting in your corridors bears the scars 
of many a bump by wheel chairs, stretchers, carts and wagons. 
MIcCARTA* can prevent these costly traffic accidents because this 
incredibly tough laminated plastic resists scuffs, scars, chips and dents. 
What's more, MICARTA’S smooth sanitary surface remains practically 
maintenance free. That's why more and more hospitals are considering 
economical, super-tough MICARTA for wainscoting and other 
traffic-bearing surfaces. 

Beautiful, easy-to-clean MICARTA Comes in many patterns 
and many colors to harmonize with the pleasant, efficient color scheme 
of your hospital. 

For further information call your nearest United States Plywood 


office or fill out the coupon below. 


UNITED STATES PLYWOOD CORPORATION 


Westinghouse nasa Rearee Renmeneleasiwas 


Please send full information on MICARTA 


& ra 
and its applications 


ADDRESS 


Ciry ZONI STATI 


1-06487 














When you specify and install JUST LINE Stainless Steel equipment, you 


know that your first cost is your dust cost. 


Mons Stainless Steel Equipment 


is custom built to your specifications. Heavy gauge easy-to-clean-and- 
keep-clean Stainless Steel assures you of the utmost in sanitation. Its 
sturdy, reinforced, electrically welded construction is your guarantee of 


a lifetime ot uninterrupted service 


That's why leading hospital architects, pathologists and hospital staff 
” members have, for many years, shown 
a decided preference for JUST LINE 


Stainless Steel equipment. 


Regardless of what your requirements 
may be, send us your specifications. 
Our Engineers will gladly cooperate 


with you and furnish estimates. 


a4 Manufacturing Co. 
BA atts 
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Copeland Will Head 


Protestant Association 
Continued From Pa; 146 
toward long-range planning f 
ing service and nursing education 
irer statements of purpe 


emerging for 


student experience, more caretul selec 
tion of students for training at various 
nursing levels, improved methods of 
evaluating performance in nursing 
education and nursing service closer 
analysis of the costs of nursing educa 
tion and improved cooperation among 
ill groups concerned with nursing 
education and nursing service 


or¢ 


Discussing the accreditation | 


gram, Miss Nahm said that 19 con 


a 
ferences on accreditation had been 
conducted for nursing school directors 
ind a series Of conferences is 


scheduled for coming months. In the 


past conferences, she said, emphasis 
had been on the professional schools 
forthcoming conterences would 
clude the problems of practica 
training and = practical nurs 


in hospitals, she reported 


COMMISSION REPORTS PROGRESS 

\ progress report on the work of 
the Commission on Financing of Hos 
pital Care was presented by Dr. Arthur 


C. Bachmeyer. In his discussion Dr 


Bachmeyer pointed out that all types 
of insurance plans, both Blue Cross 
ind commercial, have some restric 
tions. What the American public is 
looking for, he stated, is a compre 
hensive service—not part of a service 
Commercial insurance Companies, he 
asserted, have gained tremendously in 
enrollments in the last two years 
because they have the advantage of 
being able to sell several types of 
insurance hospitalization, pension 
group life in one package, whereas 
Blue Cross and Blue Shield are lim 
to hospitalization and me 

care in hospitals. However, Blue 
plans have a better record 
mercial companies have insofar 
application of premiums t 
is concerned. Blue Cross plans, he said 
use from 8) to 91 per cent of 
premium dollars to pay hospitals; the 
percentage paid by commercial con 
panies is not that high 

The commission, Dr. Bachmeyer ex 
plained hopes 


( NIM 
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LE BONHEUR CHILDREN’S HOSPITAL, Memphis, Tenn. 
J. Frazer Smith & Associates 
Architects and Engineers 






In the erection of this beautiful new hospital a 
substantial contribution to operating economy and 
low cost maintenance was made by the extensive 
use of Fapron Wall Coverings. 









For Complete Permanent Wall Decoration 


the Answer is FABRON plus PERMON 


With the costs of redecorating forever on the increase, the use of this long-lasting wall 









covering team becomes a matter of major importance. The combination of these two 


Plastifused Fabric Wall Coverings supplies not only long-term service with a minimum 





of maintenance problems but also the last word in coordinated decorative attraction. 


abron Permon 










































. 
. . ° 7 
—for interior walls . —for areas subject to 
. . 
exposed to average wear : _ heavier than average abuse wi hot! 
hy not plan on using both 
Phis versatile wall covering — tested . The result of years of research, Fanron and Permon? For samples 
and used in thousands of buildings e PermMon provides advantages never and turther information write to 
throughout the nation — is now avail ‘ before combined in a wall covering Frederic Blank & Company, Inc., 
. able in a new collection, unsurpassed e It’s really rugged —developed especi- »29 Park: Ave.. New York 17, N. ¥ 
| ~~? , ‘ ‘s . ° 
in the beauty and range of its colors _ illy for use as a wainscot in such areas 
and decorative effects. You'll find . as corridors, ete. where walls are ex- 
colors in gay, lively accents, deep posed to more severe abuse. Unusually aie 
decorator tones,” pastel tints, geo . attractive, too — 13 beautiful “non 
° metrics, florals, plaids. . institutional” colors to choose from 
° 
Best of all, in Fasron, decoration is ‘ PERMON is moderate in cost and easy 
wedded with long-term durability . to install . . . requires no highily- 
positive protection against plaster ‘ trained, hard-to-obtain specialists. 
cracks — unlimited washability — sun- And once installed, its unparalleled 
fast colors — easy installation — and, ° stability, stain-resistance and wash 
of vital importance, certified fire - ability assure permanent freedom 
protection a from repairs. 
————ee . ° 
; se As to Permon’s relationship to your 
gig riters Laboratorje “ hudget, its initial cost — material plus 
yndem™ ly Nae: 5, In¢ labor is less than that of other 
sihedhieaddl Riedl ak ten taahaaiiaes . materials customarily used for the 
° same purpose. 
. 






The Famous BISMARCK HOTEL, Chicago, Ill. 
Otto K. Eitel, President 


FREDERIC & COMPANY, INC. We have served this fine institution since 1928 


and are proud of our share in helping to simpli 
















ESTABLISHED 1913 fy the Bismarek’s general maintenance expense 
The institutional field's only specialists in plastifused fabric wall coverings : 
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KNOW THIS ALPHABET: A-H > ® 


Key to better hospital purchasing is the big 
mid-section of manufacturers’ catalogs in 
HOSPITAL PURCHASING FILE. Here, 
under sixteen headings, designated by al- 
phabetical symbols from A through H, 
you will find the catalogs of manufacturers 
most eager to serve you. See the list at the 
right which indicates how this careful in- 
dexing will help you locate with a minimum 
of effort any product for any hospital de- 
You will appreciate these 


partment. 
prefiled catalogs whenever the buying of 


any product is under discussion, in staff 
meetings, in conferences with department 
heads, with architects, with board members 
whose approval for budgeting for new 
equipment may be needed. . . . Open your 
copy of HOSPITAL PURCHASING 
FILE—to the inside front cover and the 
following page. Read carefully and you 
will find this big reference volume as easy 
to use as ABC. Be sure every department 
head is familiar with this big reference book 
and with what it contains and with how it 
will help in every phase of departmental 


planning. 


Here are the product headings under which you will 


find products for every department in your hospital 


A-—Administrative and general office equipr 


B Dietary Everything for the food service department 


CA Housekeeping General furniture, etc 


cB Housekeeping Floor maintenance and other cleaning 


CC Housekeeping: Linens, blankets gowns 


D-—Laundry equipment and supplies 


E—-Building Construction: Maintenance, repair materials 


and mechanical equipment 


F-—Plant Operating Equipment: Utilities, etc 


GA-—-Professional: Medical and nursing equipment 


Professional: Medical and nursing supplies 


Professional: Laboratory and similar scientific equip 


ment 
Professional: Stills and sterilizers 
Professional: Physical and occupational therapy 


Professional X-ray and radiology equipment and 


supplies 
Professional: Pharmacy equipment and supplies 


H—-Professional Services, engineering, fund raising, con 


sulting, etc 
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LISHED AS THE HOSPITAL YEAR BOOK IN 1919 BY THE MODERN HOSPITAL PUBLISHING CO. INC 


PURCHASING FILES, INC. 


919 N. MICHIGAN AVE., CHICAGO 11, ILL. 





NEWS... 


Where Flectricit compiled sti nen d. - m 
varying costs and methods of payment 


1 all sections of the country to be able 


if 

tO present a Composite picture of the 

j whole situation from which it can 

US INO ail! draw conclusions and make recommen 


ee ; 


UTILIZE BEDS PROPERLY 


Answering a question regar 
tendency of many doctors to prescribe 


innecessary drugs and 


ling the 


examinations 
for patients who are covered by insur 
ance, Dr. Bachmeyer pointed out that 
doctors are interested primarily in the 
professional aspects of their ob and 
want to make use of all available 
Services their patients. However 


, 
he added, they can be educated to d 


re 

t better job of utilizing he spital facili 

ies If beds are properly utilized 

Dr iwhmeyer concluded, “we won't 

need to spend millions of dol 

new hospitals. And we 

soon. We cant attord to keep this up 
In another convention address 

Greor ve Bugt ee, executive director 

the American Hospital Association 


reported th the Joint mmission 


on Accreditats ital was 


} 


now erating th hospital pr il 


e 
ONAN Electric Plants program place of the American 


College Surgeons Don't expect 


* : 

Assure Light and Power to see much change of standards in 
the immediate future Mr. Bugbe« 

said, reporting that the joint commis 

being, had taken 


lungs, Operating room lights, and heating systems is a v7ta/ need. ver the standards of the lege. Cer 
fe) } Sta ards ¢ { Col + 
This power must be immediately available, it must be dependable, and 


Emergency electricity for such essential equipment as aspirators, iron sion, tor the time 


it must have sufficient capacity to handle a// essential lighting and elec- tificates of approva issued by the 


trically operated equipment. | college are valid until a new inspec 

Onan engine-driven emergency electric plants meet all these require- 1 Mr. Bugl s 3 
ments. When storms, floods, fires or breakdowns interrupt the electric tion has been held, M1 ——— oe 
power supply, Onan Standby plants start automatically and feed electricity 
to critical points. The plants stop automatically when regular power is be issued by the joint accreditation 
restored. Will run continuously if necessary. 

Onan Emergency Electric Plants are available from 3,000 to 35,000 
wats A.C. to meet the needs of any hospital. Where power requirements In addition to Mr. Ce pe land, officers 
are greater than 35,000 watts, two or more Onan units can be combined 1 by tl scenciation were: first 
into a system with the required capacity. — Panos ps ih 


which time a new certificate will 


COmMmMItsston 


vice president, Col. Florence Turking 
ton, Salvation Army, New York City 


ONAN STANDBY PLANTS 


Available with exterior housing, like the Bishop Clarkson Memorial Hospit i 
one shown, or without. All come complete 
. P Omaha, Neb.:; treasurer, L. B. Benson 
with necessary controls and instruments, 
; , , 
ready for installation. Automatic line Bethesda He spita St. Paul nad trus 
transfer controls are available for all units. tees. Brig. Alvena H. Wood. William 


; etal Paes ae gee 

GASOLINE-POWERED MODELS Booth Memorial Hospital, Covington 

Air-cooled: 1,000 to 3,500 watts AC Ky.: Paul R. Hanson, Emanuel Hos 

Water-cooled: 5,000 to 35,000 watts AC pital, Portland, Ore.; Edwin D. Peel 

MODEL 10 EL Georgia Baptist Hospital lanta, Ga 


10,000 wotts A.C. : 
Write for folder and FREE engineering assistance Crayton Mann, Welborn Memorial 


second — vice president Hal Perrin 


Hospital, Evansville, Ind Robert Net 
Methodist Hospital, Indianapolis John 
Dudley, retiring ident the ass¢ 


ation 
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Johns-Manville TERRAHIEN tile, 


made of vinyl plastics and asbestos, 


EASIER TO MAINTAIN 

Terraflex is resistant to grease and oil, 
alkaline moisture and mild acid solutions. 
It is easy to clean and even caustic soaps 
which permanently damage other types of 
resilient floorings will not affect Terraflex — 
it cannot “wash out.” Many different 
decorative inserts are available to add 
interest and individuality to floor design. 
Knife-fork and teakettle inserts are shown 
above. Moisture-resistant, Terraflex is ideal for 
laying over radiant-heated concrete 

floors in direct contact with the ground. 


\ 


For THE BEST there is in flooring —look 
to Johns-Manville Terraflex. 

Send for a free brochure showing the 
full color line of Johns-Manville 
Terraflex and Asphalt Tile. Write Johns- 
Manville, Box 60, New York 16,N. Y. 


offers advantages never before 
combined in one type of flooring 


COLORS ARE CLEARER 

The vivid colors of Johns-Manville Terraflex 
Flooring have a clarity and warmth that add 
beauty tq any interior —keep their first day 
veuness tor a lifetime. The wide range of 
marbleized colors in harmonious and contrasting 
shades offers unlimited freedom of design. 


WILL LAST A LIFETIME 

Although Terraflex is extremely resilient, it will 
outwear other types of decorative floor coverings 
two to one. With its superior flexibility it 
conforms to uneven surfaces and absorbs the 
normal floor play. It does not crack, 

curl, become loose, or brittle, or shrink 

around the edges. It does not become fuzzy or 
scratch or lose its sheen from constant wear. 


JM 


Johns-Manville 


TERRAFLEX AND ASPHALT TILE FLOORING 





HOLLISTER 
Custom-Made 
Birth Announcements 


Featuring a Miniature of Your. 
JHlospitals Birth Certificate 


Sell your own, exclusive Birth An 
nouncements to eve»ry maternity 
vatch the 


Hollister Cwstor 


patient profits TOW 
Parents buy 
Mad Announcements trom you 


for just 5 for a box ot | 


) 


ind your promt per box IS extra 


eencrous. For example you can 
make upwards of $217 trom the 


sale ot just OC) boxes 


Extremely popular with proud 


parents too — tor they offer a truly 


i 

novel and distinctive way to an 
nounce the glad tidings, a delight 
ictual 


ful miniature of baby’s 


birth certificate 


Send the coupon today for sample S$ 


ind comple te information 


Franklin C. Hollister. 


om ef 
833 North Orleans St. 
CHICAGO 10 
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Chicago Welfare 
Department Approves 
Payment Formula 
CHICAGO.— The Illin Pul 
Commission s 


he Chicago 


is NOW been 1Opte if 


Department of Weltare 


letter t Gersonde 


director of t icago Hos 


Cxccutive 


pital Council, Mr Ose a uid that 


his agency “would be happy ) partici 


pate in iny joint meet irranye 


Public 


ny the councils 


with the Ilinoi 
Sion regard! 
increase in clink rates 


Phe new tormul 


partment regular 
cce | ipprove { [Pp 


ma 1! nae 
piven all | 
by * the IC} irfment 
period 


Chicas 


mated to be losing about S$1O.000 a 


0 hospitals, which were 


month under the old system of pay 
j 


ment, formerly received separate rem 


bursement tor care rendered each p 
tient [he reimbursements were not 


exceed a fixed 


permitted to schedule 


of approved per diem costs. If charges 
, , 

were below this figure, charges were 

j 


paid 

The Chicago Hospita 
has proposed that clin 
imbursed on the basis 
Both Chicago's 


ind the I.P.A.C. are now reimbursin 


welfare 


clinics at a rate of SL.5O 


Beck Heads Pharmacists 
INDIANAPOLIS 
Allen \ Beck 


chiet pharmacist 


University Medi 


cal Center here 


{ 


has been name 


lent-elect ot 


pres 
the American S 


ciety of Hospital Pharmacists He will 


Allen V. Beck 


presidency t the 


convention in Salt 


issume_ the 


Beck. wh L1S¢ served as 
member of the faculty of Butler Uni 
versity s school ot pharmacy is cut 


rently chairman ot A.S.H.P.’s commit 


tee on membership and organization 


ind president of the Indiana chapter 





formula for payments 











MONTEFIORE 
HOSPITAL 
Pittsburgh, Pa 
279 beds 








UNIVERSITY 
HOSPITALS 


lowa City, lowa 
945 beds 


FIFTH AVENUE 
HOSPITAL 

New York, N. Y 
447 beds 


WOMAN’S 
HOSPITAL 


Detroit, Michigan 
’52 beds 


Write us today for complete 
information on any of the fol- 
iowing items: 


TABLE NAPERY 

SHEETS & PILLOW CASES 
BLANKETS 

BEDSPREADS 

FACE & BATH TOWELS 
BATH MATS 

CRASH TOWELS 

BED PADS 

SHOWER CURTAINS 
SCRIM CURTAINS 


«© ALLEY © 


“The House of Linens” 


Cn ae ae a a ae a ae % 





46 WHITE STREET @ NEW YORK 
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BOSTON’S BETH ISRAEL HOSPITAL 


COOKS WITH 


THE DEPENDABLE, MODERN WAY 
oe] Mid tig. 1), [em celelom, Melly vy. hile 4 


An investment of a third of a million 
dollars in a hospital kitchen is not 
made without careful study. At Beth 
Israel Hospital, in Boston’s Medical 
Center, a planning staff consisting 
of the dietitian, hospital adminis- 
trator, and kitchen engineer worked 
with the architects to select equip- 
ment and the operating pattern, 

\ vast array of Gas Cooking and 
Baking Equipment serves the 
patients in this 365-bed hospital, 
where every effort is made to pro- 
vide food which will aid in effective 


therapy despite diet prescribed. The 


WORE AND MORE 


stainless-steel and mone l-metal Gas 
Equipment in Beth Israel Hospital 


includes 


11 Vulcan hot top ranges 

5 Vulcan salamander broilers 
3 Vulcan heavy duty broilers 
2 Vulcan fry-top ranges 

1 Blodgett baking oven 

2 Blodgett roasting ovens 

1 Century revolving oven 

1 Market forge steamer 

2 Vulcan deep-fat fryers 


More than 70,000 meals are served 
each month at Beth Israel Hospital, 
one-third of them being special-diet 
meals. The main kitchen is equipped 
for preparing food according to strict 
dietary laws, as well as for other 


types of medically prescribed diets. 


Administrator: Dr. Charles Wilinsky 


Director of Dietetics 
Mrs. Lillian M, Reiner 


Architects: Curtin & Riley, Boston 


Kitchen Engineers: 
John McDonald Co., Boston 


Kitchen Equipment: 
Morandi-Protor Co., Inc. 


Decentralized service to patients Is 
provided through well equipped floor 
kitchens. 

During 23 years at Beth Israel, 
Chef Bill Janek has always cooked 
with GAS, and his experience with 
Gas Cooking and Baking Equip- 
ment has paralle led that of thousands 
Gas Cook- 
ing 1s always the dependable, clean, 
and modern way of preparing food 


of other hospital chefs 


in quantity. 

You can get ample proof of sav 
ings by calling your Food Service 
Equipment Dealer and your Gas 


Company Representative. 


AMERICAN GAS ASSOCIATION 220 texincron AvENUE + NEW YORK 17, NEW YORK 
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HILL-ROM announces 0 a new 
MOTOR-DRIVEN 


HIGH-LOW BED 


with tremendous safety factors, time-saving 


conveniences and long-life expectancy 


Sealed Motor Unit 
permanently 
lubricated 


Aircraft Cables 
with a total 
breaking strength 

of 8,000 Ibs. 


Motor and Gear 
Reducer designed 
for ten years 


constant service 


Motor and All 
Wiring completely 
grounded 


Switch Box 
conveniently located 


for nurse 4 


Two-Crank i; This new Hill-Rom No. 60 Motor-driven High- 
Trendelenburg Low Bed combines many new design and construc. 
Spring. Large, tion features that make for increased safety, time- 
ball-bearing Casters saving convenience and long service life. The motor 
with brakes on two and gear reduction unit, for example, are designed 
wheels and rated for a minimum service life of 10> vears 


constant service, based on LO hours per day seven 


Bed Panels 


of 5-ply laminated days per week. Lnder the most extreme cireum- 


wood construction stanees these units would seldom il ever be in 


with stainless steel 
channel protecting 
the top edge 


actual ope ration more than 30 minutes daily 

Phe 5-ply laminated wood panels are furnished in 
peneil stripe walnut, rift oak or Korina finish, and 
are attached to the bed by means of stainless steel 
Shipped Completely clips. The bed is equipped with large ball-bearing 
Assembled with casters, with brakes on two wheels 
exception of head Folder giving complete information will be sent 


and foot panels on request. 


HILL-ROM COMPANY INC., BATESVILLE, INDIANA 


NEWS... 


New York Suburban 

Hospitals Overcrowded, 

Newspaper Survey Shows 
New YorK.—Small hospitals within 


was reporte 

The Ne 
ind Sun wh } lucted Survey 
recently yorted tl idvance reset 
vations 1 rt Chester, Mount Vert 
non ar ker he spitals in New 


Y ork tat <tend it summer 


, 
inborn 


a Westchester Long 
nnecticut and New Jersey 
lisclosed, are staggering 
) per cent 06 
cupancy ( it this shortage 
hospitals in some areas are renting of 
buying private homes to set up over 
flow accommodations, the survey 
stated. Although the hospitals are f 
nancially able the trustees cannot 
find the land to buy for additional 
buildings, nor can they build the ex 
tra wings fast enough to meet the de 
mands of the expanding community 
if Was stated 
\ spokesman tor Mercy Hospital 
Rockville Centre, N.Y explained that 
vercrow led Cc nditn ns were 
the tripling of housing the 
five years. The vast increase in 
number of industrial and 
facturing plants. The consequent in 
crease in the number of wage earners 
the consequent increase in- the 
sickness and maternity potential 
Overcrowding in suburban hospi 


| 


the newspaper discovere is also 


the resule of too much territory CoV 
ered by small institutions already small 


in number 


Fire Insurance Rates 

Lowered for Hospitals 

in Cook County 

CHICAGO.—The Cook County 
tion Burea Illinors | 


spe 


4 
zed a reduction in hospital fire insur 


ance rates in the county by 

ipproximately 10 per cent, it has been 

anne unced by } cay Hospital 
effective 
1 rh 


nit Was announces at 


CnOuUL 


- 
change 1utomatically aftects all 
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At Cornell’s Statler Hall... 
cohere tomorrow's hotel and restaurant 


operators learn by doing..: 
youll find Vabbey Safedge Glassware 


No. 1833 
Heat-Treated 
5-oz. Juice 


SQ rATLER HALL is an unusual educa- 
tional building in an unusual educa- 
tional institution. Designed expressly 
to meet the needs ot the faculty and 
students of the School of Hotel Ad- 
ministration at Cornell, the sc hool has 
numerous kite hens, food laboratories, 
and lecture rooms; special classrooms 
for accounting and business practice; 
special hotel engineering mock-ups, as 
well as othces, general classrooms and 


an auditorium. 


No. 1810 
Heat-Treated 
9-oz. Water 


Included in the equipment of this outstand- 
ing school is an installation of Libbey Safedge 
Glassware which 1s used in the school section, 


the inn and the club. 


LIBBEY 


Ep 1818 


Glassware too, in the finest 
land. All 


apres that Libbey pives them what they want 


You'll tnd Libbey 
hotels, restaurants and clubs in the 
in glassware: [Lhin-blown grace, long-wearing 
durability, complete range of open-stock items. 
And not to be ove rlooke d Is the money-saving 
guarantee that goes with every Libbey Glass 
“A new glass if the rim of a Libbey ‘Safedge’ 
glass evel chips!” 
you, too, to mnvestigate the many 
Libbey 
whe ther your operation 1s large Or small it can 
afford fine 
Your Libbey supply dealer is ready with all 


Libbey 


It will pay 


advantages of Gjlassware . . . for 


Libbe V service. 


the details. Call him today or write 
Glass, Loledo 1, Ohio. 


GLASS Diao (faint Lb 


LIBBEY GLASS, Division of Owens-lilinois Glass Company, Toledo |, Ohio 
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NEWS... 


n force, the mber [ cuon, the U.S. Department of Com 
ll interested repre 


nad | tals 


lard 


Stan mcd 


Consider Revision of Fem aEE types of sheeting pha 
Rubber Sheeting Standard ; h no fabric is employed 


WASHINGTON, D< To consider mad rough plastic materials of 


revision of the commercial a recent development 
pital eeting for mattress pre The present edition of Commercial 
d CS114-43) was adopted by 
in 1944. It applies to fabrics 


made waterproof by rubber or rubber 


Let us show you how to ia acheeui” duadesiias Gaal 
Increase your hospital’s coated on the fabric 


capacity and income 


without expensive alterations Southeast Leads in 
Number of H-B Facilities 
Judd Curtains — Your choice of two 


. bt , fabrics: (1) Sanforized jean cloth. CHATTANOOGA, TENN The south 
Plagued by crowded conditions ?—limited (2) Fibreglas — flame-proof, mildew . ' 
bed capacity?—loss of income? grost No ironing, just wash and hang. eastern area of the US. Public Health 
. , oth types available in white or restfu : 
Send us a rough dimensional floor plan pastels. Rust-proof metal grommets Service now leads the country in the 
and we'll be glad to show you how to machined in top hem at 6” intervals total number of health facility proj 
make pleasant semis of private rooms, Exclusive Corner Fixture — Curtains ects approved and constructed under 
utilize ward h | i travel quietly on fibre wheels along . tp} ‘ - sais 
4 ize ard, pore and corridor space sturdy brass tubing, 1° O.D., heavily the terms of the Hill-Burton Hospital 
efficiently, get up to double your present plated chromium over polished nickel 
bed capacity and patient privacy—with- pve <j apnea ina ati Survey and Construction Act, an 
out expensive alterations. nounced Dr. Raymond A. Vonderlehr 
Judd Cubicle Equipment- ~favorite with regional medical director of PJHS 
hospitals for over 20 years—is light, ; 
sturdy, quiet, easily installed. You'll be 
surprised at the modest installation cost 
Send your plan today for our proposal 44 hospitals and health center con 


recently 
Since 1948, Dr. Vonderlehr stated 


and estimate. No obligation, of cours : 
g ; urse ; struction projects have been approved 





in the area, which includes the states 
of Alabama. Florida Georgia, Missits 


sippi, South Carolina and Tennessee 





This represents 23 per cent of the 
total number of projects approved in 
the entire country, he said 

H« pointed out that the southeast 
ern area has done an excellent job in 
putting its projects into operation and 
that, at the end of 1952, this area had 
9 per cent of the toral number of 
projects already built under the Hill 
Burton Act and actively serving the 


needs of the people 


CORRECTION 


On Page QO of th 


ot The MODERN HOSPITAL, it was 





porte 1 nat the neadquarters 


American Osteopath sp 


lation had been remove: 


DO lowa. Unfortunately 
H. L. JUDD COMPANY Pe 
Hospital Division... 87 CHAMBERS STREET, NEW York 7 (NE OF Tlic story referred 
737 Beaubien Street, Detroit 26 + 3400 N. Western Avenue, Chicago 18 Moines. We regret this error 
3300 Leonis Boulevard, Los Angeles 11 port is the correct address 


Daven 
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Seer a 


ST. VINCENT’S HOSPITAL, TOLEDO, OHIO 


BETH-ISRAEL HOSPITAL ADDITION, BOSTON, MASS. 
; Archts Maguolo & Quick. Contrs. A. Bentley & Sons 


Archts.. Curtis and Riley. Contrs.- Volpe Constr > 





at a . 
LLOYD ST. JOSEPH HOSPITAL, WINNEBAGO STATE HOSPITAL, WINNEBAGO, WIS 
MENOMINEE, MICH Archts.—Auler, Irion & Wertsch. Contrs.—-George A. Fuller Co. 
Arch Harry W. Gjelsteen 
Contrs. Proksch Constr. Co 
Hospital interior views above show use of NATCO Ceramic Glazed Vitritile for walls 


IN HOSPITALS EVERYWHERE 
NATCO Ceramic Glazed 
Color Engineered VITRITILE 


in all of the hospitals pictured above, Natco Ceramic Glazed, with ordinary soap and water. 











Color Engineered Vitritile was selected for interior walls and 
Colo J aay - ; , Designed for either modular or conventional design, Natco 
partitions for color and finish, because it solved such definite 


:, : ;' Ceramic Glazed Vitritile with its complete line of shapes and co- 
hospital needs and problems as good visibility, relief from eye 


: dinated fittings is completely adaptable to desirable and efficie 
strain, fatigue, convalescence, et ordin J 2m} y I ) le and efficient 
layout design, with a minimum amount of cutting and fitting. 
In addition to being the right colors for hospital interiors, walls 
and partitions of Natco Ceramic Glazed Vitritile will stand up 
under hard usage, give the utmost in sanitation, are proof against 


Write for additional information on Natco Ceramic Glazed 
Vitritile, also for literature describing other Natco Structural Clay 


rodents, vermin and bacteria are easily cleaned and kept clean Products for use in every type of building construction. 


‘ 
tr ry 
cy 
LF > 





in Ve 
(=/ PRODUCERS \'¢ 
(2 COUNCIL | /3/ 
eX wares WO 


NATCO CORPORATION 


Formerly 
NATIONAL FIREPROOFING CORP. 


GENERAL OFFICES: 327 FIFTH AVENUE «+ PITTSBURGH 22, PA. 





b 


“The Quality Line Since 1889" 
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NEWS... 
ABOUT PEOPLE 





you can't 


aiooed Toon Pi 20 wrong 





Supetstjtjous 


««eabout 3 on a match? | eprtege Se ae 
y 
Desmond Dribble lit cigarettes for the " I e1O mung to S, f | 
boss, the boss's daughter and himself— rom Q4 wy: th ’ LAY 4 $ 
on one match. 
Next morning the boss took a prattfall aici = 12 946 h C TIKY 2 


on the newly waxed floor of his office. 

Before he was whisked away to the hos- 

pital, he pointed an accusing finger at ospital nominee of the 
Dribble and shouted, You're fired! And . ' ' 

stay away from my dauehter, too! n - . , . 2 Hospita \dmin 


" 
ibsence trom 


trators 
Dribble did some hurried research. : 
Bursting into the boss's room, he said, Reese k. James, the new ASS 
Don't blame the match, boss t's our ' tor at St. Luke's, succeeding Mz 
floor wax. We've had thirty slip-falls in 
the past 10 months. I've called in a 


LeGGe Safety Engineer 


, 
t fOrmery personnel 
\ultman Hospital, Canton, 


With Lecce Safety Polishes, slip-falls During World 
stopped. And maintenance costs dropped \ with the 
to almost half. Because the LEGGE Polish 
stayed on the floor 8 times as long as 1y hospita 


ce « Ss I ; 
wax, without the need for stripping and ! ds Stat nad overseas If you want maximum 
reapplying Rev. Clarence A. Morrill, sin 

Dribble? A promotion and a trip to sail a cat ask sie ae {] be 
Niagara with the boss's daughter. Just ripe rm ' lethodist oor protection, econo- 
before they left, the boss lit cigarettes for Brooklyn, N\ y has is 


them. Lit his own, too—on the same " | is new as i rr 
’ ed us new position as superin y eo 
match. ten Bt my and eilicienc e 
Superstition aside, we'll ee sienna aepen mM ss 
gladly show you how madale, Tl The Re Mr. Morrill, d D ll D d 
* 
,it NEw , LEGGI Maintenance , hos held setenis tastoraies 3 man arne epen a 
| . , } has ek Ous MASTO 
SLEGUE prevents slip-accidents, : : 
. | ses seaceee “\ wland. was tor + ral years one 4 
| saves you money. Mail pian t I Cvera b ] ly M d t g Vv n 
aes coupon today for full ield presentative for New England uily...made to give a 
information 1) H LR H ie 
Walter G. Legge Com- a ee haat’ xtra l ng life of satis- 
pany, Inc., 101 Park iominee of the American Colleg € 0 
of Safety Floor / Ave., New York ‘7, Le pital Admini trators . 
Mamenone / N.Y. Branch offices in pa se factory service..... 
principal cities. In To Joseph V. Terenzio has assumed his 


ronto, J. W urner Co 
, Furner Ce duties as assistant admunistrator 


reprint? Just clip coupon 
iii ; f . { Western Pennsylvania Hospital, Gree 


\ graduate of the law 


Fordham University, Mr Dormell 


vas formerly a_ practicing 


Connecticut Following Manual 


iv\ during World 


he completed the « 


Walter G. Legge Company, Inc 
101 Park Ave., New York 17, N. Y 
Please send a reprint of this adv 


Send me your FREE booklet M Higby 
learned about Floor Safety 
Hove a legge Safety Engineer phone me 


for an appointment 


1dmunistratyon it Columbia 
Mr lerenzu S ved his DY AVER YY PESTALA CORP, LYD, 
DOWNEY, (Los Angeles County) CALIF. 
7 
New York City, | Pe tee a Se 
36 North Clinton, Chicago 6, IIlinois 


Name 


Firm residency at Knicker 


Street 
vdmunistr itor 


7 


City Zone State 


ewww wee eww eeeanaeeeeeenee= 
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“FRESH UP” with 
SEVEN-UP... 
SO pure, so good 
so wholesome 


for everyone! 


The A I - Fo mily : a fF Get a family supply of 24 bottles 


Buy 7-Up by the case. Or get the handy 
7-Up Family Pack. Easy-lift center 
handle, easy to store. 





Dr. James L. Menges, 
trator of Salem Cou 
NJ 

nl ! nt en 

ol the in i n Ife 
Nelson Watts, whose ay 


ILisine manayer ol 
Philadelphia 
December 
ntcendent there 
Christian M. Christiansen h 
tant airector ol 


Ho pit il 


who Vas associated with 


Whadlh Wh ft med i 


Alexander Harmon, Baltimore 
cting uperintendent \ hristiansen 


Johns Hopkins Hospital. Baltimore. tor 
| } 


Authoritative 


forms mean better 


medical records 


Physicians’ Record Co. 
offers the experience of 


1. An outstanding medical record librarian 


on our staff working full time. Her duties are to 


assure you of the latest correct forms. 


Over 42 years experience 


the world’s oldest and largest publisher specializing in 
hospital record supplies. The advantages of this experience 


is yours when you use our authoritative forms and service. 


Close cooperation with the authorities 


including the American Hospital Associa- 
Medical 


the American College of Surgeons. For your 


tion, American Association, and 


protection, we verify all forms to see that 


they fulfill requirements. 


BE SURE YOUR FORMS ARE AUTHORITATIVE 
Save 10-40% With P-R Standardized Forms 
WRITE FOR A SAMPLE SET 


PHYSICIANS’ RECORD CO. 


Dept. 36 161 W. Harrison Street, CHICAGO 5, ILLINOIS 





i number ot years, recenuy has been 


issistant controller at Union Memorial 


Eileen Mulcahy, formerly adminis 


trative assistant in the Boston Floating 


Hospital, Boston, Was recently dj 
director ot the hos 
Hospital is a 


Medical 


pointed assistant 
pital, Boston Floating 
unit of the New 


Center 


England 


Garner C. Goodwin has succeeded 


Merrill E. Tolman as 


Waldo County General Hos] ital, Bel 


idmunistrator ot 


fast NI 


John 


¢ 


Stagl, formerly business man 


assavant Memorial Hospital, 


now an assistant director 


spital. Mr. Stagl is serving 


sident of the 


Hospital Ac 


second year 
\merican 
countants 
William Calvin, who will complet 
his admiunistrative \pril 1 
it Passavant Memorial Hospital, Chi 


is pre 


\ssociation ot 


residency 


avo, will become idministrative assist 


will receive his 


degree in hospital 


Northwe stern | 


int at Passavant. He 


master § administra 


tron trom niversity in 
June 

Dr. Raymond F. Smith has suc 
ceeded Dr. Peter A. Volpe as manage! 
ot the Veterans Administration Hospi 
tal, Aspinwall, Pa. Dr 


manager ol the 


Volpe s ap 
V.A 
innounced 
Smith, 


pomtment as 
Hospital al Hines, Ill., was 
ISSUC Dr 


in the February 


formerly chiet ot protessional services 
at Aspinwall, joined the V.A. in 1946. 

Adelaide B. Cushing has retired as 
administrator of Eye and Ear Hospital 
at Pittsburgh. Her successor ts Martha 


had 


tor three years 


C. Zavonia, who been assistant 


administrator From 
1915 to 1917 Miss Cushing was super 
intendent ot the University of Pitts 
burgh Clinics at St. Francis Hospital, 


and, following overseas duty as a nurse 
in World War I, 
position at the university's clinics trom 


1917 to 1919. A (Amer 


ican College ot Hospital Administrators, 


returned to her 
tellow ol the 


member of the 
Hospital 
Associa 
Zavonia, 


and 


Miss Cushing is a life 
V.CLHLA., — the 


and the 


\merican 
Hospital 
Miss 


who has been associated with Eye 


\ssociation 
tion of Pennsylvania. 
nominee 
Miss 


har Hospital since 1930, 1s a 
of the A.C.H.A. 
Zavonia as 


Ruth Eichar, formerly director of nurs 


Succeeding 


assistant administrator 1s 


my service 


M4 


Stanley M. Wilsey, a hospital con 


has assure d 


sultant for several vears, 
his new duties as director of Woodland 


Hospital, Woodland, Calit. Ad 


Memorial 


Clink 


ministrator ol Rocktord 
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After 18 Months of Continuous Use... 


here is what a leading hospital says about 





pn 


State of West Virginia 
} 





Purchase Orders . . . Letters of Praise . . . Acceptance by U.S. Gov- 


ernment Agencies and the nation’s foremost Hospitals . . . attest 
to the outstanding performance of SANI-PHILM Bedding Protectors. 


SAVE MONEY! Lengthens life of Mattresses, Pillows! 
SAVE TIME! SANI-PHILM Protectors fit wrinkle-free over 
beds in just a few seconds. Cuts change time...increases 
efficiency of Nurses. 


SAVE LAUNDERING! Keeps your hospital bedding 


clean, fresh, new .. . no need for constant sterilization. 


ADDED PATIENT COMFORT! Wrinkle-free, odorless 
. no rustling sound when patient shifts position. 


*None GENUINE without this Registered Trade Mark 


° .We have found no 


ani Prium ; 


Electronically Welded” Plastic 


MATTRESS COVERS 
PILLOW COVERS 
e DRAW SHEETS 


Even the Rustproof Zippers are Electronically 
Welded — no sewing or thread to tear. 


need to replace any | 
f them and I certainly hope yout ing 
¢ rare damage, they will 1as — 
elon than we had originally expec a 
ae quite satisfied with the covers 
We ea think that they have greatly P 
= pane the cost of maintenance on 
agro A of mattresses and erg 4 
besides making cleaning of Ss 
units much simpler. 
_-Howard W. Baker, M.D. 
Administrator 
Temple University 
Hospital 














4 
a 
He 
ee 
ee 
+ 
ba 
s 
Fi 


fg 


—and Today, after 
37 Months...No 
Complaints !! 


Rigidly laboratory tested for 

resistance to steam, bacteria, fungi, 

stains, odors, burning, cracking, allergic 

qualities. Complete protection against dust and 

dirt, perspiration and normal body discharges. Boil 

able, odorless, noiseless, waterproof (even at the 

seams!) ELECTRONICALLY WELDED, RUSTPROOF ZIPPERS! 

Constructed in accordance with U.S. Government Specifications in .006 
ond .008 thickness—not less! Philmont manufactures more SANI-PHILM 
Bedding Protectors for the U.S. Government than all others combined! 





Tremendously expanded production facilities enable us to pass 
on huge savings of 50%, as follows 


#206 .006 Size of Mattress 36x78x6 $36 doz. 
#308 —.008 Size of Mattress 36x78x6 $45 doz. 


#1004 .004 Pillow Covers 27x21 $ 6 doz. 


Terms: net 30 days F.O.B. Englewood, N.J. Prices for other sizes 
upon request. 








PHILMONT MANUFACTURING CO. 
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Sanitary, 
disposable 
CHI-NET 
Molded Paper 
Plates 

and Dishes 


4 


tite 
hing can be eliminated 
by this ingle 
Individually molded to 

ind depth of standard china 


ervice 


CHI-NET plates and dishes 
ictive as well as practical 
plates and 

they'll 


bend when held 


in pile these 
high with food 
buckle or 
rim. Waterproofed and 
istant, CHI-NET doesn't 
ssure of knife 
t scrape or flake off. By 
Kers of the famous KYS-ITE 


resist pre 


DED PLASTIC TABLEWARE 


K EY 


5O0'' ANNIVERSARY 1903-1953 


See Caseaeeeoqaoosnsoaasonooerer4 


Kevye ‘ ‘ rpo on, Dept. MI 
N.Y 


i exing Ave . ork 


te information on 


Ween ce Sts 


1d Dishes 


ibleware 








Lt. Col. Irvin 
Jac k Katz, wh« 


“€ ‘ 


Col. |. J. Katz 


Creme ral 
the Japan ¢ 
holds the Army 


with metal 


ring 
ldition, he 


Ribbon 


Morton H. Bennett 


Marvin J. Lawrence in assistant 
Jewish Hos 

nemnaty Mr 

1 the American 

spital Administrators, has 
iccep I nN ippomtiment it the new 
Hospital, Detroit Bet 
nomnat Mr | 


r of North End Clini 


Sinai 


pony 
Iwrence was direc 
Detror Mr 


issociatle d W ith 


Marlbor Mass 


1 


Bennett was tori \ 
be spital 
t 


Saren has suc 


Marlboroug! 

Martin 
M. Bayne a idministrative assistant 
1 spital, Valhalla, N.Y 


January | ilter 3] 


ceeded Gladys 
wt Gosra aL 
M Ss Bavine 

Csrasslands 


whe ad hi master 


McDermott, director ol 

Long Island Hospital, Brook 

NY... same 934, wall retire March 

McDermott is a past president 

(;reater New Yo rk Le Ss} ital \s 

New York  Hlospita 
the Hosy 


Bernard 


matter 
Hospitals of the 
policies 


CONTCTEN nm rates and 


James R. Neely has resigned 
dn miistrat issistant at the Vic Wea 


At Last! 


For Training Classes 
Clinical Conferences 
Staff Meetings 
Lectures 


A TABLET ARM CHAIR 
THAT FOLDS! 


The Greatest Advance 
in the History of Folding Chairs 


The Tablet arm is a built-in feature of the 
chair itself—strong, easy to operate, a 
marvel of engineering ingenuity (patent 
pending) use, when 
the arm is not needed, it folds down out 
of the way beside the chair. It folds flat 
against the chair for quick, safe stacking, 
the folded depth being only 3°. Chair 
folds and unfolds in seconds. Exception- 
ally easy to get into and out of. 


For ordinary chair 


all the famous 
Tablet 
give years of 
strong—X- 


Built throughout with 
Clarin quality 
Arm Folding Chair 
faithful 
type — self-leveling — welded to insure 
exceptional strength and quietness. Its 
rubber-cushioned feet 
with 


construction, the 
will 


service. Supremely 


exclusive Clarin 
can't mar the finest floor 
Clarin’s famous reinforced seat of 5-ply 


Comes 


plywood, or in fine quality leatherette on 
Wide 


colors. 


seat and back, or on seat alone 


range of frame and upholstery 


Clarin Mtg. Company, Dept. 49, 
1640 W. Harrison St., Chicago 44, Il. 


Uirite today on your letterhead for 
beautiful, New PREE Catalog 
this amazrmg chair, together with 
Clarin’s complete line of steel fold 
chairs for every purpose 


houwme 


SINCE 1925... 
THE ARISTOCRAT OF FOLDING CHAIRS 
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Any nurse can fill it, with one arm tied behind her. 

With an easy twirl of the geared Roto Adjuster, 
the swing leaf of a Fenestra* Intermediate Steel 
Window reaches out to catch the breeze and 
guides it in wherever you want it, in the 
amount you want for each patient. 

And you can keep the room from becoming 
stuffy, even when rain is pouring down—by 
opening the tilt-in sill vent. You get draft pro- 
tection, too, because the sill vent deflects air 
ceilingward. 

You get more light and more view with a 
Fenestra Window because you have more glass 


area... the graceful steel frame is strong and 


Fen AY AL/ A 


BUILDING INFORMATION 


rigid, without being thick and bulky. 
And Fenestra Windows are screened and 
cleaned from suside the room—easier, more eco- 


nomical maintenance. 


AVAILABLE SUPER GALVANIZED 


Fenestra Steel Windows are available Super Hot- 
Dip Galvanized for complete protection from 
rust... no painting necessary! Vhis Super Gal- 
vanizing is a Fenestra exclusive 

Get full information on Fenestra Intermediate 
Steel Windows—write Detroit Steel Products 
Company, Dept. MH-3, 2258E.Grand Boulevard, 
Detroit 11, Michigan. 


Intermediate Steel Windows that make 
the most of free daylight and fresh air 





Center ot Jerse \ ity N | to jyoI1n 
the staff of the Hospital 


ith Chie Ayo In hi 


American 


Association new 


! 
work he wil issist in setting ip mst! 


tutes, meeting and conventions and 


staff activities im con 


| 


Pui 


coordinate the 
nection with the administrator 


Mr Neely 1S ‘ 


Columbia University 


I iduate ol the 
course in hospit il 


idministration 


Department Heads 

Marion A. R.N., has 
been ippornted director ol the nursing 
\ultman Hospital, Can 


Lambright, 


cle partment at 


ton, Ohio. In her new work she wil 
| and 


be in charge of nursing service 
nursing education at the hospital. Miss 


xz 
Lambright, who joined Aultman 


nursing department a in assistant 


director of nursing service in 1950, 


was appointed assistant director of 


nursing education in 1952. Miss Lam 


\merican 


National 


bright is a member of the 
Nurses Association and the 
Leayue tor Nursing 
Dorothy Kaladic has been appointed 
director of nurses at Mount Sinai 


Minneapolis. Mrs. 


as director of 


Hospital, Kaladic’s 


ist assignments nurses 


ps 





Sefer Walling 


Gear Feet To Your Floors with 
Ves- OTE rroor wax 


There is new safety in walking when floors are finished with Ves- 


Cote 
agent, DuPont's 
ticles of *‘Ludox’ 


effective braking action for each step. 
In addition to safety, Ves-Cote dries to 
a high lustre; is long-wearing; water-resis- 
tant; easy to apply and dries quickly. 


If you need safe floors, yet demand at- 
Ves-Cote is your answer 


tractive floors 


*Trademark of E. |. Du Pont de Nemours & Co 


Ais 
, Wy 


because Ves-Cote contains a new and proven anti-slip 
“*Ludox’’* colloidal 
** create excellent sole and heel traction 


minute par- 


offer 


silica. These 





ANTI-SLIP 
PROTECTION 
/ 











INCORPORATED 





4963 MANCHESTER AVE 


ST. tours 1 MISSOURI 


have been at Memorial Hospital, 
Colorado Springs; Hilo Memorial Hos 
pital, Hawan, and most recently at 
Orange County Hospital, Orange, ¢ alit 

Ann Reimer ts 
the nutrition and dietetics staff of the 
Clinical Center of the National 
Health, Bethesda, Md. In 
Miss head 


lor patient dietetic services, 


t 


| 
now a member ol 


Insti 


tutes ol 


} | ) 1] 
cr New WOrTK Reimer Will 


the section 
includes units, 


which patient serving 


Hoor metabolic kitchen units, and the 
unit’ which performs follow up nutri 
services. Betore her recent 


Miss head 


therapeutic dietitian at the University 


tional 


appointment, Reimer was 


ot lowa, lowa City. Prior to that she 


was tor two years chiet therapeutic 


dietitian and assistant to the director 


of dietetics at University Hospital, Ann 


Arbor, Mich., 


researi h assoc late 


and tor three years, 


in the Renal Labora 
tory, University of Michigan. 


Glenn H. 


controller at 


Pontious is the newly 


appointed Presbyterian 


Hospital, Chicago. For the last six 
assistant business 


years he has been 


manager ol the University of Illinois 
professional colleges in Chicago 
Flora Posey, R.N., has succeeded 
Dovie Adams as director of the school 
Methodist Hospital, 
Miss 


the ofhicer of admission of patients and 


ol nursing al 


Hattiesburg, Miss. \dams is now 


director ot nursing service at the hospi 


tal. In her new work Miss Posey will 


| 


coordinate the activities of the hospital's 


with Missi 
Hattiesburg, 
d. Mauss Pos 


school ol SSIPp! 


Southe rn 


it is athhiat 


nursing 
College, with 
which 
had experience In} 
teaching and supervis! 
rector Of Nursing 
school OL nursing 


Mildred B. 
Newton, R.N., 


has been named 


director of nurs 


ing service and di 
reciCas ol 
school of nursing 
at New England 
Deaconess Ee spl 
' : Mildred B. Newton 
tal, Poston kor 

merly, Miss Newton has hel 


} 


as head nurse and pediatric 


1 positions 
supervisor 
at Harttord Hospital, Harttord, Cont 
aS supervisor ind instructor 

dren’s Hospital, Philadelphi 

school 


assistant director of the 


| 


ny and Nursing service it 


| lospital, Philade rf hia. 
Mildred Miller, R.N., the 


lirector of nursing at Molly 


Ohio, suc 


He wly l 
pomte d « 


Stark Sanatorium, Canton, 
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CEILING TYPE 


CURTAIN CUBICLE 


EXCLUSIVE ARNCO ALUMINUM TRACK 
MAY BE FLUSH OR SURFACE MOUNTED 
WITH EITHER PLASTER OR ACOUSTIC CEILING 


Here at last is a practical system of bed screening under the rugged and continuous service required 
unobtrusive, does not conflict of hospital cubicle equipment. The carrier features 


that is completely 
and which elimin- 


wall fixtures, plastic wheels on a zinc die cast axle, a bead chain 


with lighting or 
of interference with doors or for flexibility and a rust-proof curtain hook. 
The smooth performance, neat appearance and 


great durability of ARNCO ceiling type cubicles 


ates any possibility 
windows. Specially designed curtains provide ade- 
quate ventilation along with privacy. 

ARNCO ceiling track and carrier units 


designed for durable performance 


merit your interest 
Write for literature. 


are 
spec ifically 


ARNCO Cubicles are also available in the suspended type. 


A. R. NELSON CO., INC. 


210 East 40th Street - New York 16, N. Y. 
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Katherine Schweikart, R.N., in Dr. Richard J. tellow in the department of 
VY position Mi ct ikart Ackart, ormer] : University of Rochester, from 


irector ot th > 1943. In 1947 he received his master’s 
niversity of degree in hospital administration from 
irnginta Hospi ' , the hool ot hygiene, Columbia 
tal, Charlottesville, . University Formerly in issistant 
ey director at Johns Hopkins Hospital 
Miscellaneous ippointed execu Baltimore, he was a member of the 
Helen L. Bunge resigned, effect tive director of the Dr. R. J. Ackart board of directors of both the V.H.S.A 
Februar lean t ran Virginia Hospital ind the V.M.S.A prior to his recent 
\ssociation and the Virginia ippointment. He is a member of the 
Service \ssociation. Ir American Board ot Preventive Med 
who received his degree in cine and Public Health, and the 
from — the University of (American College ot Hospital Admin 
ch istrator 
David M. Kinzer is the new assist 


ant director of the Chicago Hospital 








Council Mr. Kinzer ha ve 


years experience working with pro 
fessional service organizations, includ 
ry othe American Hospital Associa 
a tion, the American Dental Association 
ind the Commission on Financing of 


Hospital Care In addition to his new 


we have manufactured work. he is serving as assistant die 


\ssociation 


Deaths 


Sister Mary Avellino, uper intendent 
of Mercy Hospital, Scranton, Pa., since 





1929, died January 16. Sister 
This experience in manufacture, who entered the novitiat 
and contact with actual users; has of Mercy in 1906 at Wilk 
produced such practical and effi- SAE Se DRE ee) 
cient steamers that owners and es si ‘a Tose cag 
operators continue to buy " “te 
more and more STEAM- 
CHEF steamers. There are 
more STEAM-CHEFS in use |) ‘sion! pracuc: 
today ine tlh atieie enalens John Raymond Howard Jr., 


superimten lent 


combined. sspital-Cornell Med 


If you serve more than 50 persons a 
per meal it is to your interest to oak 4 
get the facts on the advantages of 
STEAM-CHEF heavy duty steamers New York 
and ‘’Steamcraft’’ Junior steam Service unt 
ot the New 
Hospital 
STEAM-CHEF, ovr heavy-duty These steamers will save you money 1935 


steamer, is available with 2 or 3 


cookers. 


in 10 ways and help you serve bet- Was suf 
Hos} ital, Plain tre ad, 


1 member Of the editor 


compartments Steamcraft, for 
Her k h com- ° 

smaller kitchens, with 1 of 2 com ter meals in 10 more. Ask your 
partments All models available 

for direct steam, gas or electricity dealer, or write us. I H 

ODERN OSPITAL, he 

Educational 24-minute sound, color movie in Hospita 
gives dramatic steam-cooking demonstration 
Available on request for showing to groups pitted Kantal Wek as 





























, ——— Gertrude L. Heatley, 

THE CLEVELAND RANGE CO. , § South Side Hospital 
The Steamer People , since 1936, died December 

3333 Lakeside Ave., Cleveland 14, Ohio Mies Beatley had served fos 


as principal ot thre Choo Ol 














n 
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Look how Prunes can liven - 


your menus... 


stop with that breakfast dish of Prunes. Discover 


many ways Prunes’ sunshiny flavor adds interest and variety 


‘) 


to all three meals. As a start, we hope you will try some of 


menus below. They have proved popular and practical in 


hospitals, schools, and other institutions all over the country 


(Brsokgast | 


Spiced Prunes with Lemon Slice 
(add cinnamon, nutmeg and 
lemon slices to Prunes while cooking) 
Scrambled Eggs with 
Shredded Dried Beef 


Buttered Toast 


Chicken Noodle Soup 


Lettuce Salad 


Butterscotch Pudding 
topped with Spiced Prunes 


Chilled Canned Apricots Clam Chowder 
Hot Wheat Cereal 
Crisp Bacon 
Prune Coffee Cake or Muffins 


Toasted Cheese Sandwich 
Mixed Vegetable Salad 
Prune Upside-Down Cake 


Creamed Tuna 
on Crisp Chinese Noodles 


Celery — Pickles — Olives 
Prune Bread and Butter 
Strawberry Sundae 


Tomato Juice 

| Hot Oatmeal with ¢ hopped Prunes 
Baked Egg 

Toasted English Muffin 


Baked Beans with Ham 
Brown Bread 


Chilled Prune Juice 
Chopped Cabbage Salad 


with cubed Bananas 
and chopped cooked Prunes 

Tapioca Pudding 
with Chocolate-Mint Sauce 


Poached Eggs on Toast 
Little Pig Sausages 


Vv 
Cooked Prunes on Corn Flakes ties ao rodey aoe 
Soft Cooked Eggs 


Hot Apple Pie 


Cinnamon Toast 


Lumchten ond Supptt 


Baked Hash with Poached Egg 


Prune-Peanut Butter Sandwiches 





Flavor’s only the half of it. 


Vegetable Soup 
Scalloped Oysters 
Country Fried Potatoes 
Wilted Lettuce 
Prune Cake with Whipped Cream 


Chilled Apple Juice 
Pot Roast cooked with Potatoes, 
Onions, Carrots, Celery 
Gravy Hot Biscuits 
Prune and Cottage Cheese Salad 
Coffee Bavarian Cream 


Roast Duck with Prune Stuffing 
Gravy Baked Squash 
Buttered Mixed Vegetables 
Lettuce Wedges 
with 1000 Island Dressing 
Lemon Sherbet 
Oatmeal Prune Cookies 


Minute Steaks 
Potatoes Hashed in Cream 
Pea and Corn Succotash 
Cabbage Salad 
with Parsley and Green Onion 
Jellted Prune Whip 


with Custard Sauce 


Meat Loaf with Mushroom Sauce 
Sc alloped Potatoes 
Buttered Corn 
Molded Fruit Salad 


Prune-Rice Pudding 


the Califowia wonden 


Prunes 


frusik! 
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The Occupan hart figures for Construction of new hospital facili amounts to $158,229,656, which figure 
January indicate that governmental ties for the period ending February 23 is greater than that of April 1952 
hospitals were 79 per cent filled while totaled $92,187,832 — indicating a  Seventy-six projects have been reported 
nongovernmental hospitals reported sharp increase over building at the for the current period, of which 25 
80 Percentages — re ported January beginning of 1952. Net he spital con hospitals totaled $39,328,479. Forty 


1952 were 83 ind 78.8 respectively struction for these first weeks of 1954 additions were also reported 


So weodem with AMP-O-VAC" 





... the equivalent of a 
perpetual reuseable ampule 


Expressly designed for the simplified preparation, safe storage and puncture- 
sealing withdrawal of contents, such as Procaine Solution, Morphine Sulphate, 
50% Dextrose, small quantities of Normal Saline and antibiotics in solution, this 
popular combination of Fenwal Container-Closure is unexcelled for such type of 
medications administered by syringe and needle technics. 


DRASTICALLY REDUCES WASTE — by permitting periodic with 
drawals, as required, without exposing balance of contents to 
the air... the last word in time-and-medication-saving economy. 


@ AMP-O-VAC Units permit hermetic sealing of contents 


following sterilization, for prolonged storage periods. 


@ Audible water-hammer instantly signals sterility of 
contents without need to break hermetic seal. An in- 
valuable test immediately prior to use. 


ORDER TODAY or write for further information 
MACALASTER BICKNELL PARENTERAL CORP. 
243 Broadway Cambridge 39, Massachusetts 


Branch Offices: Atlanta, Ga. Columbus, Ohio Milleville, N. J. New Haven, : 
Conn. New York, N. ¥. Philadelphia, Pa. Shreveport, La. Syracuse, N. ¥ : ’ AVAILABLE IN 75 ml. and 150 ml. sizes with 
Washington, D.C. closures interchangeable. All basic components 

may be sterilized and reused again and again. 


— 
THE SOLUTION DESIRED AT THE INSTANT REQUIRED 
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or the most economical 
maintenance, use your 


most scrubbable wall 
paint-- Pratt & Lambert 
Lyt-all Stippling Eggshell. It’s 
easier to apply, too --- 
rolled on and stippled 
in one operation. 


Yis, Pratt & Lambert Lyt-all Stippling 
Eggshell cuts paint maintenance costs be- 
cause it’s extraordinarily scrubbable. Instead 
of costly repainting, it can be scrubbed 
new and fresh—again and again! It is 
also unusually effective in obscuring or 
“blotting out” unsightly imperfections and 
patched areas in plaster. Try this outstanding 
wall coating — see for yourself how really 


economical it is. Write for Color Chart. 


€ eX Tx LAMBERT 


Ll ; 
Yall Stippling Eggshell 
DUSTY GREEN 
.. RATT & LAMBERT’! us 
<a ou nim é Monash Oe oat nit y 


PAINT and VARNISH 








PRATT & LAMBERT-IN NEW YORK FORT ERIE, ONTARIO 
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Sensational New Aloe Vacuum Pump 


Provides continuous, mild suction for drainage and aspirating technics - only $9950 


Phis eflretent new vacuum pump has all the power necessary for mild 


drape ine ispiration vet the power unl itself OcecupLles only 
ind is offered at a fraction of the cost of conventional 


) 


inches of prarce 
Purp Dial control makes possible variable vacuum from 2. to 
ur displacement up to 600 cubie centimeters per minute. Suy 
plied complete with special float which fits or l-gallon Mason type 
jars. The unit is sealed in a black case mounted on machined aluminum 
leet will not “erawl An 


ithe hye 





hase Base mounted on ponge rubber 
aluminum bracket is supplied to attach pump unit to bed rail Lneon 


ditionally guaranteed for one vear 


JB906 Aloe Vacuum Pump. for operation on 110-120 volts. 60 evele, 
A.C. only. With safety float. tubing. cord and plug only $29.50 


Aloe Out-O-Way Drainage Bottle Holder 
Recommended for use with Aloe Vacuum Pump listed above. Elimi 
hales weidents with di nae bottle fastens to inate iron ol bed by 


means ol adjustable eatch Holds vallon Mason jars. 


Fowler bottles. or hospital food jars 


JS3507 Alo Out-O) \ i\ Drainage ottle Hol ler 
is deseribed. each $ 5.00 
In lots of 6. each 4.50 
Per dozen 50.00 


a. s. aloe COMPANY ovo suse e Street © St. Louis 3, Missouri 


AN FRANCI NEW RLEAN y A l ITY ATLANTA 3 WASHINGTON. D.C. 5 
. . - » 
! T , ’ v 4 92 Peachtree f * 1501 14th S* NW 


ANGELF 
. 
Sr ) Howard St 4. e Ave 
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AIR CONDITIONING 
SPEEDS RECOVERY! 


Individual rooms, whole wings, or a complete hospital can be 
kept cool and comtortable when equipped with Chrysler Airtemp 


Air Conditioning. Patients rest easier—feel better—recover faster 


é, 
fimfoul 
PY 


in such a relaxing atmosphere. 


But that’s not all! In the operating rooms, air stays cleaner— 
healthier. Doctors feel more relaxed when humidity and tempera- 


tures are controlled. 


That's why so many modern hospitals are turning to Chrysler 

Airtemp Comfort Zone Air Conditioning. They know it’s a wise 

investment for the years ahead. Whether it’s a Room Cooler, a 

“Packaged” unit, or a radial unit for a whole hospital . . . you 
know you're getting the best in Air 
Conditioning. The Chrysler Airtemp 
name is your assurance that every unit 
is precision engineered and manutac- 
tured for long trouble-free life. 











YSI7" 


2 


oa Aitemp 


Packaged’ aad Menedieeing — - cools, 
eeeng winery = ters, circulates tres HEATING e AIR CONDITIONING 
: for HOMES, BUSINESS, INDUSTRY 


Airtemp Division, Chrysler Corporation, Dayton 1, Ohio 





Airtemp Division, Chrysler Corporation 
P.O. Box 1037, Dayton 1, Ohio 


I'd like to know more about Chrysler Airtemp Air Conditioning 
Name 


Address Phone 


City State 





Saves 
nurses’ 
steps cas 


saves 
money, 
too! 


VB-8392 20 oz capacity 


VB-8390 10 0z capacity 


Perfect for Sipt Diets or Bedside Drinking Water ! 


Easy to handle! 


This new Universal Beverage Server is the ideal 
Thermal Server for Sipi Diet patients. And, as an easy-to- 
reach bedside water server, it completely eliminates nurses’ 
wasted steps. Wide mouth opening permits use of ice 
cubes and makes cleaning easier, more sanitary. 
Thermal construction means no exterior sweating. 
Universal Beverage Servers cost little more than glass 
servers and soon pay for themselves through reduced 
breakage and replacement costs. However, if through 
abuse, the inside plastic filler must be replaced, “‘it’s as 
simple as changing a light bulb,” and almost as 


inexpensive! Write for full information today. 


‘ UNIVERSAL ( 


LANDERS, FRARY & CLARK, NEW BRITAIN, CONN. 
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TERMS: 20c’ a word—minimum charge of $4.00 regardless of discounts. No charge for ‘key’ number 
Ten per cent discount for :two or more insertions without changes of copy. Forms close 15th of month 








MEDICAL BUREAU—Continued WOODWARD—Continued 
PERSONNEL DIRECTOR A.B. De er f RADIOLOGIST 1: Diplomate, both branches, 


bed ene } ne dit adium past several years, assist 

radiologist mportant§ diagnostic clinic 

150-bed university hospital; prefers hos- 

PHARMACIS1 ; tate t t ‘ ‘ pital with major responsibility n diagnosis 
19 DNB 


INTERSTATE MEDICAL PERSONNEL 
BUREAU 


Miss Elsie Dey, Director 
332 Bulkley Building 
Cleveland, Ohio 


ADMINISTRATOR — Rewistered nurse B.S 
Ih ‘ dua ve Kansas hospital; 12 
ence director nursing service and 
dn trat 
OUR S5th YEAR 

ADMINISTRATOR Pre-medical course, south- 


WOODWARD oe ce ar ea 
Med cal Arsonnel Bureau 


FORMERLY AZNOES ADMINISTRATOR M.A.C.H.A A.B Ie 
dm rator, 150-bed Illinois 


years; experi 


3rd flooreis N. WABASH AVE. 
CHICAGO®es1 
® ANN WOODWARD Directoy 


yrograms well 


f Medic 
ree, Business Ad- 

Diplomate 
onnel director, 500 


Department "Nes ri ‘ o en 
hed ridwestert t years, bu 


iness 


ADMINISTRATOR ial as technician 
‘ experienced in Il hospitals de 
mall hospital western or northwestern 


EXECUTIVE HOUSEKEEPER years €x 
nee hotel mar ement { years 200-bed 


ithern | pit outh or midwest desired 


SHAY MEDICAL AGENCY 
Blanche L. Shay, Director 
55 East Washington Street 


Ey The Medical . eres ree Chicago 2, Illinois 
W Bureau . three : ree | i ' ‘ : eg eer tare y vn Baw td ~ Ae 


1 Accounting 14 years administrative 


BURNEICE LARSON—DIRECTOR 
hospitals of 150 to 545 beds 


PALMOLIVE BUILDING CHICAGO : ' tudent 1 bed tube embe A. and A.H.A 


) 1 t ospit ‘ r t tSON DIRECTOR B.S Personnel 


five years experience as hos 


ADMINISTRAT¢ 


director and three years as 

of large iniversity 
COMPTROLLEI } ‘ ‘ ce 
New Y te | MANAGER Ave 30; B.S. Degree, 
Unites tute Arr ne ‘ ‘ V agement and Accounting five 
assistant business man 
tal and school of medicine 


CLINICAL PSYCHOLOGIST. M.A. Degree in 
DIRECTOR B.A t t Pp hology; work almost completed for Ph.D 
tist t t tat f perience in leading state hospitals 


CHIE! DIETITIAN. B.S Deyvree in Foods 


! M Deger in Publie Hea 
Ad ‘4 


dminist tior member wre 


Ith 


n admin 


\THOLOGI 
EXECUTIVE HOUSEKEEPEI Male aye 
i t cour apital and hotel 
sity also addi 


good exper 


(Continued on page 206) 
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SHA Y—Continued 


Ww 
PHETI 
H 


‘ 


NESTHETI 


rHETIs'1 


DIETITIAN 
Apply Db 
Williamsy 


(Continued on page 208) 





SAVE 


30% » 30% 


OUTSTANDING hospitals have selected Emery Phompson 
equipment for over 45 vears enabling them to make their own 


we cream al savings up to 30%, to 50%? over purchased wee 


eream Costs 


GUARANTEE your own quality ice cream by making this 
most popular dessert) yourself lee Cream is a_ healthful 
nutritious food when properly made and properly controlled 


kor savings. for quality control, for a better ice cream write 


today for full descriptive literature 


Oakwood Ho 
Mit. Sin 


Sy 


Ese 


A norial New ( 
ital Detroit 


er. eee eee 


‘ 
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HOSPITAL CASEWORK 
Gaalty-built the SHAMPAINE way 


You'll be sure of casework that meets 
highest hospital standards — when you 
specify Shampaine quality for every installation. 


Standard or custom-built casework by 

Shampaine conforms to your exacting specifications. 
It's available in any combination of 

stainless steel and enameled carbon steel. 


We will gladly work with you on 

technical details for proposed installations. 
Use coupon below, or phone 

Sidney 7414, St. Louis. 


c 


SPECIALIZING IN 
HOSPITAL EQUIPMENT 
FOR OVER 25 YEARS 


f@®eeeeeee 


These installations made for Veterans 
Administration Hospital, Little Rock, Ark. 


SHAMPAINE COMPANY, Dept. MH3 
1920 South Jefferson Avenue 
St. Lovis 4, Missouri 


Please send me complete information on 
Shampaine Hospital Casework. 

Name 

Firm 

Street 


City & Zone State 




















POSITIONS OPEN 


DIETITIAN — The eut f 60-bed 
hospit 7 


DIETITIAN 


DIETITIAN 
assistant admini 
time medica 
DIETITIAN Appl 
A.D.A H 


} 


ania 


i 

DIRECTOR OF NURSES 
hospita hoc 

miles from Nev 


DIETITIAN 
H 


DIRECTOR OF NI 
‘ Ti a Jose Hospital, ne 
AN I fi node d modert i-bed hospital illy approved, 7 Jose, California 


! t the he t f the Fir mile ron ew or ty {40-hour week fr San Francise 








Precision 
FOR INCISION 


As the “Master Blade” for the Master Hand, 
where the need is for PRECISION, every 
Crescent Blade is precision-made for fine 
balance . . . precision-honed for extreme 


sharpness . . . precision-tested for strength 
and rigidity. 

Precision-performance is assured by the 
new Swedish steel of high carbon content 
and unusually fine grain. 

Precision-protection is provided by the 
new moisture-proof, all-climate, aluminum- 
foil wrapping. 

Samples on request 
CRESCENT SURGICAL SALES CO., INC. + 440 4th Ave., New York 16 


resecent £2 


SURGICAL BLADES AND HANDLES 
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Specified for 


lool 


SURGICAL USES: 
Vaseline Sterile 


TRADE MARK 


Petrolatum Gauze 
Adopted as standard procedure by 


surgeons, as preferred matériel by 
nurses, these superior dressings are 
used as wound coverings and pack- 
ings, as plugs and drains—as well as 
being the most widely-used defini- 
tive dressing for burns and abrasions. 

Adopted, because these ready- 
made dressings—packed in heat- 
sealed foil-envelopes—save time, 
motion, material ... eliminate mess, 
bother, wastage, spoilage, equip- 


ment clean-up. 


Insist on these superior dressings 
in the foil-envelopes 


CHESEBROUGH MFG. CO., Cons’d 


Professional Products Division 
NEW YORK 4, N. Y. 


VASELINE is the registered trade-mark of 
the Chesebrough Mfg. Co., Cons‘d 
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Ferhormance-Proved 


at the 


UNIVERSITY of OKLAHOMA 


STAINLESS STEEL REFRIGERATORS 


{¢ right is an exterior 

view of the Memorial 
Union Building at the 
University of Okla- 
homain Norman 
Architects were Sorey, 
Hill and Sorey of 
Oklahoma City 


Directly below is the 
entrance to the Will 
Rogers Cafeteria in 
the new building 


Ac left is a close-up of one 
of seven HERRICK Stain- 
less Steel Refrigerators 
serving the Memorial 
Union's ultra-modern 
kitchen. Pictured isa 
HERRICK Model RSSGG 
Double-Front Pass 
Phrough. HERRICK units 
were supplied by Goodner 
Van Engineering Com- 
pany of Tulsa, Oklahoma 


One of the country’s finest Memorial Union Buildings is 
at the University of Oklahoma in Norman. Exceptional 
dining facilities are offered, including the Will Rogers 
Cafeteria, Fountain Room, Ming Room and Grand Ball 
Room. Combined seating capacity is approximately 
2,400 people. @ All food is prepared in one central 
kitchen, with the aid of seven HERRICK Stainless Steel 
Refrigerators. Assuring peak freshness and flavor are 
three Storage Reach-Ins, a Cook's Reach-In, a Salad 
Reach-In, a special Milk Refrigerator and a Double-Front 
Pass Through. For trouble-free, low-cost-per-year service, 
HERRICK is tops. Quality makes the difference. Write 
today for name of your nearest HERRICK supplier. 


HERRICK REFRIGERATOR CO., WATERLOO, IOWA 
DEPT. M. COMMERCIAL REFRIGERATION DIVISION 
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MATTRESS 


Eliminates rubber sheets and plastic covers 
because—it can be cleaned with soap and 
water and disinfected without damage. 


Actual tests in mental hospitals have proved 
it practically indestructible by physical effort 
without the use of a cutting edge. The coating 
will actually get tougher with time. It is im- 
pervious to body liquids, and non-irritating 
to the skin. Cotton sheets will not crawl or 
wrinkle under the body. Highly resistant to 
bed fires. 


Hospitals report — “everything claimed for 
them” and “‘placing another and larger order 
for Syko mattresses.” 


We will replace any mattress that fails in the 
claims we make for it. 


Write, or send a trial order, direct to the 
factory office 


THE REST-RITE BEDDING CO. 


Mattresses since 1898 
207 North Main St. Mansfield, Ohio 
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The Gennett Cleaners 
Utility Cart was BUILT TO 
CARRY THE LOAD. This 
Sturdily constructed cart 
speeds cleaning all ways. 
For happier help, more 
efficient cleaning — 


Go Gennett/ 


A 


Ke “ } 
P Se 60s OY 
we oo | »|4 { 
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. 
» 


} 
° . PF . 


$54.00 list 
F.O.B. Factory 








> eat) 
ww @ =) 
Gennett and Sons, Inc. 


1 Main St. Telephone 2-2151 
Richmond, Indiana . 
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A NEW INSTRUMENT 
THAT RECORDS HOW 
LONG AN OXYGEN 
TENT HAS BEEN IN USE 



















THE filc Kesson 


TYMOLOR 


The only instrument invented that keeps permanent 











unchangeable records which are forwarded to 






accounting with patients’ charts. 





SEE HOW EASY IT IS TO OPERATE... 
.. She fills 


in data (patient's name, room number, flow rate, date and 













Nurse rolls strip with Hand Knob to proper place . 






starting time) . . . She turns on master switch which auto- 


FO R TH ig FI RST TIME on matically starts Tymolor operating . . . Finally, when switch 


is turned off, a simple push and turn enables her to roll tape 


YOU CAN GET AUTOMATIC PROOF OF out, tear off and attach to patient’s chart—the permanent 
OXYGEN-TENT SERVICE! HERE’S HOW— unchangeable record has been made —perfect proof of service! 



















LINE ENDS HERE LINE STARTS HERE 


PLACE ARROW HERE PLACE ARROW HERE” 

















HES | | |20) | 116 


rt | i2/- 
s -_ | { j 
aS McKESSON APPLIANCE CO., TOLEDO 10, OHIO, U.S.A. CHART NO. £0-601 HOURS McKESSO 


U.S.A. CHART NO. E0-601 
















Patient_JoHN Doe PATIENT ___ 
Days OursRoomNo. 265 ss INUse__2 Days 102. Hours ROOM No. 
LiTeRS O:_/O ae a LITERS Oz 
, Start. %2./52__|NOOAM_Finsn 9/74/52. 9:30PM starr 
F.O.B. 
THIS LINE TELLS HOW LONG OXYGEN TENT HAS BEEN USED TOLEDO 











Tymolor starts operating automatically when master switch is turned on. 
Non-ink stylus makes permanent record on self-impression non-eraseable 
paper... With tapes like these, hospitals can for the first time establish an 


efficient method for oxygen-tent charges! 


SIMPLE TO INSTALL 


Instructions, parts and template for locating position, are provided with 






every Tymolor. With these, Tymolors (which are powered by Telechron) 






are easily installed on any Oxygen Tent using AC current. 


\ Write Today for McKesson TYMOLOR Brochure! 







M<c Kesson TYMOLOR 


rs.4s) le], my Va, lo seem ie) i islem lope). ile) 
Manufacturers of these major products —Bronchio Spirometry, Anesthesia, Resuscitators, Suction Pumps, Matabolism, Oxygen 
Tents, Analgesia, Vital Capacity, Pneumothorax, Air Compressors, Rocking Beds, Dermal Temperature, Oxygen Therapy 




















NURSES—General 
oppor alary S220 per 
ing psyche tenance liberal 
onditions good 
Nursing, High 


MISCELLANEOL Mew York 
opportunitic t 


al hospital 


minimum o , year ons 
: ; 3 vite Pampa, Tex: 


NURSES 

tarting 

ind laundering 

6 month good 
Medical Center H« 


legis general duty; meals NURSES—General 
juty and laundry of uniforms. Apply, ncrements 


Manager, Lockney General Hospital 


MISCELLANEOL 
‘ ind t 


(Continued on page 214) 


NEW sraintess sTeeL rs 


The Only Exclusive 
Professional Waste Receiver 


Introduces 


NEW PROFESSIONAL STYLING 


with the Permanence 
and Brilliance of Stainless Steel 


@ This fine deluxe model Sanette adds a style 
note of exceptional richness. Its space-saving 
cabinet style design is presented, for the first 
time, in everlasting, beautifully polished stain- 
less steel. 

Inside is a round, easy-to-sterilize Stainless 
Steel pail of superior quality. Foot pedal and 


cover operate “quiet as a whisper”. 


If your dealer cannot supply, 
write Master Metal Products, 
Inc., 311 Chicago St., Buffalo 
i, New York 








MODEL M-16-AS 
Height 23”, 11" Square 
16 qt. Capacity 
Also available in 12 ond 20 at. sizes 


212 The MODERN HOSPITAL 














It pays to buy 
\ the VERY BEST 


---to fight this 
| CONSTANT, COSTLY PEST... 





Maintenance men know that labor and materials 
are the “big cost’ items in the daily fight against 
DIRTY FLOORS. That's why the labor-saving, mate- 
rial-saving features of WHITE equipment are so 
important. Even if WHITE costs more (which it 
doesn’t it would pay you to insist on WHITE effi- 
ciency in every piece of floor cleaning equipment 
you buy. See the complete WHITE line at your 
dealer’s ... see why you should buy WHITE. 


WHITE MOP WRINGER CO. 


9 Mohawk St., Fultonville, N.Y. 


“ROL OVL’ 
FLOOR CLEANING EQUIPMENT 
™ Famous White Oval Bucket gives 
(AX more room to wash the mop... 
Rol Ovl gives more pressure to 
wring it! 16- and 26-quart sizes, 
with gliders or rubber casters. 


_— 


j 
j 7 . 
] 4. 


Write for CATALOG No. 150 


WHITEY MOPZUM SAYS: 


It’s RIGHT 
. if it’s 








Amphyl| 


Disinfectant and Antiseptic 
Effective where others fail. 


A non-odorous and non-toxic general dis- 
infectant and antiseptic with non-specific 
action upon pathogenic bacteria and fungi 
of epidemiological and surgical significance: 
Tuberculocidal! Active in the presence 
of soap or organic matter which inhibit the 
activity of quaternaries and hypochlorites. 
Amphy! is not a specialized preparation 
of limited use, but a multi-purpose disin- 


fectant, antiseptic and deodorant. 


Specify Amphyl for these reasons: 


@ Non-specific bactericidal and 


fungicidal action. 
@ Effectiveness under all conditions of use. 
@ Simplified procedure. 
@ Lower inventories. 


@ Lower disinfectant costs. 


One gallon of Amphyl, (Phenol Coefficient 10), when 
diluted with water, will produce 200 gallons of potent 
germicidal solution for general disinfectant and anti 


septic uses at a cost of about 2 cents per gallon 


Manufactured by 
LEHN & FINK 
PRODUCTS CORP. 
Bloomfield, N. J. 


Lincoln, Illinois 


Surgical Supply 
dealer. : 
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FOR. - 


~ QLEANER ~ 
_ FLOORS - 


SAVES TIME— 


Brillo cleans and buffs 
in one operation 


CLEANS BETTER— 


Greater polishing action 
with solid-disc Brillo Pad 


Brillo solid-disc floor pads give 100% 
coverage. Your entire machine area 
works for you. Thus, you clean all 
floors faster—rubber tile, terrazzo, 
wood, linoleum. Sizes to fit all ma- 


chines. Four grades available. 

4 “ “4 
For free folder on low-cost Brillo floor care, 
write to Brillo Mfg. Co., Dept. M, 60 John St, 
Brooklyn 1, N. Y. 


BRILLO 


SOLID-DISC STEEL WOOL 


FLOOR PADS 


Suiug-a-way 
BEDSIDE 


daveds 
TIME, 
SPACE 
and 
STEPS! 


Can be quickly attached to any 
bed on either side. When not in use is 
easily swung to the back of the bed. Tray 
is steady and flat for eating, adjusts to any 
angle. On the spot for intravenous feedings. 
Vertical arm acts as IV standard by simple 
attachment of bottle holder. 


WRITE TODAY FOR DETAILS AND PRICES 


DPS MACHINE & TOOL CO. 


BOX 170 @ PECATONICA, ILLINOIS 
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Night Stands—Two Sizes Available 


For staff residents or nurses dormitory 
Fitted shelves 
Regular and overs 


with two adjustable 
ze designs for max 


Bonderiz 


longer lasting finish on all cabinets 


mum utility value ed metal for 


ROYAL METAL MANUFACTURING COMPANY 


Oversize Bedside Cabinets 


Accommodate medicants and 
other patient's needs. Two models avail 


with 


more 


able: one with two shelves; one 


if ring adapt 


ered backs 


and wash basir 


ninges Louv 


sle she 


Only Royal gives you these 
QUALITY PLUS features 


in hospital furniture! 


Only Royal has one-piece self-banded Formica or 
all-metal tops to eliminate dust catching crevices 


+ 


Only Royal has double wall construction on all 
hardware is tamper-proof 


+ 


Only Royal has island base construction to prevent 


drawer fronts 


scuffing and damage to furniture 


+ 


Only Royal has twin door bedside cabinets and 
wardrobes for easy opening from either side 


+ 


Only Royal has double track steel drawer runners 
with molded nylon guides 


we 


Only Royal has modern brushed brass curved door 
and drawer pulls designed as bumpers 
to protect furniture 


+ 


Only Royal weighs substantially more because of the 
extra heavy gauge steel and quality features built-in 


There's a 

bigger difference 
in quality 

than there is 

in cost 


<> 


Bedside Cabinets metal furniture since ‘97 
Available in two models with right or 


left opening door. Concealed hinges 


Write today for free 
Royal's 
complete range of 
metal furniture for 


Two adjustable shelves. Louver ven 
tilated backs. Drop leaf 


optional on all cabinets. 


attachment literature on 


every hospital 
department! 


175 North Michigan Avenue, Dept. 93, Chicago 1 


Factories 
Showr 


3, March 1953 


Los Angeles * Michigan City, Indiana * Warren, Pa 
Chicago * Los Angeles * San Francisco * New York City 


* Walden, N. Y. © Galt, Ontario 




















General staff; 25( 
bed mate 
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SALESMI 


SUPERVISOR 


staff; 40-h 


PHARMACIST 
pharma tand nm 


PI 
Texa 


CAI PHERAPIS' 


(Continued on page 218 


the *puorecnH’”’ Milliampere 


le ader 
in 


Second (MaS) Integrator gi 
1 revolutionary « meept of 
research accuracy in radiographic quality 
control with the fastest p ssible time 
of exposure. You get radiographs 

of consistent density regardless of 
power line conditions or other factors 


creator Of push-button controls ind the shorter exposure time 


/ 
Ps nou brings you an important gives sharper detail. 


4 owe 
advance in X-Ray Technology : ; : 
/ *The “pvuorecn” Simplified Technique 


reduc es the usu il ] oper itl nal steps 
to 2. The Technician makes only 


2 selections: MaS and PKY. It’s easier 


and faster, while giving complete 


‘DUOTECH | | poccn toa 


” ~ 3 i 
aC } ; COmTaSE ‘ send coupon today 
“ UNIT" : for free booklet 


with the “DUOTECH”’ you 

get consistently better result 

with MODERATELY PRICED 
equipment, formerly 


obtainable only with the 


635-59 No. Cicero Ave 
Please send me free 
DUOTECH 


(0 Have your dealer call for 


F. MATTERN MFG. ¢ 
+ 


’ 
moat expensive 





Name— 
Addres 


i — 


hone 
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Accept this free offer ———- 


je a | 
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Cheaper. te Faster. .. Safer 


TILEWHITE IS CHEAPER because there is no waste. Tilewhite, a paste cleaner, stays where it’s 
put... does not run down the drain . . . does not spill off on the floor like ordinary liquid 


and powder cleaners. Because you use less cleaner, cleaning costs are lower with Tilewhite! 


TILEWHITE IS FASTER because it combines the double action of a soap and a mild abrasive— 
it both cleans and polishes. You clean fixtures and metal faucets at one time using the 


same cleaner. In actual tests Tilewhite cleans better and faster with less effort. 


TILEWHITE IS SAFER for it contains no injurious alkalies or acids. It does not affect the hands, 


the surface or metal attachments no matter how often used. Since it is a floatable paste 


it never clogs pipes or drains. 


*SEND IN YOUR REQUEST and receive an absolutely free sample of TILEWHITE in our 


new convenient 2 pound can. Try TILEWHITE yourself and you will find it to be 


cheaper, faster and safer. 


Tilewhite is also available in 125, 300 and 550 pound containers 
featuring our new polyethylene liner that protects product quality 


by keeping it soft and pliable. a6 


MEY eS LE 
ee the Gerson-Stewart Corp. 


Qa, Sanitation Specialists Since 1914 * CLEVELAND 4, OHIO 


SFG OS LINO I NE RY PTI ei SN OS a 
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The Medical 
Bureau 


M, BURNEICE LARSON—DIRECTOR 


PALMOLIVE BUILDING CHICAGO 


ADMINISTRATOR 


(Continued on page 220) 


NON PYROGENIC 
WATER STILLS 


FOR HOSPITALS AND LABORATORIES 








Any washable surtace can be FLIFCTRIC 


scientifically cleaned by Wall- NPE 

After extensive research we offer a superior product at competitive 
> prices Back Syphonage the plague of water stills, has been 

{ ul t ‘ WOnL inte 4 oT) 

three times faster than bucket and sponge. Painted rough eliminated by our unique “IMPURITY DISCHARGER We offer 

further development in the condenser, ‘‘SINGLE Coil’’ construction 

eliminates the present multiple tubes defect, namely, ‘‘Leaking raw 

Secret of operation is spectal non ilkali miracle fluid aaaae. F -_—s . B 


master mac hine method 
bric ks « in also he A isily w“ ished with new special ICCeSSOTY 


actually lifts dirt out renews paint. Eight-hour operation 
ae : I I The NP Impurity Discharger is available as a separate unit to fit 
costs less than $0c and requires only one gallon of cleaning any water still The Impurity Discharger is an economical device 


fluid. N . s or fuss. Hundreds of enthusiastic users in which improves the quality of distillate. Prices quoted upon request 
_ icant = y Please specify full particulars of present model 
plants, large ind small - ‘i - e 

. William Barnstead Engineering Corp. 
lor additional information o demonstration please write Manufacturers of 
Stills—Sterilizers—Autoclaves— 
WALLMASTER DIV. Central States Distributors, Inc. Hospital and Laboratory Equipment 

125 N. Marion St. OAK PARK, ILL. 40 SUDBURY STREET, BOSTON 14, MASS 











The MODERN HOSPITAL 











Double-Hung 


CECO STEEL PRODUCTS CORPORATION 


any hospital... 


cut maintenance too! 


In times like these 


In construction prod 
C£EO0 ENCINEERING 


shes the big dflervence 
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(Continued on page 222) 
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Stationary Subaqua Hydromassage Therapy Tanks 


A Leader in Performance, Design and Quality for Nearly 30 Years 


HM.601--COMBINATION 


ARM, LEG, AND HIP TANK HM-500—ARM TANK 


HM-801—FULL BODY IMMERSION TANK 


Literature on Request 


LLE@ 


ELECTRIC CORPORATION 
50 Mill Road, Freeport, L. |., N.Y. 
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HOSPITALS PLEASE NOTE... 


SPENCERS 


TAKE TO WATER 


LIKE A DUCK Jf 
e 


PRECISE ACCURACY IN EVERY DETAIL 


assured by modern ABOVE... A PAGE OF OUR 32-PAGE BOOK 
manufacturing methods “A GUIDE TO EASIER CLEANING” 


y COMPLETE BOOK ON REQUEST 
"TORRINGTON 
- stai SPENCER 
stainless steel sons Ear 
; surgeons needles Please send my copy of A GUIDE TO EASIER CLEANING 


Name 


=) Order from your hospital supply dealer. Catalog on request 
* 


"> THE TORRINGTON COMPANY, Torrington, Conn. 


Specialists in Needles since 1866 City & State 
2SP53 


Street & No 


No. 3, March 1953 
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| vivat S4x001 


MEDICAL OCIAI WORKERS OUR SSt*h YEAR 


Steere, Sees “teeny | ge) Meme em ree WooDWARD 
a pun adaens Mahle centin > Medical Prtonnal Barta 


3rd flooreies N. WABASH AVE. 
CHICAGOei1 
® ANN WOODWARD *Directol. 


BUSINESS AND MEDICAL REGISTRY YY ¥ 
(Agency) ° yan) WA ‘sd 
Elsie Miller, Director ie ‘ites al 
610 South Broadway, Room 1105 t 
~ Los Angeles 14, California 
NESTHETIST South Or 
MEDICAL PERSONNEL EXCHANGE tf from the coast; delightf 
Nellie A. Gealt, R.N., Director — 
4707 Springfield Avenue CHIEF DIETITIAN New 
Philadelphia 43, Pennsy!vania ht cre spiosbem tangas 
COLLEGE PHYSICIAN ' 


(Continued on page 224) 


Fund Raising 


| Counsel | 


For a quarter century our cam 


paigns have succeeded not only 


ae FAYE 


financially, but in the excellent 


public relations we have established 


Grounds upkeep and maintenance >» 2 = 
problems are solved quickly, easily . } jor Our clients. 
and BETTER when you use the power- 

ful 5-HP Gravely Tractor! ...21 tools , 
for year-round use with seasonally Consultation without obligation 
selected attachments, quick change 

from job to job in minutes! Only the 

Gravely does so many jobs so well! \ or expense. 


All-Gear Drive, Power Reverse. In- _ & 
stitutions-tested for 32 years . . . Ask e 
for your copy of FREE Gravely cata- 


log, “Power vs. Drudgery.”’ Find out =e B : 
wologt ty eee We 2 CHARLES A. HANEY 
— « ASSOCIATES 


GRAVELY TRACTORS, Biman 
BOX 359 DUNBAR, WEST VIRGINIA rae ee 
J ive Oo se, ihe. 
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Now, Gray makes electronic dictation available 
throughout the medical profession, with 


To MUEN DUTTON MEHL 


The completely modern dictating instru 
ment that does more for you! Records patient 
interviews, consultations. phone conversations, 
clinical reports—speeds all medical records while 
saving the doctor hours ol puiper work. | ses 20, 
0- or 60-minute dises of paper-thin plastic, which 
can be mailed, filed or used again. Ask for a free 
demonstration, without obligation, of how Audo 


graph will save time and money in your office! 


annnteneene eee 


Phe new method of telephone dictation for 
hospitals, clinies. group practice. Several doctors 
and administrators are connected by telephone to 
a single Audograph and secretary—sharing both 
the benefits and the cost of modern electronic dic 
tation. With Audograph for heavy dictation and 
PhonAudograph for staff reports. you can mod 
ernize medical reporting and dictation throughout 
your organization, with important savings in time 


and cost, 
lk GRAY MANERACTURING COMPANY 


“ Harthord 1, Connecticu 
Please send me your new free Folder P-3 “Which 
Dictating Method is Better for You?” 


The World's Most Versatile 
Dictating Instruments 


AUDOGRAPH"* PHONAUDOGRAPH”* 
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(Continued on page 226) 


New Oxco filling material prolongs brush life... 


SAVES YOU MONEY ON BRUSH REPLACEMENT! 


It’s Oxco’s “MASTER BLEND”-—a newly developed ALL-HAIR 
filling material for Oxco brushes, consisting of pure horse- 
hair and long-wearing SARAN bristles. Backed by over 
two years of continuous research, this new blend has wear- 
ing qualities that will prolong the useful life of your 


maintenance brushes—-save you money on brush replace- Le 


ment costs. 
. SARAN 
ACTUAL 
EXTREMELY 1 many tests, the new blend lasted from 3 UMRETOUCHED PHOTO HAIR BLEND 
DURABLE es as long ure horsehair filled sti 


—— aes TESTS conducted in both laboratories and in actual use, 

MAT- ‘ ante ; 7" = a prove the extra wearing qualities of the new blend. Photo 
RESISTANT or flattening out shows how a “Master Blend’’ sweep far outlasted an all- 
MATEDARCE BTUSHSS Ser viCSR I horsehair sweep after 500 miles of continuous sweeping over 


concrete flooring. 


RENEWABLE ; ra opener eee we Brushes like BIG CHIEF-X, 
ws ae age i _ i P Oxco’s top grade floor sweep, 
BY WASHING ee 


plus other floor sweeps, 
counter dusters, window 


STABLE SUPPLY 63 Be sg a ping Poca ani brushes, industrial brushes 
AND PRICE vill : wn eaeee ateblia ten anisaiie and others are now available with 


the extra-durable ‘Master Blend”’ filling. 


To get complete details and start saving real money on brush replacement BRUSHES 
costs, contact your nearest Sanitary Supply or Hardware Jobber now. Ask for 


the brochure on Oxco's "Master Blend”, OX FIBRE BRUSH COMPANY, INC. 
paeoenicn Soleblished /S8¢ maanviannd 
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RIGHT IN YOUR OWN BACK YARD... BY WEST 


ecteceerest | CAN YOL! MOP| TH nail 
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= ST ONE Win Zor, ass es sees _ 
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Yop < NOW KWYKWAX s X LUSTRECLEAN. E TEAM 
FLO OR YA, FELL ' ANP HOW! , OUR ASPHALT ONE PASS WITH \ . he. at OURS ALMOST 
MR. LWANNAKNOW ASKS, \) a ae FRE ie SUD GETS 7 THE MOP, AND /' WHENEVER THE, HAD US BROKE 
"DOES THE WEST FLOOR | CUR TESRIEZS | Doing nicety ,) \ YOU CLEAN AND )e UANITOR MADE ‘Ti WE LEARNED 
PRESERVATION PROGRAM LOPBY WITH \ oI INstole WAX AT THE H THE BROOM, \ ABOUT WEST'S 
Ly, WORK FOR ALL TYPES WEST TERRAZEAL ) ~\_—_. SAME TIME: F iT USED TO LOOK Like | LASTINCOTE 
Ds _ 44 AND TURNED IT ¢ —/ AWINDY DAYINTHE ( SBALER. 
2 INTO A REGULAR ) [ DUST BOWL.WESTONE ) NOW OUR GYM 
~KG  \ / CHANGED ALL THAT! = / FLOORS JUST 
‘ NOW HE MAKES A 77 SNICKER AT 
al CLEAN SWEEP WITH- mar SNEAKERS! 
: ——— OUT A SINGLE ¢ x =o 
re) ("GESUNDHE'T, AP “ok 


- aaa det! f wes 
i» m4 
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et 4 IVE EVER SEEN 
(THE SE Guys AGREE 

y ON ANYTHING *** 
/ BUT THEN EVERYBODY 
AGREES THAT WEST'S 

, THE BEST FOR 
{ FLOOR CARE ' 


— 








New floors cost $300,000,000 a year! 


INSTALLED COST* OF How much will it cost you to replace worn-out floors today ? The 


ee Or eee 50,000 SQ. FT. chart gives you some idea. 


Asphalt Tile $15,000 sut, your floors don’t have to wear out. They can be protected 
Concrete 18,000 almost indefinitely. 

Linoleur 21,000 eg ‘are . smasener aon ; 
ohatied 27,500 How? With West’s simple, proven FLOOR PRESERVATION 
Cork 39,000 PLAN. (1) Cleaning — remove all dirt without harming floors 
Rubber Tile py (2) Sealing — fill the pores. Provide a protective coating (3) 
Vinyl Tile 44 000 . Pay es F ; i-sli asain 

Saueeate Vile 65.000 Maintaining — put on a tough, anti-slip floor wax. . 
Terrazzo & Mosa 87,500 The West Plan offers you more than 20 proven products. A West 
An le c 0) . ‘ 

— oe Floor Specialist will be glad to help you select the program or 


_— product vou need. 


& } +z) Please send FREE booklet ‘‘Proper Care of Floors’’ 
is 


DEPT, 12 
—_ DISINFECTING 
ta Name 
Company 


Address 








42-16 West Street, Long Islond City 1, N. Y. 


City ; Zone State 


Vol. 80, No. 3, March 1953 

















| 





y é WOODWARD—Continued 
POSITIONS OPEN Sie ; he 


WOODWARD—Continued 


SHAY MEDICAL AGENCY 
Blanche L. Shay, Director 
55 East Washington Street 
Chicago 2, Illinois 
DIRECTOR OF NURSES 


SHAY —Continued 


he 


PlIONATI 


bed hospit 


AP 
o Le 
SA, 


2 ‘ 


* 


* \ 


say 


WITH THE APPLEGATE 
FOOT POWER MARKER 


Both hands are free to hold 
the coat, sheet or blanket in 
the exact position it is to be 
marked 

Works faster. Marks name, 
department, and date on one 


impression. Saves money, 
time and linens 


Applegate indelible ink . . . (silver base) Is 
heat-set and losts as long as the cloth on 


which it is used Xanno is a long lasting 


ANESTHETIS1 


nm 


DIRECTOR 


Mee a 
PHARMACAL com? 
: Mtentaing Cemse _agal 


indelible ink (does not require heat Either 
GERMICIDE AND FUNGICIDE 


may be used with Applegate Markers, stencil 


nia gee * DEPENDABLE 


Write for Free Impression Slip. 


e SAFE 


e ECONOMICAL 


SEND FOR COMPLETE BROCHURE MH-353 ON PHENEEN 
EXPLAINING PROCEDURES. KILLING TIME AND BIBLIOGRAPHY 





CHEMICAL COMPANY 


5632 HARPER AVE. CHICAGO 37, ILL A_)) ™ 


1400 HARMON 





MINNEAPOLIS 


PLACE, 


PHYSICIANS AND HOSPITALS SUPPLY CO., Inc. 


MINNEAPOLIS 3, MINNESOTA 


Manufacturing Chemists MINNESOTA 
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Neo-Penil* 


is now also available in 





Multi-Dose Vials 


In response to many requests, chiefly from hospitals, 
“"Neo-Penil’ is now also available in a second size 
Multi-Dose vials of 3,000,000 units each. ‘Neo-Penil’ 
is the new anubiotic agent—derived from penicillin 
which gives higher concentrations in Certain 

body tissues 

Because most conditions for which ‘Neo-Penil’ ts 
being used require hospitalization, the new Multu-Dose 
vials should prove es] ecially useful during the 

winter months, when brone hoy ulmonary infections are 


most Common 
‘Neo-Penil’ is now packaged and priced as follows: 
Package Size List Price 


Boxes of ten 500,000 U. vials $8.50 per box 


4 000,000 UU. vials 1.08 each 


Your wholesaler is pre } ared to Su} } ly 


both package sizes. 


Smith, Kline & French Lahoratortes, Philad lphia 




















SHAY —Continued INTERSTATE—Continued 
POSITIONS OPEN URCHASING AGENT Middle west: 200-bed DIRECTOR OF NURSING 84800-86000, n 


tment tr position offer 
SHAY —Continued ed DIETITIAN re 
Therapeut catior 


HOUSEKEEPE! I 
saad INTERSTATE MEDICAL PERSONNEL .NESTHETISTS 
ed teact BUREAU 
mad Miss Elsie Dey, Director 
332 Bulkley Building 
Cleveland, Ohio 

EXECUTIVE HOUSEKEEPERS (a) 0-bed PLACEMENT BUREAUS 

sas oa” ahs Genta Gada Genial INDIANA MEDICAL BUREAI 


RECORD LIBRARIANS 


ADMINISTRATOR 


FRANCE HORTT MEDICAL AGENCY 
SPECIALISTS in the Placement of Competent 
Medical and 
FRANCES SHORTT R.N 
0 Madison Ave N. ¥ 





For Safety in Operating Rooms 
Check Conductive Flooring with 


f te NEW! 
AU RNER ANTI-SHRINK STICHT CONDUCTIVITY TEST KIT 
HOSPITAL BLANKET © ‘ MODEL F-] 
‘CUTS SHRINKAGE 83% a 


* 
Repeated tests under average hospital TEST VOLTAGE 
500 VOLTS 


laundry procedures prove that the revolutionary 
new Horner Anti-Shrink treatment process actually *@ 


reduces blanket shrinkage as much as 83%. Yet, oat 
Horner Anti-Shrink Blankets retain their deep, COMPLETE WITH 
soft nap, “warmth without weight’ and original : = ae TWO 5-LB. 
beauty after scores of launderings. They'll help 
you cut blanket maintenance and replacement costs : c\ 3 mec 
, 


to the very minimum! 
MAIL COUPON TODAY! . RUBBER DISCS 
, AND FOIL. 





HORNER WOOLEN MILLS * EATON RAPIDS 1, MICH 
Please send information and swatches of your 
hospital blankets 


In accordance with all requirements of NFPA Booklet 56, 
“Recommended Safe Practice for Hospital Operating Rooms”. 


HOSPITAL LIGHT WEIGHT - SMALL SIZE - DIRECT READING 


ADDRESS SIMPLE TO USE + SAFE - CURRENT LIMITED 
CITY Write for Bulletin 451-MH 


ZONE STATE 
27 PARK PLACE, 


ADMINISTRATOR HERMAN H. STICHT CO., INC. NEW YORK 7, N.Y. 


The MODERN HOSPITAL 





New principle 


im 


Streptomycin Therapy 


greatly reduced. Therapeutic effect is undimin- 
ished. This principle has been demonstrated in 


both animals and man. In patients treated for 120 


The hazard of ototoxicity is greatly reduced by 
combining equal parts of streptomycin sulfate 
and dihydrostreptomycin sulfate. The patient thus 
gets only half as much of each drug. The risk of — days with 1 Gm. per day of the combined drugs, 
vestibular damage (from streptomycin) and of the incidence of neurotoxicity was practically zero, 


hearing loss (from dihydrostreptomycin) is 


‘at treated with streptomycin is ataxic. Cat treated with the same amount of 
streptomycin-dihydrostreptomycin has 


normal equilibrium. 


Dp f T RY i Ni Squibb Streptomycin Sulfate and 
Dihydrostreptomycin Sulfate in equal parts 


(di-STRI-sin) 


For greater safety in combined antibiotic therapy 
These new formulations embody this new principle: 


DICRYSTICIN DICRYSTICIN FORTIS DISTRYCILLIN A. S. 
300,000 300,000 400,000 
100,000 


Procaine penicillin G, units 
Potassium penicillin G, units 100,000 
Streptomycin sulfate, Gm 0.25 0.5 


Dihydrostreptomycin sulfate, Gm. 0.25 0.5 


(All supplied in 1 and 5 dose vials) 


oeoeeeo@eed@ @6 6686896068 @ 868866268 8268 66 @ OD COC Ceete 8 62 8 8 42 8.42 8 8 2 SO 


. 
1 
SQUIBB 
a leader in the research and manufacture 
F i ” 
yoin’ and ‘Dicrysticin’ are registered trademarks strycillin’ is a trademark of penicillin and streptomycin 


‘Distr 
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PLACEMENT BUREAUS 


OCIATI 


MARY A JOHNSON A 


ACIFIC COA 


MEI I¢ 


BROWN’S MEDICAL BUREAI 


THE MEDICAL FIELD 
EMPLOYMENT AGENC 


B d treet ‘ M 


MItehe 


\ MEDICAL AGENCY HENRY G. FARISH, M.D 
' t fe t Pp 


Indu 


Droete Offic nd Is AUDITS 


MEDICATI FOR 


k ne M. M HOSPITAI 
Directs 


(Continued on page 232) 


Racha) TWICE AS MANY RECORDS 


IN THE SAME AREA 


with the revolutionary NEW 


i og Salt 


sx¥ST 


parents 


the 1953 


Much of 


time 


pene nq 


the 


and cost sav 


amazing 
labor Saves up to 60°. of floor space with 
ings possible with Geer 
pres Wringers is due to 
this EXCLUSIVE INTER 
LOCK-GEARING. It mul 
the 


@ Greater record 


Accessit 


@ Increase 


lity 


tiplies applied @ Easier operation! 


pressure, insures smooth 
@ Faster filing! @ More economy! 


and accurate control of 
action; 
the 


wringing 
squeezes 
DOWN, not out 


GEERPRES WRINGER, INC. 


of High-Grade Mopping Equipment 


mop 
“ The Visi-Shelf Filing System is now in use at: 
Floating Hospital, Boston 
Lowell 


Columbus Hospital, New York Boston 
Jewish Hospital, Brooklyn St. Josephs Hospital 
Jewish Memorial Hospital, New York Soldiers Home, Chelsea 

Presbyterian Hospital, New York Blackwell Gen’! Hospital, Oklahoma 
Loretto Hospital, Chicago Childrens Hospital, Pittsburgh 

Henry Ford Hospital, Detroit City of Cleveland Hospital, Ohio 
Sinai Hospital, Detroit Detroit 


Mannufactu 
DEPARTMENT MH, GEERPRES WRINGER, INC. 
P. 0. BOX 658, MUSKEGON, MICHIGAN 
Please send me complete information on 


Receiving Hospital 


floor-cleanin uipment. 
-King”’ (24 to 36 oz. mops) with 
twin t . 
"* (16 to 24 oz. mops) with 
in tank 


twin t > 
** (8 to 16 oz. mops). 





ADORESS 





All Souls Hospital, Morristown 

Medical Center, Jersey City Memorial 
Arizona State Hospital, Phoenix 
Johns-Hopkins Hospital, Baltimore 
U. of Maryland Hospital, Baltimore 
Mercy Hospital, Baltimore 


Moses H. Cone Hospital 
Greensboro 

De Graff Memorial Hospital 

Federal Security Agency 


U. S. Public Health Service, S. | 


a FT 
Bethseda 
N_Y 


For a survey of your department and complete details write: 


VISI-SHELF FILE INC. 
105 CHAMBERS STREET NEW YORK 7, N.Y. 
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‘‘Here i 
is what we looked for...here is wh 
‘ what we 
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HO 
FFMAN institutional Laundry Equi 
ipment.”’ 


“Birst and most important wos complete assurance of clean and sterilized linen at all times, 


processed with just the right amount of bleach, softener, soOP and starch. Hoffman washers 


with their accurate controls and superior washing action gave that assurance- 


Of almost equal importance were the noise and vibration factors. Site considerations mode it 


mandatory that our laundry be situated in the basement of the building where such considera- 


tions might well affect the patients’ rest and quiet. The silent chain drive of Hoffman flatwork 


ironer and the advanced engineering of the extractor offered the ideal solution of these 
nuisances. 
With the ever increasing resistance of the public to rising hospital costs, economy of opera 


tion was @ prime consideration. Hoffman demonstrated its awareness of the need for such 


economy, through their engineering assistance '" laying out the most efficient machinery 


setup to meet our particular loundry requirements. This 's reflected in ovr ability to operate 


our laundry with less personnel than the average hospital of comporable size in the area. 


The fast drying action of the Greyhound tumbler, pinpoint control of supplies used, and 


greater life of linens, due to the easy unloading of the washers, all spell economy of 


operation. 


Twenty-four hours o doy, three hundred and sixty-five days o yeor, the hospital must minister 


to the needs of its sick and injured. Dependability is the keyword! The experience of these 


institutions which we visited, with properly installed equipment ond maintenance free opera 


tion over long periods of time, and the comforting knowledge of parts and service at 


moment's notice (as demonstrated by Hoffman's record throughout World War 1) qualified 
Hoffman os absolutely dependable. 


An added bonus not looked for in ovr original evaluation has been the favorable reaction 


of applicants for laundry positions when they learn that we are equipped 100% with 


Hoffman machinery.” ? | = 


o of aed HOFFMAN Complete Line 

*An actual letter in our fil lies aioe Laundry Equipment 
r files. ’ 

Name on request. Needs of Every Size acon Meet the Sclal 
CONSULT YOUR HOFFMAN saci ae 

INEER 


INSTITUTIONAL 


<u ... DIVISION 
U. S. HOFFM | | O 
AN MACHIN 
E 
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FOR SALE FOR SALE SCHOOLS—SPECIAL 
AMERI AN STERILIZE} | N —— | ” . | sie - — . INSTRUCTION 


ATTERY FO! TEAM HEI 


rhe MARGARET HAGUE MATERNITY 
HOSPITAL 


lecture nursing 
classes, techniques, laboratory science, nutri- 
health and socio-economic as- 
ised experience is given in ante- 
postpartal and newborn 
twenty-five 
cal instruction tudents may 
nth’ experience i premature 
‘SING AND MEDICINI mans a FR, See, eee 
NOT GOVERNMEN URPLI 
£2400.06 NET FOK N YORK CITY 


Immedint« Ih ‘ . e ¢ P 


HOSPITAL EQUIPMENT CORPORATION 
; MADISON AVENUF NEW YORK CITY 


abov 
red to st 
entialities for 
includes instruetion in pri 


ised in clinical teaching | 


IS YOUR PHARMACY tat manent 
EFFICIENT? 


admitted every 
ning February Maintenance 
$75.00 per month granted. Write 


A. Coyle R.! 


SCHOOL FOR LABORATORY TECHNICIANS 
Duratior f course l vear i . 0.00 
approved by the Amer 


ther informatior 


THE GRAND RAPIDS ~ Schwa re} SECTIONAL SYSTEM 


is as important to your hospital as your operating 
room or any other physical equipment. For an 
efficient prescription department our Engineering 
Department will plan, layout and arrange your 


pharmacy without obligation. ‘he PROVIDENCE LYING-IN HOSPITAI 


. ‘ to qualified graduate nurses a _ four 
A booklet devoted entirely to Prescription mon ipplementary clinical co in Ob- 
Room equipment is yours for the asking. et ee oe ee 


onth provided For full informatior 


GRAND RAPIDS STORE EQUIPMENT CO. sis te Hel Ue Mecca, Gores 


HOSPITAL PHARMACY DIVISION GRAND RAPIDS 2, MICH. Lying-in Hospital, Providence 8, Rhode Island 
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Serving this mouth-watering tuna treat in a 

bright-looking, individual Lily* Casserole 

Container gives everyday meals a refreshing 

new sparkle. Convalescing patients look for 

and appreciate something different — and here it is! 

Look too how easy and economical it is with a Lily Casserole °T.M. Reg. U.S. Pat. Off 

Container. Bake in it! Serve in it! Discard it! Yes, these sturdy 

paper cups keep their firmness even under baking - . 

temperatures. Then, after use, to the incinerator with ‘em. 'Lily-Tulip Cup Corporation 

122 East 42nd St., New York 17, N. Y. 

Wy | Chicago * Kansas City ¢ Los Angeles * 


There are all sorts of tantalizing dishes you can prepare with “Sas0e° 


Lily in your kitchen, And because Lily Casseroles utilize leftovers, 
permit portion control, they save on food costs. What's more, you 
never “run out” of casseroles when you have Lily. 


San Francisco * Seattle * Toronto, Canada 


LILY-TULIP CUP CORPORATION Dept. MHS 


f ily for every serving need . . . Hot and cold drinks 
There's a Li Alte a 3 ” e 122 East 42nd Street, New York 17, New York 


side dishes, salads, condiments, juices. Choose the cup or container 
for your particular requirements — for patient feeding; for 
supplementary nourishment; for isolation wards, etc. 

More menu aids like the “tuna wiggle” are yours for the asking. 
Just mail the coupon . . . we'll rush them to you, along with Nome 
samples and details on Lily Paper Service for your hospital. Address .. 
No obligation of course. City 


Gentlemen: 
I'd like to try Lily in our kitchen. Please send samples 
and information. 


3. March 1953 





works magic 


2 
with 
MAGGIS SEASONING 


Sleight-« dl t} 


Mayyi “ense ! develops food 
flavor to its peak and keep here O 
Old-world chefs have used this tr i an ; _ e 
lor eu nahi wm stitetile 


MAGGIS GRANULATED BOUILLON CUBES 


spring to life Z Cook i vith Mag: Granulated Bouillo 
2 Lbs delights the most diseriminating patron. | ( 
IN HANDY QUART SIZ} Dy maccr sat anes lilac Gucl oliaiea @ille emmadiatie 
WITH “STEADY FLON ; | GRaNULATEO Mayyi's which also makes an excellent 
POURING SPOUT ‘ \ Boul on.custs a 
\ full-flavored stock or a stant beverage 
PRODUCTS OF THE NESTLE COMPANY 
WHITE PLAINS © NEW YORK 


world-famous flavor products : 





SEASONING... FR efit oi ice te 
granulated Bettini 


bouillon cubes | messes 


Two New PUTNAM Books for the Hos pital 
Administration and Staff Members 


? WHERE ARE 
PRINCIPLES OF HOSPITAL MN HOSE otha 


te 


ADMINISTRATION KEYS ? 


by John R. McGibony, M.D. 
Brings together in concise form the best of administrative THIS 1S AN 


planning to serve the busy executive and members of 4 EMERGENCY! 
- «4 - . 


his statt 
THIS HOSPITAL 
BUSINESS OF OURS 


by Raymond P. Sloan 


Foreward by George Bugbee THAT’S THE PROBLEM= 
\ book every board member should have immediately HERE’S THE ANSWER! 


since the author has specifically pointed out the trustee's 


ag 5 — the members of your board are supplied ma TELKEE S 
4 Moore Key Control «> 


“A METHOD FOR FILING AND CONTROLLING KEYS 





G. P. Putnam's Sons, 210 Madison Ave., New York 16, N.Y 
CGrentiemen Send at once 
cop. of McGibonys PRINCIPLES Ol HOSPITAI 


ADMINISTRATION, at $6.80 per copy 
THIS HOSPITAL BUSINESS OF OURS @ Neat, compact metal cabinet — easy to set up and operate 


@ Any key instantly available — lost keys never a problem 
opies « f Sloan s 
at $4.50 per cop @ Expansion unlimited @ Control! by secret code 


Name 
Why not send for FREE color brochure, ‘The Missing Link’ 


which tells you all about our equipment. It's yours without 
— obligation — address requests to 


jake aiid lm Bill hospital accout P.0. MOORE, Inc., Room 605, 300 Fourth Ave., N. ¥.10, N.Y. 


Title 
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Now-an American 
plaster bandage 


- that equals the 


worlds finest 
and costs less 








New OSTIC has the creamy “feel” and 
workability you expect only in 
the higher-priced bandages 










New OSTIC (Code 24) has been developed to give you that 





superior ‘‘feel’’ as yo work it in your hands—-but without 






sacrifice of fast wet-out. cast strength and proper setting 






qualities 






The new OSTIC Plaster Bandage goes on smoothly, feels 





like moist velvet in your hands, sculptures effortlessly and 










packs solidly—with no sensation of grittiness A real pleasure 





to work with 











Iry new OSTIC today. Let your own hands tell you tts 


DID YOU KNOW? 


Curity WEBRIL” is the new 
f “f absorbent cast padding that 
| 





advantages. Your choice of fast or extra-fast-setting types 














stablished OSTI¢ prices 


Curity 
0 


| (BAUER & BLACK) | 


Division of The Kendall Company 
309 W. Jackson Blvd., Chicago 6,, Ill 


maintains normal skin condition 











on, 






He Went Out to Meet Them 


W, 
ITH FLARES AND WHISTLES and 


blaring bugles, the Reds had been at- 
tacking fanatically all night. Wave after 
wave they came, in overwhelming 


numbers. 


By dawn, Jerry Crump could see that 
his position alone was keeping them 
from overrunning L Company. Twice 
he went out to meet them with his bayo 


net. Once he retook a captured machine 


gun. And four times he left shelter to 


bring itl wounded com ides, 


Now, an enemy soldier crept close 
unobserved. He lobbed a grenade. It 
landed squarely among the wounded 
Without a 


Corporal Crump threw himself upon 


men, second’s hesitation 
it. smothered the explosion with his 
own body. and saved his four com- 


panions’ lives. 


“[ got hurt.” says Jerry Crump. “but 
1 sot back alive. Because our armed 
forces have the finest medical equip- 
ment in the world —even at the front. 
And you helped put it there by invest- 


ing in Lnited States Defense Bonds.” 


Bonds are savings. But they mean 
production power, too. Helping pro- 
vide the arms and equipment and care 
of every kind that give a fighting man 


more than a fighting chance. 


Corporal 
Serry Crump 
US. Army 


Medal of Honor 


Now E Bonds pay 3% ! Now, improve 


1 Series E Bonds 


start paying interest after 6 months. And average 


interest, compounded semiannually when held to ma- 


turity! 


earning 


at the new rate for LO more vears. 


» all maturing EK Bonds automatically go on 


Today, 


start investing in United States Series E Defense Bonds 


through the Payroll Savings Plan at work. 


Peace is for the strong! For peace and prosperity 


save with U.S. Defense Bonds! 
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NEW FLOOR | 
OPEN TODAY 


+\ 


Celug Beautid we-1ex Mepis 
ee miner naa 


It doesn’t take long to get Tile-Tex* flooring on the Asbestos Floor Tile for those areas where excep- 

job! tional beauty plus exceptional service are desired. 

Tile-Tex Asphalt Tile is very quickly installed... PLANE SACRE ie: re 

es down easily over old or new sub-floors... and Ask your Tile-Tex Contractor to give you com 

plete information and estimates on Tile-Tex flooring 

products. (The cost is a minor operation, too.) 
You'll have colorful floors, too, if you want. For You'll find his name in the classified pages of your 

Tile-Tex offers you a wide choice of light and dark telephone directory. Or write: 

colors. Plain or marbleized. Warm or cool. Stimulat 


oC 
s 


goes into immediate use. 


ine or restful. THE TILE-TEX DIVISION, The Flintkote Company, 
1234 McKinley Street, Chicago Heights, Illinois 

Tile-Tex takes ‘‘all that the traffic will bear’’ from 
a steady stream of patients, doctors, nurses, order- 


Tile-Tex—Pioneer Division, The Flintkote 

’ °] j : : , . 

lies, visitors, wheelchairs, operating tables, etc. Company, P. O. Box 2218 Terminal Annex, Los 
Angeles 54, California 
Tile-Tex is easy to keep clean and sanitary, too. 


The Flintkote Company vanadé 
Just sweep daily. Mop periodically. Wax occasionally. : mpany of Canada, Ltd., 


30th Street, Long Branch, Toronto, Canada 
And there’s Flexachrome* Vinyl] Plastic- sSiealodanidl Cindainnil, Soe Wikibahe Cimabiin 


TILE-TEX ...- THE QUALITY ASPHALT TILE 
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CASE HISTORY 


Screen the 


installing 


toa 


before 


Detention management 


west hospital could not replace broken 


fa enough to keep up with breakage 


Detention Screen topped vlass breakage 


paid for themselve in a tew vear 


Chamberlin 


( 


comple tely 


ve Mid 
pP ithe 


imberlin 4} 
i 








Cut high maintenance costs with 


Chamberlin Security Screens 


You reduce glass breakage. Insic« 
of Chamberlin Security 


Screens reduces window glass breakage 


installation 


cost of glass re pl wement, patient myury 


(see above 


You reduce insect screen costs. 
Close high-tensile-strength wire 


makes 


Cssaly 


woven 
screcnis unned 


\dmits 


additional insect 


withstands usual abuse 


plenty of light and ain 
You reduce sash repair and paint 
costs. Chamberlin Security Screens in 


stalled il 
window prevent patients from mutilat 


recommended distance trom 


ing window frames, sash hardware 


ina paint 


You reduce grounds maintenance 
costs. Chamberlin Security Screens 
prevent patient from = throwing litter 
out of window, prevent outsiders from 


passing in forbidden objects 


You'll find from experience, as othe: 
hospital administrators have, that these 
than offset the 

screens. Yet they're 


savings and services out 


more original 
ol the 
lew of many 


lined at right 


Let 


he Ip you 


savings 


cost only a 


our Advisory Service 


Hospital 


trim maimtenance costs by 


recommending the type of Chamberlin 


Security Screens best suited to 


Write 


vou! 


needs lor information today 


The right screen at the right cost to fit your patients’ needs 




















Protection Type 


Type 


Detention 


r heavy stee 
frames wired with high 
ten e-Strengtl ‘ t 
1} 


cloth suspende vy cor 


cealed ngs to absorb 
shock duce wu to 
both patient and ser 
Chamber! Protection 
and Safety Screens pro 
vice uitable and 
‘a I 
nt pat t 


eco 


for 








. srotection 
ere Bm 
teh aes a Sint } 


Safety Type 





QUICK NOTES 


on savings and services 
provided by 


Chamberlin Security Screens 


In the last fourteen years, ove 
80,000 Chamberlin Security Screens 
have provided these and additional 
savings and services to hundreds olf 


hospitals in almost every state ol 


the U.S. 


countries 


and in numerous forcign 


Chamberlin Security Screens re- 
duce maintenance time, effect 
material savings: Replace heavy 
and guards, Replace 

screens. Stop glass breakage 


bars insect 

and 
damage to window frames and sash 
Reduce painting requirements. R¢ 
duce grounds maintenance work by 


keeping litter in rooms 


They reduce cost of medical care 
for physical injury: Prevent sell 
attacks on attendants 


cold 


SUI¢ ide 


danfage and 
broken 
drafts 
by hanging from window 


glass. Prevent 


with 
inducing Prevent 
atte mpts 
bars Prevent 


muntins, grilles, 


receipt of dangerous pass-in objects 


They provide more cheerful at- 
mosphere. Supplant depressing 
jail-like bars and grilles. Make room 
interior more homelike; keep build 
uncluttered. Admit 


ing’s exterior 


ample light and summer air 


Chamberlin Security Screens sup- 
plement supervision. Special Cham 
berlin locking device resists tamp 
ering and plugging 
Close 


wire mesh foils usual picking and 


atte Mrpts 


woven, — high-tensile-streneth 


prying. Smooth frame edges and 


rounded — corners preclude accl 


dental or intentional self-damag« 
Screens can be provided with emer 
gency release permitting instant pa 
tient removal by operation of lock 


from outsic 


Availability of metal products subject to defense regulations 


Modern institutions turn to 


CHAMBERLIN| 


——_ CHAMBERLIN COMPANY OF AMERICA 





For modern detention methods 


CHAMBERLIN COMPANY OF AMERICA 


Special Products Division 
1254 LABROSSE ST. «+ DETROIT 32, MICH. 


CHAMBERLIN INSTITUTIONAL SERVICES also include Rock Wool Insulation, Metal Weather Strips, Calking, All-Metal Combination Windows, and Insect Screens 
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Somerset (Pa.) Community Hospital 


RAISED 


(with more to come ) 


James J. Mayer, Administrator 











Memorial plan brings hospital victory 


Before long, workmen will be fastening memo- dividual gifts, the largest of which was $20,000. 
The medical staff itself pledged $79,400 or al- 


rial plaques to new walls in the Somerset Com- 
most 20% of the goal. In addition, one hundred 


munity Hospital which is going to be expanded 
and eleven memorial tributes were reserved for a 


total of $282,500 or 70% of the objective! 
At the end of the campaign, Somerset’s Daily 


and extensively renovated to make it one of the 
most modern in the nation. This building pro- 
gram was assured by the oversubscribed fund- 
raising campaign just completed, for which American commented in an editorial: “The cam- 
Ketchum, Inc. provided the experienced pro- paign has been well managed.’ 
fessional direction. 

In this relatively small community of about 
6,000 (the county, served by three hospitals, has 
82,000 population), everybody had to be given 


an opportunity to subscribe. There were 3,08 | in 





“In every instance your campaign personnel 
have shown a personal interest in our efforts 
and their knowledge of methods of proce- 
dure, their diligence and long hours and their 
most pleasing personalities have been largely 


responsible for our success.’ 


C. D. REYNOLDS 
R. Adm. USN (Ret.) 


General Chairman 











Consultation Without Obligation 


KETCHUM, INC. 


( . 7) fie . 

@ campaign Levection 
HAMBER OF COMMERCE BUILDING, PITTSBURGH Ig, PA. AND [00 FIFTH AVENUB, NEW YORK 36 
ON G. KETCHUM, President ¢ NORMAN MACLEOD, Exec. Vice President 


M LEAN WORK J “ce President ©. I CHIL PS, I 4stern Manaver 


MEMBER AMERICAN ASSOCIATION OF FUND RAISING COUNSEL 
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*Baton 
*Cerebral Palsy Hospital 


‘FUND RAISING 


LINN 


siete & nameplates 
in bronze, aluminum or 
¥ 
; 


Mr_anp Mrs. JOHN 
plastic have been proved 
the ideal, dignified and 


most effective way to 


ee ae eee ee 


Style B 


bronze or 


raise funds for hospitals 


tablet 
ontrasting 


Solid aluminum 


Raised letters in 


cast ' 
1 By acknowledging contri 


bold relief « 


with stippled oxidized background 


butions in this permanent 


manner you encourage 
Why not 
write us now for illustra 
You'll 


be pleased by this eco- 


future donors 


THIS ROOM FURNISHED * 
IN MEMORY OF 


. Miss ROSE CARUSO . 


Style P 
cast bronze 
border 


tions and prices. 


nomical and attractive 


room plaque 
Available in 


Raised letter 


with permanent 


way to give 


double line 


all sizes recognition 

A FEW OF OUR MANY HOSPITAL ACCOUNTS* 

Kings Daughters Hospital 
Mt. Sinai Hospital 
‘Anderson County Hospital *Sloan Kettering Institute 


Exact addre nished 


Rouge Hospital 


BRONZE TABLET HEADQUARTERS 


UNITED STATES BRONZE SIGN CO., INC. 


570 Broadway Dept. MH New York 12, N. Y 





jrue 
Deodoratit 


LIQUID SOAP! Se > 
BALMASEPTIC 


Combines the fine qualities and delightful scent of Dolge 


premium BALMA liquid soap with Hexachlorophene, the anti 


septic agent used in modern surgical soaps. Regular washing 


with BALMASEPTIC not only cleans thoroughly but deposits 


on the skin a non irritating film which reduces bacteria as 


much as 95% Here's a true deodorant for shower as well 


as wash-up use, insuring “round-the-clock freshness 


Ask 


demonstration 


available 


Efficient 
Dolge 


dispensing equipment 


your Service Man for 


egserattahsles 








WESTPORT, CONNECTICUT 


(lt... up 


the patient 





Fomine 


Bb) 


FA Cubicle 


More cheerful surroundings for patients! 
upkeep cost for you! They're yours with Webb 
color-bright cubicle curtains. Nylon in a wide 
range of colors, including the popular ecru. 
Orlon® in rich looking old ivory. Very little 
washing, no ironing. Beauty lasts years. Other 
Webb curtains in duck, white and colors. Also 
shower curtains, bed linens, canvas hampers. 
laundry bags, bath rugs. 


Curtains 


Less 


Write Today for Prices and Information. 


WEBB MANUFACTURING COMPANY 
2936 N. Ath St., Philadelphia 33, Pa. 








— 


“WALL-SAVER” Chairs 


@ePREVENT DAMAGE TO WALLS 
@®REDUCE CHAIR MAINTENANCE 


The back legs of a ‘‘Wall-Saver”’ chair are flared out 
so that the chair cannot be tipped backwards. No 
rubber leg bumpers are needed—the bottoms of the 
legs abut the baseboard while there is still ample 
clearance between the back of the chair and the wall. 
This unusual design eliminates the strain to which 
an ordinary chair is subjected when the sitter ‘‘rocks”’ 
in it. It also prevents damage to both chair and wall 
caused by ‘“‘resting’’ the back of 
the chair against the wall. As a 
result, **Wall-Saver’’ chairs can 
pay for themselves through savings. 
Right No. 
**Wall-Saver™ 
Chair. 
Left: No. 108914 "Wall- 


Saver Straight 
Chair. (Also available 


with saddle wood 
seat, or with uphol- [J 
stered seat and back.) 


Write 
for 
Bulletin 
1005-A 


1082 
Easy 





m | 


“WALL-SAVER" Advantages 


1. CANNOT BE TIPPED 
BACKWARDS 


A ee 











3501 BUTLER ST 
estas 


2. CHAIR CAN'T DAM- 


PITTSBURGH 1. PA 
MEO 18 








AGE SIDE OR BACK 
WALL 
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The Key to: 
STERILE INSTRUMENTS for the HOSPITAL 


77 








2 


~~ 
\ 8 4 is a reproduction of the cover on our new catalog describing 


a complete series of Sterilizers for Instruments, ranging from the small boiling type to the 
large pressure rectangular sterilizer. Units available for every application in Hospitals of 


any size e Write today for your copy of this informative and beautifully illustrated brochure. 


AMERICAN STERILIZER COMPANY 
Dept. 82 ERIE * PENNSYLVANIA 


Te DESIGNERS AND MANUFACTURERS OF SURGICAL STERILIZERS, TABLES AND LIGHTS ak 
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\\ Headlines That Spell Success... 
Hospital to Ask Public for $1 Million 


Fitchburg, Mass. Sentinel May 17, 1952 


Hospital Goal Over-Pledged 


Fitchburg, Mass. Sentinel Nov. 18, 1952 











Need *] Million for New Hospital 


Tarrytown, N. Y. Daily News Sept. 19, 1952 





Phelps Hospital Drive Soars Past Goal 


Ossining, N. Y. Citizen Register Dee. 19, 1952 


We are more than pleased with the oversubserip- 
tions in two million-dollar campaigns which we 
directed last year, and so are the good people of 
Fitehburg, Mass. and Tarrytown and Ossining, N. Y. 
Both campaigns went’ well over the top and on 


schedule. 


av we tell you about our personalized service: 
May tell) l t l | ? 


HOGAN, WINTERS & COMPANY, Ine. 


Fund-Raising Counsel 


New York, N. Y. Boston, Mass. 
521 Fifth Avenue 6 Beacon Street 
Murray Hill 2-6758 CApitol 7-9398 
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Edited by 


BESSIE COVERT 


TO HELP YOU get information quickly on new products described in this section, we 
have provided the convenient Readers’ Service Form on page 280. Check the numbers 
of interest to you and mail the coupon to the address given on the form. If you wish 
other product information, just list the items and we shall make every effort to supply it. 


A7100 Operating Table 


' ’ 
hirteen different surgical 


posi 
the 


I 
| 
t anesthetist 
( lute h 


an De obtained by 


with a one-hand movement of the 
\7100 major operating table 


One lever quickly selects the desired 


position, then the crank is turned clock 


“a 
wise or counter-clocK wise for lrendelen 


burg or horizontal movement. (¢ dyn ration 
clutch does not interfere with the 


the his 


feature ol new 


of the 
surgeon ofr assistant 


the 


WOrK Ol 
\nother 


specially 


table is 


designed base which allow s 


toc lor and 

Ohio 
Equipment Co., Dept. 
Madison Ave., Madison 


No. 648) 


room surpeons 
Chemical & Surgical 
MH, 1400 E. 
10, Wis. (Key 


comfortable 


X-Ray Image Amplifier 
The nev x Ray Image 


standard 


signed 


Amplifier is an 


ittachment for Huoroscopi 


equipment, ce to give a 200 times 


brighter view of patients’ internal organs 


living action. It is the result of eight 


and consists 


that 


ot intensive research 


ot a high-vacuum tubs electro 
" 


statically focuses and accelerates an ele« 


With the 
physi lan can step into 


and see at 


ImMaye amplifier 
the 


d bright imaye 


tron stream. 


the 


room 


dark 
once 
without having to dark-adapt his eye: 
periods \]] 


i icw 


r long details can be seen 


minutes ol 


feature of the optical system ce 


is a result of the clinical trials 


so that 
to his 
the 


; 
includes positioning of the image 


! ' 
the radiologist can move in close 
patient in 


order lo 


the 


manipulate 


patient, while at same time viewing 
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inclusion of a film 


the The 


device tor making radiographs tor record 


X-ray imave. 


purposes and a phototimer for auto 


matically taming radiographs are other 
requirements that have been met in the 


levice. 
, 
Increased brightness of the x-ray image 


attained by the 


has been converting 
ray enerpy into light with a Huoresce nt 
thence to electrons These 
accelerated, giving a bright 
10 or \ turther gain 
is attained by electrostatic focusing of the 


the 


screen, and 
electrons are 
ness pain ol more, 


electron stream to reduce image to 
ipproximately one fitth its original SIZE 
The reduced image impinges on a phos 
phor output layer that converts the elec 
back to a 


00) 


visible TV agpe 


Finally 


tron stream 


brightened times or more, 


the intensified 
means of an optical system without loss 


The 


attachment 


image is magnified by 


of the increase in brightness. image 
used as an 


amplifier in be 


on new or present X-Tay Huoroscopi 


equipment. Westinghouse Electric Corp., 
Dept. MH, P. O. Box 2099, Pittsburgh 
30, Pa. (Key No. 649) 


Ster-O-Timer 


Designed to convert all makes of pres 


sure sterilizers to automat operation 


the Smith 
passed stringent Operating tests by every 


day use in a large hospital for the past 


ars. It 1s ready tor distribu 


now 


tion and can be easily installed on any 


Ste rilizer 


pressure 


(Continued on page 244) 


& Underwood Ster-o-timer has 


The Ster-o-timer is a labor saving in 
strument which permits ethcient sterilt 
zation without an attendant at the stert 
It does not start ming until the 


reached, and if 


1Zer 

desired 
the 
quired, timing stops and does not start 


tem pr rature 1s 


drops below that re 


te mperature 


desire d temperature 1s 


ain until the 
again attained, This is done automat 
ally, assuring correct sterilizing technics 

The Ster-o-timer 1s simple to operate, 


and permits 


durably constructed 
limited remote control of the sterilizing 
process It can be placed on the operat 
Thy? room SUPerVisor Ss desk: Wn the cor 
ridor where the nurse passes frequently; 
on the wall outside the sterilizing room 
or m any other desired Jocation. It 1s 
adaptable for use on old as well as new 


the Ster-o-timer 


tine 


autoclaves. It desired, 


may be cut out at any and the auto 

\e operated manually, 

\ special switch on the Ster-o-timer 1s 
used for sterilizing liquids so that the 
vacuum oF drying solenoid valve is by 
passed and steam pressure poes to zero 
The 


tion of the device prevents over-steriliza 


automatic opera 


very gradually 


tion, thus saving on deterioration of 
linens and gloves. Smith & Underwood, 
Dept. MH, 1847 N. Main St., Royal Oak 
Mich. (Key No. 650) 


Meat Extract 


avail 


Thi 
excellent 
the Bb 
vitamins and the larger pac kage has been 
Both the 


bottle s have a 


Meat Extract is now 


bottle 


Valentine 


able in a new six ounce 


product ts described as an 


ource ol potassium as well as 
developed for institutional use 
and the 
new design. Valentine Company, Inc., 


Dept. MH, Richmond, Va. (Key No. 
651) 


Ounce 6 ounce 





What's New... 


Central Supply Still 
\ new 


been 


compact pace-saving 


introduced lor 


Dhe 


pyropen-removing 


1] 
pecially 


tral supply Jarnstead 
g water still 
1 handy 12 


wall 


combined with 


tank in a compact mounti 


The 


10 gallon 


rangement Water stil 


ol high | 


[de Signe d tor the 


itv ol 


water per hour mal] 


est wall space pos ible the unit ts easily 
installed. Barnstead Still & Sterilizer 
Co., Dept. MH, 219 Lanesville Terrace, 
Forest Hills, Boston 31, Mass. (Key 


No. 652) 


Satin Finish Enamel 


one-coat, easy to apply 


introduced 


\ new 


finish 


atin 
th it 


Ca ily ind 


enamel ha been 


requires no primer, washes 


used on practically any surface 


Satinhice 


may he 
interior or exterior Known as 


Enamel, it is offered in 16 colors and 
It has heen cde veloped is a com 
Pittsburgh's Wallhicde 
Finish. Colors 
to deep hues \ 


System 


white. 
line to 
Satin 
from soft pastel shades 
simplihed Master Color Guide 
with the 


panion 


Rubberized range 


cle veloped nm conpunction new 


enamel line is a handy manual of 151 


colors providing the basis for many thou 


inds ol possible color combinations 


PROJECTING 


“OVER THE DOOR” 
ROOM NUMBERS 


...now solve your 








Plastic number plates, projecting over the doors 
of hospital rooms also make it easier to find 
the rooms without confusion or delay because 
the numbers are clearly visible for considerable 
distances down the hall. Actual size of number 
plate is 2” x 5” with large, bold 114” high 
white numbers on both sides with a choice of 
colored backgrounds. Also available in flat 
door plote style. 


PLASTIC TAG AND TRADE CHECK CO. 
BAY CITY 5, MICHIGAN 
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open door problem. 


Satinhide 

excellent sealing properties and a 
; 

gloss. It 


practically all types of surfacecs and even 


Enamel ts easy to brush, has 
low 


luster semi can be applied on 


tubborn stains are said te be easily 


wiped off It has no unpleasant paint 


' , ri 
odor and may be easily applied by brush, 


oater. It dries in four 


! 
a tough, resistant film 
| 


pray or roller 
hours and leaves 
which does not chip, peel, crack OT 
wrinkle. Pittsburgh Plate Glass Co., 
Dept. MH, 632 Duquesne Way, Pitts- 


burgh 19, Pa. (Key No. 653) 


“Kiddy Kartoon’’ Garments 








X 


MY 


Designed for children of all ages, 
Kiddy Kartoon garments are wailabl 


in bed gowns and pajamas tor both boys 


(Continued on page 248) 


| 


Mciud 


cartoon cde signs 


The 


, 
all animals in a gay and cheerful array 


on either yellow | 


| 

and girls. 
| 

ol color or piue Dack 

grounds 

Che 


dyed Santorized twill 


garments are made of sturdy, 


Sleeves are room) 


ind full cut 


and all strain points 


The pajama 


t 
ciotn Knot 


reentorced coats have 


buttons and tape 
is reenforced at all openings. Angelica 
Uniform Co., Dept. MH, 1427 Olive St., 


St. Louis 2, Mo. (Key No. 654) 


Square Recessed Downlights 


\ series of square recessed downlights 


for 200 or 300°) watt lamps has been 


design features clean, 
the 


units, square 


introduced The 


modern and lights are easily 


line s 
three 


he 
] 


Hector lamy ind 


installed Perma 


lens, combine to pro 


duce maximum brightne with con 


trolled brightness and versatility ot ap 


When 
into the 


the one-piece, die-cast 


plication installed the entire 


unit recesses ceiling, except tor 


hinged = tram«e 


Concealed hinges and latch give the 
attractive 
finish is hot-bond, 
\n inconspicuous 
pull permits quick opening when re 
lamping or cleaning 1s necessary Pitts- 


burgh Reflector Co., Dept. MH, Oliver 
Bldg., Pittsburgh 22, Pa. (Key No. 655) 


Ly 


smooth, appearance 


Irame a 


I.xterior syntheti 


white enamel hnger 








ORDER 
FROM YOUR 
DEALER OF 
HOSPITAL 

SUPPLIES 
OR WRITE 

FACTORY 

FOR COMPLETE 

DETAILS. 


Most popular dia- 
per used today in 
hospitals over the 
nation . from 
diaper serv- 


their 


local 
ices «oor in 


own laundry. 
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AT LAST! 


Dewter Ditepoors 


The diaper that does away with half 


the work in your laundry and nursery. 


BECAUSE 


Dexter Diapers eliminate all folding in 
your laundry and nursery. 
SPECIAL LOW PRICE TO HOSPITALS 


Write direct to manufacturer or ask 
your favorite diaper service. 








DEXTER DIAPERS 


Ask Your Favorite Diaper Service, 
Department Store of Baby Shop 


SEND 25« TO 
FRED DEXTER. MFR 
Dept MH. Houston 8 


1 Somple Dioper 
3 Helpful Booklet 
AlL 3 FOR ONLY 25« 


IDEAL BABY SHOWER GIFT 


We lose Money On This Offer 


Texas 
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Another hospital-tested product 


from Simmons Complete Line 








17 Years 


of Service 
“CONDITION EXCELLENT” tastes wae 














In 1936, University of Wisconsin, Madison, purchased 17 years of hard use, none of the coils or knots were 
the first of its Hospital-Bilt Mattresses for the broken, there were no signs of rust; condition of the 
University Hospitals. They were put into service at felt, sheeting, and border was excellent. 

Wisconsin General on gatch-spring beds — one of 
the toughest tests of a hospital mattress. Since that 







The University Hospitals, with over 900 beds, use 
. Hospital-Bilt Mattresses by Simmons. For low main- 

time they have been in continual use. : : 7 

. tenance costs through years of hard service, you can’t 







Recently, one of these original mattresses was cut beat Simmons’ durable construction. Get in touch 
with your Simmons hospital supply dealer today. 







open and thoroughly examined. The findings: after 





years of comfortable service are built into every MB-197 








WRONG! Note sides of 
mattress bulge due to im 
proper border treatment 
RIGHT! Simmons 3-Star 

Crushproof border 
with outer coil row 
attached, eliminates mat 
tress sag. 







Simmon’'s offset coil con- i -~ 
. struction permits mattress on 
to flex without stretching Tempered, innerspring 
y P 


Prd or compressing: reduces a coils of improved type 


~ s 

Pm friction. Offset coil is at © : Coils have silent hinged 
Pd tached to round top coil, —_ flexible action. 

$ alternately. Hand assem- C “ 





















bled; helical-tied 





SIMMONS COMPANY eg 


HOSPITAL DIVISION New York 16, One Park Avenue + San Francisco 11, 295 Bay Street 
Atlanta 1, 353 Jones Ave, N.W. + Dallas 9, 8600 Harry Hines Blvd 
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W. Americans have always had a lot of standard 
phrases——a pack of cigarettes—a bunch of carrots—a cube 
of ice. Now the latter phrase is rapidly changing to a 
tube of ice, Tube-Ice, as exemplified by the sized “ice with 
the hole,” originally introduced by Vogt in 1938. 

Che distinctive cylinder shaped, clear, hard, sparkling ice 
cylinders made by the Vogt Tube-Ice Machine are purer 
than the water from which they ate frozen. They have 
less adhesion in storage, more nearly fit a glass and, 
because of the “hole,” provide more cooling surface to 
beverages. And Tube-Ice is produced by the Machine 
ready-for-use and free of human contact 

whereby it enjoys top sanitation ratings 

from health authorities everywhere. 





Tube-loe Machines are 
able as package units 
2000 pound and SUH 


Capacities respective ly. 


Automatic 


For requirements of 3 ton 
ome of ice per 24 hours or 
greater, complete units are 
< furnished disassembled prior 
her : 


shipment for reassembly 
at destination, 


HENRY VOGT MACHINE CO., LOUISVILLE, KY. BRANCH OFFICES: New York, Philadelphia, Chicago, 


Cieveland, St. Louis, Dallas, Charleston, W. Va 
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No cup-=staining problem... 









« 


practically no breakage in five years 


with break-resistant (elmae dinnerware! 


That’s the record of the famous Taunton Inn, Taunton, Mass., 
according to J. Edward Downes, Manager. 


Thank you, Mr. Downes! And thanks for telling us, too, that 

the patrons who flock to the delightful Taunton Inn—center 

of civic and social life in Taunton—applauded your choice 

of dinnerware made of MELMAC melamine. (Indeed, its lustrous 
beauty does make foods look appetizing! And indeed it does 


cut down dinnerware clatter—more effectively than a sound- 
_—~ proofing job!) Glad to know, also, that your waitresses and 


* 
a 
| ’ kitchen help instantly noticed—and liked—its light weight, and 
the fact that it stacks and racks so easily for automatic dishwashing. 
“Our experience with MELMAC dinnerware at Taunton Inn has 
Says J. Edward Downes, paid off so well that we plan to convert to MELMAC in our 
‘ the Taunton Inn's Manager, newly-acquired Poughkeepsie Inn.” 
You, too, can cash in on the many payoff features of beautiful, 
break-resistant MELMAC dinnerware. Why put off investigating, 
when you'll profit from the facts. Ask your supplier for full 
information today! (If you’d like some general information 


first, write us for your free copy of our new booklet, 
“Of Melmac Dinnerware’’.) 














“Just a few simple washing precau- 
tions— recommended by our supplier 
—have kept our MELMAC cups free 
from stain. And our MELMAC din- 
nerware — most of it purchased five 
years ago—is still bright and beauti- 
ful...a tremendous saving in re- 
placement costs.” 













molded of 


= J 





e | 





ge cs 5 7%, AMERICAN Ganamid LOMPANY 


MELMAC dinnerware iden- 
P tified with this insignia com- 
3" TABLEWARE s plies with the high standards 
of quality established for heavy-duty 


yas melamine dinnerware by industry 


through the U.S. Dept. of Commerce. In Canada: North American Cyanamid Limited, 
Royal Bank Building, Toronto, Ontario, Conada 





PLASTICS DEPARTMENT 


34F Rockefeller Plaza, New York 20, N. Y. 
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What's New... 


Adjustable Reflector 


tor 


inh 


Phe 
' ‘ r ad enarme for both 
QO and 40 watt | Di 
Dept. MH, North Bergen, 
No. 656) 


iro-Test Corp., 
N. J. (Key 


Oxygen Use Timer 


witch 
the ly 
th 


is used a 


eng 


mad a t\ It Cusy 


on the paper 
I he patient n " humber I uired cord 


Dept. MH, 


| ] 
ier ol tow 
tire ire 


(Continued 


= 


AVOID STORM 


BLACKOUTS 


— ss) 
| pire 


where life depends on con- 
tinuous ELECTRIC POWER 


now... RATORight 


EMERGENCY POWER PLANTS 


protect you when Electric Power fails! 


Your hospital will be assured of 


uninterrupted electric service, when 


E 


equipped with a Katolight Emergency 


Power Plant. Lights, x-ray, iron-lung 


elevators, heat will continue t 


function 
KATOLIGHT 


made in standard sizes for 


units are 
every need up to 35 kilo 
300 
con 


that 


watts, special sizes to 


K.W 
trols 


Signals, safety 


and = switches 
automatically 


fails. Priced 


Used by hospitals and institutions 


transfer load 


when normal power 


BE READY WITH A 
KATOLIGHT 


For Details Write Today 
KRATOLIGHT Stating Your Needs! 
CORPORATION 


Box 491-87 Mankato, Minnesota 


low 


everywhere 


vith ea h imstrument, ime 


, the hos 


Toledo 10, Ohio. (Key No. 657) 


Waterproof Sheeting 


tall 
Stdil 
le 


bed 


protec 


heeting, miattre covel 


and other wat hee 


tors proc 
needs. Continental ospital 


land 7, Ohio. (Key No. 658) 


Silicone-Aluminum Coating 


SLLICOTNE 


\ 


being offered to 


new 


furnace Walls, chimne\ 


! | 
and similar area it 


rioration and we ithering 


»to L000 deg 


luding a 


to instal 


highly 


Lank 


pital WI l LIK i polishes iver ce 


| 


1 
when dry 


McKesson Appliance ing 
2226 Ashland Ave., 
York 


CETYLCIDE 


Germicidal Concentrate 
for Instrument Disinfection 


12. (Key No. 659) 


on page 252) 


CETYLCIDE, the synergistic formulation of two 
quaternary ammonium compounds, is the 
outstanding disinfectant of bacteriological 

research* for the cold disinfection of metal, glass 

rubber and plastic instruments and appliances 
CETYLCIDE contains no mercury, phenol 

or formaldehyde 

CETYLCIDE, when diluted (1:1000) is an 
all-purpose germicide combining high 
bactericidal and bacteriostatic action against 
pathogenic bacteria 

In both concentrated and diluted form, 
CETYLCIDE is stable. The slow 
evaporation in the instrument tray 
tends only to increase the 
efficiency of the solution and it 
need be changed only -periodically, 
CETYLCIDE is economical, both in 
cost and space! Specially packaged 
for hospitals in quart bottles of 
concentrate — equivalent of 32 gallons 

of germicidal solution (at about 78¢ per 
gallon). Through your surgical supply house 


Cetybite INDUSTRIES, inc. 


FAST! 
POWERFUL! 
SAFE! 


29-46 Northern Bivd 
Long Islond City 1, WY 


*Clinical reports available 


The 


Service, 
Dept. MH, 18636 Detroit Ave.. Cleve- 


ish I at 
ote Div., J. Land: 
Co., Dept. MH, 221 Wooster St... New 


au 
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SHINES IN MINUTES...LASTS FOR WEEKS! 


STANDARD Liquid Wax. Recommended for linoleum, rubber tile, composition, hard 
wood floors. Easily applied with mop or pad. No buffing. Lasts many weeks, holds 
its gloss and resists scratching under heaviest traffic. Water emulsion base, not 
petroleum. Meets Underwriters’ Laboratories non-slip requirements. STANDARD 
Penetrating Sealer (Heavy Duty). Penetrates pores of wood, seals with hard 
waterproof gums and oils. Forms non-slip, non-gloss surface. Excellent base for 
wax. Approved by Maple Flooring Mfrs. Assn. Meets Underwriters’ Laboratories 
non-slip requirements. STANDARD Super Finish (Gym Finish). Gives high-gloss 
finish to gym and other wood floors. Tough, durable, resists rubber markings. Ap 
proved by Maple Flooring Mfrs. Assn. Meets Underwriters’ Laboratories non- 
slip requirements. STANDARD Liquid Gloss (formerly SEMDAC Liquid Gloss). Cleans 
and polishes furniture and woodwork in one operation. Also preserves unfinished 
floors, holds down germ-laden dust. Underwriters’ Laboratories listed fire-safe. 


All four available in quantities up to full barrels. 
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oor protection 


NON-SLIP, HIGH-GLOSS 


FOR FURNITURE, WOODWORK 


Standard floor maintenance products (and 
insecticides) are available for immediate de 
livery from over 3900 points in the Midwest 
See your Standard Oil Sales Representative 
today! If yours is a special problem, call your 


nearest sales office (below) 


STANDARD OIL COMPANY 


(Indiana) 


Chicago * Decatur * Peoria * Joliet * Evans 
ville * Indianapolis * South Bend * Detroit 
Grand Rapids * Saginaw * Duluth * Mankato 
Minneapolis * Green Bay * La Crosse * Mil 
waukee * Des Moines * Mason City * St. Louis 
St. Joseph * Kansas City * Wichita * Omaha 
Denver * Cheyenne * Billings * Huron * Fargo 
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Gil 


achlorophene 


the first and only 
proven, effective and 
non-irritating 
antiseptic chemical 
for soaps 


Is your hospital protected throughout 

by soaps and detergents containing 
G-11? Proved by years of safe, success 
ful use in all departments of leading 
hospitals, these soaps achieve a remark- 
able reduction in bacteria count of the 
skin, providing effective surgical scrub- 
up without the use of a brush. For essen- 
tial protection, they should be used 
constantly by all personnel who have 
any contact with patients, including all 


food handlers. 


nalics and Chemicals 
330 West 12nd Street - New York 36, N. Y. 
Branches: Vhiladelphia, Boston. Los Angeles, Cincinnati, 


Detroit. Chicago. Seattle, Toronto 


Hexachlorophene a devel 


aboratories 


pment of 


a MODEL 109 


HAS BOTH... 


ACCESSIBLE 
FOR CLEANING 


..- To Protect Against Sewer Back Flooding! 


Properly installed according to local building codes, the 
Boosey Model 109 will provide dependable protection 
for stored merchandise and valuables. Basement flood 
conditions due to back pressure flooding from the street 
ewer can now be controlled either manually or 
automatically with the Boosey Model 109 


SEND FOR SPECIAL LITERATURE ON 
BASEMENT FLOOD PROTECTION 


NORMAN BOOSEY MFG. CO. 


General Sales Office 
5281 AVERY AVENUE DETROIT 8, MICHIGAN 








$ 
ee RED CROSS FUND 
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OW FULLY EXPLOSIONPROOF 
for Class 1, Group C Hazardous Locations 


Approved by Underwriters’ Laboratories, Inc. 


* new Or llevue IMPROVED 
SUCTION AND PRESSURE UNIT 


Retains all the advantages of the 
original unit—and now fully approved 
by Underwriters’ Laboratories, Inc 

for use in environments containing 
highly combustible anesthetic agents 
Vibrationless, noiseless, with one 
central lubrication system and twin 
rotaries. The heavy duty '4 -horsepower 
motor unit is rubber mounted. The 
cabinet is equipped with conductive 
rubber covered bumper and conductive 
rubber casters: Complete with | gallon 
suction bottle and 32-ounce ether bottle 


NEW Print, SUCTION UNIT ® 


This new model Printz Unit has all 
of the advantages and features of 
the original suction unit developed 
by Dr. O. J. Printz. The very 
important added feature—approval 
by Underwriters’ Laboratories, Inc 
as fully explosionproof for use in 
Class 1, Group C Locations—makes 
it more acceptable than ever before 
No. 4153'2-C — Same apparatus. 
equipped with 32-ounce ether bottle 
(not illustrated ) 


Descriptive Literature 
Mailed upon Request 


LONG ISLAND CITY, N. Y. 
Sklar Equipment 

Available through 
ACCREDITED SURGICAL 
SUPPLY DISTRIBUTORS 





What's New... 


Floor Wax 


Long wear and reduced maintenance 
the 


recently in 


costs are features claimed for new 
Super Swiftsheen Hoor wax 
troduced. The special formula 

highly refined 
and blended ingredient [he wax 1 
according to test 
\ mild 
lor cleaning 
surface dirt without 
Vhe 


glossy luster when buffed and the manu 
month 


includes 


carnauba wax and other 


actually wate rproot, 
manulacturer 


soap solution can be used 


conducted by the 


purpose § to remove 


harming the finish wax has a high 
states it has at least six 


lite with 


lacturer 


attractive, effective 4) per cent 


reduction in normal scrubbing and re 


waxing procedures. It is easily applied 
with lambs wool applicator, cotton mop 
or spray and is recommended tor use on 
rubber and plastic 
tile, as well as all The 
Gerson-Stewart Corp., Dept. MH, Lisbon 
Rd., Cleveland 4, Ohio. (Key No. 660) 


linole um, asphalt tile " 


wood floors. 


“Gourmet” Gas Range 


Csourmet Ga 
chet 


Chet 


lor use in 


Phe 
Range is 
kitchens, 
kitchens and other 
tile and heavy menu requirements 


new Magi 
designed 
homes, small hospital 
kitchens with versa 


Fea 


nurses 


| 
tures of the new ranye include 


steel construction; six top burners, three 


PANIC.< © 


Stopper! 


| 
stainless 


extra large; 
ished griddle; 
lined ovens, equipped with automat 


chrome pol 


porcelain 


radiant broiler 


two extra large 


| 


v ti’ 





oven lighting and safety pilots fluores 


light, and two four-hour electric 
timers. Magic Chef, Inc., Dept. MH, 
1641 S. Kingshighway Blvd., St. Louis 


10, Mo. (Key No. 661) 


cent 


Light Weight Furnace Cleaner 


Cleaner 


Nu \ At 


25 pounds and has a dis 


| urhace 


‘| he 


we ighs only 


new 


It 1s ruggedly constructed 


posable bag. 
lor heavy service ind has a h.p. 


(Continued on page 256) 


universal ball bearing motor with two 
stage turbine fan giving 56 inch water 
The disposable paper bag cannot 
the can, above 

The dirt is 
turned upside 


lift. 
, 


clog suction and is inside 


dirt, while in operation. 
bagged when the can is 
and then is disposed of 
without opening the bag. An 


cloth bag reentorced with wire trame 


down after us¢ 
outer 


surrounds the 
against blowouts. The machine is quiet 
and is finished 1n_ blue 
hammertone. Empire Chemical Products 
Co., Dept. MH, 10 Longworth St., 
Newark, N. J. (Key No. 662) 


paper bag as protection 


in ope ration 


Universal Tube Bender 


' 
A new universal gear tube 


bender is being offered which will bend 
including hard 


type 


tubing, 
and 


type ol 
drawn copper 
The No. 270-I 
be positioned on the tube at any point 


any 


hard temper. steel. 


bender is constructed to 
where a bend is desired. It can be used 
to make right or left hand bends, return 
and right angle 
bends. Benders are designed to be held 
by hand, clamped in a vise or bolted to 
They available for tubing 
from *g inch to 1'g, inch outside diam 
eter. The Imperial Brass Mfg. Co., 
Dept. MH, 1200 W. Harrison St., Chi- 
cago 7. (Key No. 663) 


bends, oltset bends 


a bench. are 


Tue Wonderful 
Work-Sauers ! 


When power fails and lights go out, panic is just 


around the corner. 


gency power. 


Accidents occur. 
danger. Lawsuits are not far behind. These are 
reasons why builders of hospitals, hotels, schools, 
theaters and public buildings want stand-by emer- 


Lives are in 


Famous LAKESIDE 


Stainless Steel TRAY TRUCKS 


The dependability of Fairbanks-Morse stand-by 


generating sets has been proved again and again. 
They are available in capacities—from 3 to 40 KW, 
AC or DC. For complete details write Fairbanks, 
Morse & Co., 600 S. Michigan Ave., Chicago 5, III. 


FAIRBANKS-MORSE 


@ name worth remembering when you want the best 


Casy 


for 





WATER SYSTEMS + GENERATING SETS « MOWERS * HAMMER MILLS «© MAGNETOS 
DIESEL LOCOMOTIVES AND 


PUMPS «© MOTORS ¢ SCALES «* 
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ENGINES 


Speed 
solve 
shelt 


years 


Model 433 (left) 
Prices FOB Milwaukee. See 


EA KES! 


down StS 


NOW! 


Sturdy stainless 


service cul 


up 
manpower shortages 
models in 
to handle 
of depen 


Casy to clean 


lable 


$119.50 


service 


Model 355 (right) 


robber r 


$83.50 


your write 


ole on complete line and dealer's name, 


IDE MFG.CO. 


Milwaukee 7, Wis. 
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r 


‘ @ Perfect portion control, .. each 

serving is just right. No skimpy serv- 
ings to cause 
rvings that cut into your 


customer gripes—no 
excessive s¢ 
profits. 


®@ Complete quality control... pure 
fruit jams and Jellies, protected by 










KRAFT 


Foods Company 







INSTITUTIONAL 


DIVISION 





PORTION CONT 


“PORTION CONTROL 


PC Packs are a boon to restaurants and hotels looking fora waste-saving, 


convenient means of serving jams and Jellies. 


Look at the many advantages of PC Packs— 


individual throw-away, airtight plas- 
tic containers. 


@ No waste ...no guesswork, no 
the PC’s you don’t serve 


today can be served tomorrow. 


estimating 


® Accurate inventory control... 
you know the exact number of serv- 
ings you have on hand. 


® Customer satisfaction... cus- 
tomers like their neatness, newness, 
freshness. 


Distributed direct and through serv- 
ice-minded jobbers everywhere 


ROL AT ITS B 


Individual servings of top-quality jams and jellies ...sealed in plastic 
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The Nation's Taste is your best Buying Guide 


a os 










2 SIZES FIT YOUR 
EVERY NEED... 


l-oz. SIZE provides a 
- generous serving. 
< 


Y%a-01. SIZE is adequate 
for the average serving. 


CRANBERRY SAUCE comes in 
%-oz. size only. 


PC's are conveniently 
packed in trays of 20 


. 10 trays to the lam, 
box. Ve 
Sy 
6 POPULAR 
VARIETIES 


* Grape Jelly 

* Apple Jelly 

* Currant Jelly 

* Orange 
Marmalade 

* Strawberry Jam 

* Cranberry Sauce 













Co cur friend... 


We would like to thank our many friends who have sent congratulations on the 
joining of forces recently announced by STANDARD-RoyAL. All of us in the 
STANDARD-ROYAL organizations have been deeply gratified to receive your kind messages. 


This association will place a national sales and service network behind 
the distribution of hospital signal and communicating systems. We invite you to 
inquire how these outstanding systems —as modern as tomorrow — 


will “bring your hospital up to STANDARD.” 


THE STANDARD ELECTRIC TIME COMPANY 
81 LOGAN STREET, SPRINGFIELD 2, MASSACHUSETTS 
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“There’s One Acoustical Tile Ceiling 
that'll Always STAY PUT?!” 





You're looking at an acoustical ceiling suspended mechanically —a IT’S TH i’ 


positive guarantee that acoustical tiles and slabs will remain securely 


in place. Loxit has developed six acoustical tile suspension systems 
to fit every possible need. These provide a ready and proved solution 
of the problems that arise when using kerfed or straight-edged tiles 
and slabs, suspended or applied directly to ceilings or walls. There is 


no acoustical tile-setting job that Loxit cannot solve. 


Loxit’s new Victory Systems offer important mechanical advantages. Vi CTO RY 


Only one type of clip required. The groove and locking lug being both 


beveled assure a tight fit of the clip to the furring channel flange. The ACOUSTICAL 


clip itself serving as a splicer bar eliminates separate splicing require- 


ment. Single thicknesses of metal on both sides of the runner reduce SU SPE N Si oO N 


the thickness of the kerf in the tiles to that of a thin saw blade, auto- 


matically assuring proper alignment of the tiles, and providing a SYSTEM 


positive breathing step. 


Consult Your Architect / Technical service, literature, details 


and samples are yours for the asking 


JUST THESE FEW BASIC PARTS NEEDED! 


_- 
os 


ra 7% a LOXIT SYSTEMS, INC. 
ey 1217 W. WASHINGTON BLVD. 


. CHANNEL 
RUNNER AC-430] CLIP AC-420 AC - 400 CLIP AC- 421 SPLINE AC-440 CHICAGO 7, ILL. 
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What's New... 


Spirit Duplicator Ice Flaker Ceiling Type Cubicle 
designed Ajax Ice Flaker 


iutomatl throughout with 


mn and many mprove 
Operational expense 1s 


i minimum by the increased Ice 


m ethciency of the new model. 
the switch is turned on, the ma ; ) 
hine deposits ice flakes into a storage 


ontainer within a few minutes. The \ system for bed screening which 1s 
produces approximately 1500 pounds 1, } 
‘ : Oh. , , y t unobtrusive. does not conflict with light 
eer day le Slight urve ot the | | . 
I Mercy ? ing or wall fixtures and eliminates the 
pena . wm se : , : h . i vents SU - and CI CASeS possibility ot mterterence with doors ana 
in be met u the cooling surface Ajax Corpo oO 
- “— Jax TI ration Windows 1S the description given ot the 


The Mode ) Spit iplicator is ar of America, Dept. MH, Evansville, Ind. new ARNCO extruded aluminum track. 
iutomatic | land oper mod (Key No. 665) 
+ hi h 


mstruction 


It may be installed in conjunction with 
ither plaster or acoustk ceilings. \p 
plication may be either surtace or flush 


Universal Connecting Tube construction. Specially designed curtains 


Mertex Connect-all is a have been de veloped to pro ie adequate 
connecting tube that fits all ventilation with privacy. 
ommonly used sizes ot tubing. Any The new cubicle track is so con 
ot the five basi shapes fits all sized structed that there is maximum sound 
tubing from 3/16 inch to inch inside deadening and curtains are easily op 
diameter, kach end of the connecting erated on straight or curved sections. 
tube is not only tapered but has grad- The ceiling track and carrier units were 
Fluid consumption and pay Vaste ar uated ridges. Mertex “Connect-alls” are specifically designed tor durable perform 
Kept at a minimum wath y: lable in straight, L, Y, T and U = ance under the rugged and continuous 
lock principl lized in the mor nny hapes and are made trom Mertex, an service required of hospital cubicle equip 
ystem combined with a paper retention extra-heavy borosilicate glass which is ment The carrier has plastic wheels 
tive paper teed train-Iree¢ ind icid-resistant Mercer and a rustprool curtain hook. A. R. Nel- 
pt. MH, 5700 W. Glass Works, Inc., Dept. MH, 725 Broad- son Co., Inc., Dept. MH, 210 E. 40th St., 
l 


. (Key No, 664) way, New York 3. (Key No. 666) New York 16. (Key No. 667) 
(Continued on page 260) 


MS] 


ystem which Ve | 
ing. A. B. Dick Co., D 
Touhy Ave., Chicago 


e 
> 
y 





..- DISPOSABLE 
NIPPLE COVER 


There is_no substitute 
for safely insist 
: on the original pat 
Pisporable Nipple Cove, ented NipGard! 


Parente 


NipGards completely cover the 
nipple and neck of the infant's 
nursing bottle. Hospitals benefit 





from these advantages 

Quickly applied, save nurses time 
@ Held firmly in place, does not 
jor off @ No breakage, no wash 
ing @ Space is provided on cov 
ers for writing identification and 
formula data. 


ce AND fr 
gE * 








Designed to meet modern health 
codes. NipGard* Nipple Covers 
are used by hospitals requiring simplifies bone cutting 
terminal sterilization. Profession , ; - 
al samples on request. Order Electrically driven, oscillates at high 
through your hospital supply speed to cut bone efficiently with 

dealer complete safety. Cutting blades do not 
hurl material. Two-sided blade can be 


A new instrument which 


Adveatisso 
Ausecan Memea adjusted to three positions. Blade, 
Associanors 


Pumic ations arbor and shaft are stainless steel. 


Dept. H 


THE QUICAP COMPANY, iNC. Kelomerzoo 
110 N. MARKLEY ST. Dept. 1 ORTHOPEDIC FRAME COMPANY yichigan 


“PATENTED GREENVILLE, SOUTH CAROLINA 





























For High Pressure (autoclaving) . for Low Pressure (flowing steam) 
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(Total intravenous alimentation 
with Amigen, glucose, electrolytes 
ind vitamins | completely arrested 

or reduced drainage from the intestinal 

fistula in the SIX reported cases 

[hese feedings maintained electrolyte 

balance and controlled local drainage 

while the fistulas healed or were 


corrected by surgery.?? 


from more than 500 published reports 


@m 


pC BO LE EEE 


=| _ AMIGEN 


> , , MEAD JOHNSON & COMPANY + EVANSVILLE 21, IND., U.S.A. 
,_# 
& 
Amigen 5 

: a lo mect different protein and caloric needs, 


the follow ing Amigen solutions are available 





Amigen 5‘¢, Dextrose 5‘% 

Amigen 547, Dextrose 507, Alcohol 5% 
Amigen 5°7, Dextrose 10% 

Amigen 3!3¢, Dextrose 3!3% 


in 's Lactated Ringer's Solution 


AMISET 


The sterile dispo thle infusion set for use with 


Amigen solutions (Convenient and economieal 





1703 


-rss hospitals 
have switched to 


Angelica because of 


original designs like the 


*PATENT 
PENDING 


the surgeon gown 
every hospital is seeking 


fecause eee 


the (1 Safety-Lok’ tab, which fastens securely 
and quickly with two indestructible knot buttons, 
eliminates all ties and provides a comfortable, 


adjustable fit at the neckline 


fecause. ee 
the replacement of all ties with (2) double 
bartacked knot buttons reduces linen room re 


pars saving time and money 


tecause eee 

the adjustable ‘Safety-Lok’ neckline feature, 
the (3) extra four-inch overlap at the back, 
the (4) absorbent double stockinette cuffs and 
the (5) 54-inch finished length assure complete 


safety from contamination. 


because. ee 


the new “Safety-Lok” surgeon gown gives full 
comfort to the surgeon with (6) roomy raglan 
sleeves for freedom of movement and (7) tunnel 
belt for snug fit at the waistline 

Like all Angelica hospital apparel, the ‘Safety- 
Lok’ surgeon gown is made to last longer. It 
6 available for immediate delivery and priced 
to your budget. Call your Angelica representa 


tive today. 


Te 
Y unrroems J SAFETY-LOK’’ SURGEON GOWN . . . STYLE 636 DQR 
Sf TS rm 


~~, -_ 


w York 36 e 17717 nigan, Chicago 1 


1101 S. Main, Le 
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"IM DOUBLY STRONG 
BECAUSE IM THE ONLY GUY WITH 
TWO EXTRA-DUTY 
CATHODES AT 
EACH END” 











"AND IVE GOT A BIGGER, 
STRONGER, LONG-LIFE 
FILAMENT” 





“Built Stronger To Burn Longer”’ 


Duro-Test lamps are built to dast and last... 
they're specifically designed to meet the tough 
operating conditions of commercial and indus- 
trial installations. 

Their rugged construction means fewer 
replacements, fewer man-hours lost in maintain- 
ance... they cost less because they last longer. 

Write today for complete details and your 
Duro-Test Catalogue. 


Manufacturer of incandescent and fluorescent lamp bulbs. 


DURO-TEST CORPORATION 


North Bergen, New Jersey 





What's New... 


Plastic Towels 


\ new 


towels ts being offered tor 


ol solter, stronyer plastic 


L 
many mm 


typ 
inte 


nance jobs Wizard towel ire made 


ot a new non-woven plastic rayon tabric 
that can be wruny dry without damage. 


| 


and can he used to 


dust 


They are lint-free 


clean, wash, dry, polish or and 


even to filter greases and liquids. Rinsing 


in suds or plain water cleans them 
quickly ivailable in a 
of white or colors, 18 by 24 
inches in size. Edward Don & Co., Dept. 
MH, 2201 S. La Salle St., Chicago 16. 


(Key No. 668) 


They Are choice 


assorted 


Safety-Check Blanket 


Safety with comtort in the care of 


contused, excitable or violent patient 


can be supplied with a minimum o 
and the 


Satety 


recently introduced 
Check Blanket 


constant attend 


HuUrsiny care 
Jayne” Bryant 


Nurses 


ance ads 


need hot be in 
the blanket 
patients and prevents them trom falling 


ue ntly restrains 


or getting out ol bed, or trom causing 
damage to themselves or to equipment 
Patients do not teel restrained and have 


1 sense of treedom while lying in’ bed 
The blanket is 
canvas 


lo fill 


made of Santorized 


and is available in three weights 


varying needs, It is easily laun 


lered and ties securely to the bed trame 


DY rope which pass through 


spaced at 


yromimel 


closed 


the 
easy access tor the 

opened by the 
Phe patient can turn trom side 
blanket the bed 


inch intervals, It is 


by a inch long zipper down 


center which provides 
urse but cannot be 
matient 

ide inside the and 
raised or lowered without dis 


the blanket. 


can be 


turbing Arm holes fastened 


| 


with Zippers can opened to let the 


his arms out for eating OF 


for access by the nurse in therapy Sic 
care. Scat 


patie hit put 


zippers also open tor nursing 
tered yrommets pro ile ventilation and 


a large 


side 
passage of a drainage tube. Jayne Bryant 
Safety Check Blanket, Dept. MH, 7646 
S. Vincennes Ave., Chicago 20. (Key 


No. 669) 


grommet at each permits 


(Continued on page 264) 


save 20% {0 40% 
On your syringe service 


Omega omits the 
directly with 
hospital che 
ized syringe 
prices 

research 


you—the 
many 
Service In 
Omega places at 


tnother nd 


Omega 
(Quality 
Product 


fo assist you mm any 


techotcal problems 








here’s how: 


middle man 
user—to 
idvantages otf 
sddition to lower 
your 
developmental 


special 


ind deals 
Rive 
personal 


your 


disposal its 
laboratories 
operational 


Water Repellent Coating 
Dehydratine No ’ Lik 


le nt 


one Wale! 
coating usin the principle ol 


When used on 


surtace 


rey 
negative capillarity con 


and nasoni the 


I he 


deeply and 


stucco 


crete, 


becomes Ww iter repellent coating 


penetrates masonry provide . 


a high degree of water repelience for a 


long period of time. It applied by 
brush or spray 
the appearance ol 


A. C. Horn Co., Inc., Dept. MH, 
N. Y. (Key No. 


and loc hot discolor or 


change masonry ul 


haces 
Long Island City 1, 
670) 


Twin-Head Freezer 


\ new. type twin-head, two-tlavor 


continuous treezer tor frozen custard and 


all types of soft frozen rroducts is being 


| 
introduced. It has tully automat per 


formance ot both barrels as well as inde 


pe ndent action by each barrel. It is simple 


to operate and has new teatures includ 


compensating automatic mix teed 


the 


Ing 
to barrels as product is drawn off 


and new agitators, barrels and mix con 


insulated 


compartinent with hinged lid. Floor and 


placed in relrige rated 


tamer 


models are available with a 
choice of three condensing unlit sizes, 


Mills Industries, Inc., Dept. MH, 4100 
Fullerton, Chicago 39. (Key No. 671) 


counter 














WRITE TODAY FOR COMPLETE 
CATALOG, SAMPLES, PRICE LIST 


aod 
upon 


number of 
complimentary 
practice that 


Lowk \ 


needles 


representative 
will be 
© prove mnt 
best tor less 


syringes 


COMEGA 
CONTRO 
YRINGES request 


sent 
you can 


use the 


omega precision medical instrument co. inc. 


42 Brook Avenue Passaic, New Jersey 
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which is the good egg? 


Looks alone are often deceiving. They even fool the 
chickens with eggs like the one at left: a china 
egg... which proves that some imitations are hard 
to spot unless you look inside. 

And inside... 
big difference between the original 


in the “works” is where you'll find the 
Thurmaduke 


Selective Heat Control in each 
section reduces shrinkage, pre- 
serves flavors 


No unsanitary water-pan 
Thurmaduke costs as little as /3 
to operate 


Efficiently insulated in all sides 
and bottom. Less heat loss — 
greater comfort 


Rigid, rugged all welded steel 
construction. Beautifully finished 
Stainless steel or baked enamel 
finish 


Interchangeable top plates. Al 
lows any top arrangement desired 
on any model 


No cracks or crevices to gather 
bacteria. All corners are round 
No sharp edges 


Thermostatic control available on 
all models if desire 


legs are easily adjusted for 
height. Stands solidly on uneven 
floors 


Write us for new 


Catalog MH-3 





Waterless Food Warmer and its imitations. 


Inside, you'll find the features that make Thurmaduke 
the most efficient and economical of all food warmers. 
Compare the original Thurmaduke Food Warmer with 
any of its imitations—and we think you will agree: 
you just can’t afford an imitation. 


8 ] — 
The Original Waterless TT [HURMADU KEE 


A wide range of models available from Buffets “a 
and Portables to complete Cafeteria Counters 


DUKE MANUFACTURING CO. e Originators—not imitators ¢ SAINT LOUIS 6, MO. 
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Cancer 
strikes 
Te 


Your gifts to the American Cancer Society 
help guard those you love. 

Your dollars support research in a hun 
dred laboratories and universities ... spread 
life-saving information... ease pain and 
suffering ... provide facilities for treatment 
and care of cancer patients. 

It isa sobering fact that cancer may strike 
anyone tomorrow: strike back today with a 
vift to the American Cancer Society. You 
may mail it, simply addressed CANCER, 


c’o your local post office. 


American Cancer Society 
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pL00R MAT TENAce 


offers you a “giant” source 
of floor treating knowledge. 
Hillyard trained floor experts, the 
men in the field who serve you, are 
truly maintenance engineers as the name 
“Maintaineer*” implies. They have 
amassed the amazing total of over 1000 
years of experience with Hillyard. Vis- 
ualize the training and experience of 
over 100 Hillyard “Maintaineers” bring- 
ing together modern methods and finest 
specialized Hillyard products for every 
type of floor. 


These ‘‘Maintaineers” are strategically 
located from‘coast to coast and provide 
fast, efficient service from warehouse 
stocks in principal cities. Depend on 
him for beautiful safe floors that 
wear longer—give you the 
most from your floor treat- 

ment budget 


"Registered 


q 


SERVING THE BUILDINGS OF 
SA) THE NATION SINCE 1907 


There's a “Maintaineer” near you. tit . 
Write today. St. Joseph, Missouri 
U.S.A. 


. . . He’s on your staff not your 


payroll. 





What's New... 


All-Purpose Truck 


Mode 


ill purpose truck has 


No »f low cost 
been added to the 


} 


2} 
Bloomheld line of tood set ny 


Manutactured to meet the highe t 


equip 
ment 


tandards ot quality, the truck 1 


in weight for easy maneuverability 
| 
frame and shelves are made of stainle 


teel and the shelves are welded in place 
ind soundprooted. The unit 1 mounted 
on rubber-tired, ball bearing swivel cast 


has a satin-finished aluminum 


Staimle 


crs ind 


handle teel accessories 1m lude 


i silverware bin and two dish 


bin, refuse 


irriers, all of which ire re idily remo\ 
thle. The dish « 
apacity and are furnished with smoothly 
rolled handles. Bloomfield Industries, 
Inc., Dept. MH, 4546 W. 47th St., Chi- 


No. 672) 


irriers have increased 


cago 32, (Key 


Bedpan Rinser 


Diverter Valve 


thorough 


Lhe ¢ 


or the 


may 
rinsing 

flush 

installed 


INILISE ptt 
hospital bedpan existing 
breaker already 


the 


inal Acuun 


in the torlet scr ve Gray Diverter 


Valve The 


illow imple water passage 


ilso al c 1s engmeered tO 


hor maximum 


etheiency in operation of the toilet Hush 
inv evele and to control the flow required 


orinsing spray head tor all pressures 


( tered ol if) Vater up} \ vstemn 
installed with the 


curately 


The Deose pti Injector 
iutomatically introduces ik 


ol cle odorant 


reassured amounts into the 


rinse Water 


[he 


talled 


bedpan rinsin 


on back inlet 


existing 


floor or \ mounted, and 


on hospital service sinks ind slop sinks. 


The 


horizontal 


It is simple to operate. rinser 1S 


pulled down into a position 


over the toilet how], the bedpan is held 


under the spray head and the Hush valve 


lor the toilet is operated. Splashing is 


controlled by the design of a special 


(Continued on page 268) 





have proved 


economy 


seTvice they render Solt, luxurious 


your reputation for thoughtful service, St 


certified washable by the American 


Available 


bindings igned 


tamped or custom-ce 


FOR NAME OF DEALER 


ST. MARYS BLANKETS - 
“They last. and bast... 





Sleeping Luxury —At Lowest 
Cost Per Year of Service! 


Time and again, St. Marys blankets 
their 
through the 
beautiful 
Marys blankets are 
Institute 
in standard contract stvles and also with special 


monograms 


IN YOUR TERRITORY, WRITE 
ST. MARYS, OHIO 


and last” 


SO PRACTICAL 


ing crank—another crank 


remarkable 
high 


long years of 


they add to 


the bed 
of Laundering 


ment, side rails 


TOLAND 








Only the TOLAND 
over-bed stretcher 
tilts both ways! 


—— <i aS 
— aa eS 


| : 


Cia @ 


it can’t possibly 


restraining 


pray head. Approximately one-third of 
the water ordinarily flowing to the toilet 
diverted to the bedpan 
flushes the the 


\fter 


rinsing, the rinse arm ts turned back up, 


bowl 1s rinse 


Phe 


same time the pan ts being rinsed, 


remainder toilet at 


leaving the toilet ready for conventional 
The Gray Development Co., Dept. 
MH, 507 N. Irving Blvd., Los Angeles 
4, Calif. (Key No. 673) 


us¢ 


Pressurized Extinguisher 


Model B is a 


vaporizing liquid fire 


Pressurized new one 


and two quart 


extinguisher. It is designed for fast, one 
accurate control. 


hand with 


The vaporizing liquid is completely dis 


operation 
charged in 17 to 25 seconds by the pos 
itive force of pressurized nitrogen in a 
powerful 30 foot stream. The « xtinguisher 
is made with all brass precision construc 
tion. The entire valve assembly and pick 
up tube unscrew as a unit trom the shell 
to simplify inspection, cleaning and re 
charging \ visual constantly 
the 


tinguisher 


Rauge 


shows pressure condition. The ex 


has Underwriters’ Labora 
tories approval according to the manu 
facturer, and ts recommended for use on 
burning liquids, live electrical fires and 
small general combustible fires. The 
Fyr-Fyter Co., Dept. MH, 221 Crane St., 
Dayton, Ohio. (Key No. 674) 


| 





room—even 
from either 


Stretcher in any 
potients 


use the Toland 
rowded words; transfer side 


of bed, and from either side of the Toland Stretcher! 


heaviest patient 
way by turn 
low to 40 


handles even the 
easily. Top tilts either 
lowers stretcher 2 


One 
quickly 
rarses 


nurse 
and 


and top (32 


The Toland Stretcher slides right over the bed 
and you can crank the top down snugly right into 


slip away! Less discomfort for patients, too! 


The Toland Stretcher has Trendelenburg Position 
thru a crank) and (optional) intravenous attach 
straps, shoulder stops (adjustable 


Get full details and prices today from your supply house, or write direct to 


HOSPITAL EQUIPMENT 


99 West Main Street, Benton Harbor, Michigan 
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now & points of POSITIVE HOLD-OPEN 


with quiet release... 








7 90 


2 Se (See Se eee enseanae 


the new 


RIXSON 


no. 37 multi-point 
door holder 


used with the RIXSON UNI-CHECK provides 
the ideal door control for hospital patient 


rooms and school class rooms 


Three points of hold-open .. . slightly ajar at 23°, ap- 
proximately '2 open at 50° and fully open at 90°. Special 
group settings to 18 , 45° and 85° when specified. If the 
door has a Rixson Uni-check closer, a fourth hold-open 
point at 160 to 180° is provided. A complete door con- 
trol, particularly useful to doctors, nurses and school 


teachers. write today for complete 


The operation is simple rly open the door to one of the descri ptive information qn d 
hold-open points and it holds firmly until quietly released \ountetia detache 


by a slight push of the door in either direction. 


THE OSCAR C. Geese COMPANY ei 


4450 w. carroll avenue chicago 24, illinois 
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CUT COSTS NOW! 


complete food service line: 


c Dixie Cup offers a better paper 
\ Fast Service! container for every need . . . 


, Quiet! 


, No Breakage! ‘sues 
, No Washing! . 


, Clean Service! DIXIE FOOD DISHES — 


for salads puddings fruit, ane 
dessert 


, Lighter Trays! 


, Less Labor Costs! | # a 
, Stops Food Waste! <A sescd 


; p 
, Many Shapes & Sizes! _* - 
DIXIE COLD SAMPLING 
DRINK CUP DIXIES 


tor water, truit for cream, su 
ind vegetable gar, mustard 
juices, milk and ~~ condiments 
soft drinks 


DIXIE HOT DRINK CUP 


ina Variety ot SIZES for coffee ea 


—S 


PAC-KUP FOOD CONTAINERS '§ ~ 
for soups, stews and main dishes aaa -_ 
You can bake ind SeTvVe hh Satine Pac Kup 
Pic Kup! 

- 


a we die 


Dixie Cup... The paper cup everybody knows by name f 
Pe een" _ DIXIE CUP COMPANY 


EASTON, PA., CHICAGO, ILL., DARLINGTON, S. C., FT. SMITH, ARK., ANAHEIM, CALIF., BRAMPTON, ONT., CANADA 
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Luxury $ 
Economy $ 
Therapeutic Value! 


The main dining room is decorated with elegant draperies 
of Goodall Fabrics “Print & Imprint.” These draperies 
hang in rich, heavy folds...ward off wrinkles, shed dust 


easier, help soften noises. 


Goodall Fabrics for hospitals and allied institu- 
tions are made to meet special needs. The thera- 
peutic value of their colors, their luxurious textures 
and spirit-lifting designs, their noise-muffling quality 


help create an atmosphere of quiet charm, And 
Interiors by Hospital Furniture, Inc. 


Hospitals Everywhere Get 
Longer Service, Lower Maintenance, Richer Beauty 
With Goodall’s Specialized Hospital Fabrics For: 


DRAPERIES « UPHOLSTERY ¢« SLIPCOVERS 
BEDSPREADS « CUBICLES « CASEMENTS 


a) 


The beautiful Mather Home for Aged Ladies 


Why the MATHER HOME 
wes GOODALL FABRICS 


...in Evanston, Illinois 


This typical Mather Home living room features draperies 
of Goodall Fabrics wrinkle-resistant “Grapevine,” and en- 
during upholstery of “Grandee,” and “Beekman,” that 
adds home-like beauty and comfort. 


Goodall Fabrics are economical because they are 
Blended-to-Perform! That’s why modern hospitals 
count on Goodall Fabrics to keep their beauty and 
shape through countless washings and cleanings... 


stay color-bright ... wear longer. 


oe 


VARIES oes 
ve 


rer 
eebseoe re rn 


ak KAWARY MA 
ahottasivoresssecshoecores hecsnosaaraleeegeies cent a ea tata 
LETS I LI UCD 


> 


1953,Goodall Fabrics, Inc., Subsidiary, Goodall-Sanford, Inc. (Sole Makers of World-Famous PALM BEACH® Cloth) “Registered Trade Mark 
GOODALL FABRICS, INC. + NEW YORK + BOSTON + CHICAGO + DETROIT « SAN FRANCISCO + LOS ANGELES 
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What's New... 


Synthetic Coating 


Pozcot is a new corrosion-resistant 


yvntheti wood, masonry and 


coatiny lor 
surtaces. It 1s 


ilkali 


preases It ‘ 


" 
metal impervious to water 


alcohol, 


1 
ars 


icids syrups oils and 


an used indoors or oul 


ind is tough and long wearing. It does 


not crack of peel trom temperature 


change s and stands up as 


trath« 


a Hoor < oating 


heavy Pozcote is available 


black, 
‘ complete assortment of colors 
Monroe Co., Inc., Dept. MH, 
Quebec Ave., Cleveland 6, Ohio. 
No. 675) 


under 


mn and 


The 
10703 
(Key 


aluminum, cle ar, W hite 


Improved Vacuum 


| he 


leaner ha 


Model \ 
1 60 inch w 
both 


without ch inging 


nih} ro ed 


\20 rT 


lift 


ibil 
up 
ethcient 


und 


Iry pick 


iter 


ity to handle wel ind ( 


the bay It} 
i wet pick up lor completing ruy and 


irpet crubbing and shampooing and 


has a | 
with 


lor heavy-duty dry pick up It 


1" , 
illon tank of hea 


the 


with rubber 


Pau metal 


nsice rust ind corrosion proole 


1. The 
removed tor emptying simply 


, , 
Chane tank 18 Casily 


by remo 
my three wing nuts 
has solid 


so that the 


Vhe tripod carriage 


rubber casters which swivel 


unit is easily pulled 


Standard equipment includes five toot 


Who will fill them? 


oe WHO WILL FILL THI 


and trusted en 


Wher 


] ] 
Vaiued 


“xa 


LHERI 


Se You Mt 


of qualified applicar 
| PI 


hose 
connector, ] 


1}? 


ion handle, onnector and 


nozzle in h nozzle 


pick-up, inch nozzle with 





hber cre. 


nozzle and up 


Holt Mfg. Co., Dept. 
St., Oakland 12, Calif. 


mgueepee for wet pick up, 


1c 
tool, six inch upholstery 
holstery brush 
MH, 669 20th 


(Key No. 676) 


Incandescent Lighting Fixture 


The new Silvray Super 1500 incandes 


cent lighting fixture 1s designed for 


ease of installation and maintenance. 


The new unit has an improved design 
to eliminate 


It is 


and 1s 


direct and reflected glare 
silvered-bow] lamp 


built around a 


made as ceiling or pendant-type 


(Continued on page 270) 


choice can be made. 


the opportunity y 

cisely right per 
De 
a ( la 

HosPiTAL.. 


SHOE O! 


TELL THEM about 


hed advertisement 


in 150 to 200 watt, 300 to 500 watt and 


to LOOO watt sizes. 
Che new unit can be quickly installed 
in a ceiling outlet box through a spe 


cial locking device. Instant release tor 


maintenance 18 as 
Che 


ening 


easily accomplished. 
pe ndant model ts de signed tor short 
the stem without disassembling. 
Silvray Lighting, Inc., Dept. MH, Bound 
Brook, N. J. (Key No. 677) 


“Syko-Steril’’ Mattress 


Developed especially for use in mental 
the 


Mattress 1s practically mn 


ind tuberculosis 
Syvko-Steril 


destructuble 


hospitals, new 


by use or physical effort, 
except by application of a sharp metalli 
fluids 


covering 


object. It is impervious to body 


to the The 


is impervious to hospital liquids and can 


ind non-tox skin 


be cleaned with soap and Water Of! 
treated with deodorants and disintectants 
without damage, thus eliminating the 
need lor rubber sheets or mattress covers. 
Having a affinity tor cotton 
loth, sheets 
the co 


L] 
Wrinki« 


px ( uliar 


are said to remain smooth 


do not craw!) 


[he 
mstitutions caring 
the manutacturer 
reports gratifying results. The Rest-Rite 
Bedding Co., Dept. MH, 207 N. Main 
St., Mansfield, Ohio. (Key No. 678) 


on ering and or 


the 


has been tested in 


under body. mattress 


Lor 


mental patie nts and 


No matter how excellent 


offer, to attract the pre 


son many people must be told 


ur Opening 
in The Mopt RN 
thirty years the Classi- 


the 


more 


Tue Mopern HospitTau 


number 
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The sparkling, sanitary freshness of these two hospita! 
installations speaks authoritatively for the cleanability 
of ENDURO Stainless Steel. And these gleaming results are 
accomplished easily—with little cleaning time! 

Less hospital “clean-up” time ... there’s a thought worthy 
of careful consideration by hospital administrators who 
know only too well how valuable time can be effectively 
used elsewhere. 

ENDURO equipment is remarkably easy to clean — and 
keep clean. A simple, fast water rinse and a wipe usually 
restores its glassy-smooth surface to original, ultra-clean 


REPUBLIC STEEL CORPORATION 
Alloy Steel Division « Massillon, Ohio 
GENERAL OFFICES ® CLEVELAND 1, OHIO 


Export Department 
Chrysler Building, New York 17, N. Y. 


ae 


EQUIPMENT 


means 
Less Hospital "Clean-up' time 


FOURO SEAUESS SHEE 


lustre. Stainless steel offers little or no foothold for 
foreign materials. 

The new-looking instrument cabinets, illustrated, were 
installed about 14 years ago. Their future is still bright! 
Absence of scratches, dents, discolorations and buckling 
attests the toughness and long lifespan of rust and 
corrosion-resistant, wear-resistant, easy-to-clean ENDURO. 


With your housekeeping, time-saving and cost-cutting 
problems in mind, hospital suppliers are making more 
and more equipment items of ENDURO. Check with them, 
or write us for more information: 


r 








Other Republic Products include Carbon and Alloy Steels—Pipe, Sheets, Tubing, Lockers, Shelving, and Fabricated Steel Building Products 
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What's New... 


Multiple Electrical Outlet 


2000 is a multiple 
It is 


a steel raceway that safely carries mul 


Plugmold new 


electrical convenience outlet system. 


tiple electrical outlets around the walls 
ot any room, providing an outlet every 
It has 


3) inches in a continuous run. 


been designed for use im any type ol 


building, old or new, and 1s especially 
suited to institutional use 


Use of the 


new system eliminates the 
sity tor makeshift wiring Or a mass 


with the 


neces 
ot extension cords, accompany 
ing hazards of tripping and fire. Plug 


000 IS CAaSILY 


mold mounted along any 


' 
wall surtace, ony the edge ot counters, 


laboratory benches or other installations 
It is surface mounted and becomes part of 
the trim without tearing out installa 


tions. The Wiremold Co., Dept. MH, 
Hartford 10, Conn. (Key No. 679) 


Stockinette Dispenser 


\dler Ortho 
Made 


new 


\ new dispenser box for 
pedic Stockinette 1s available 


Stn k, the 


now 
of sturdy hospital blue 


box holds one 25 yard roll It is plainly 


lebeled tor easy, convenient storage, and 


a handy reminder indicates when the 


roll has been used down to five yards 


For use, a tab above the label 1s pulled 


and the length of stockinette desired is 


measured by the scale on the front ot 


cut The dispenser box 1s 


stock inette 


the box and 


available tor of every width. 


The product is still available in regular 
wrap i desired. The Adler Co., Dept. 
MH, Harrison Ave. at Queen City, Cin- 
cinnati 14, Ohio. (Key No. 680) 


Seaporclad Wall Material 


Porcelain enameled curtain wall ma 


terial has been introduced tor construc 


tion use in replacing heavy masonry 


walls. Seaporclad is of sandwich con 
struction, combining the use of various 
types of fire-resistant, sound and thermal 
insulating cores with skins of diversified 
can be in_ porcelain 


metals. Surfaces 


enamel on both sides or on only one side, 


(Continued on page 272) 


KENWOOD MAKES 
GOOD BLANKETS! 


GOOD BLANKETS MAKE 


PATIENTS COMFORTABLE, 
SAVE HOSPITALS MONEY 





baths, X-ray sinks, arm and leg baths, 


Kenwood blankets are sold only by 
Kenwood salesmen or direct from Ken- 
wood Mills. Send today for swatches, 
prices and full information. 


KENWOOD MILLS 


For accurate control of showers, sitz 
in fact wherever water temperature is 


to be controlled, there is a LEONARD 
VALVE “Designed for the Installation.” 


\ Representatives in Principal Cities. 


with opposite faces ot paint-grip steel, 
aluminum, stainless steel, galvaneal or 
other sheet metals. Cores can be made 
in thicknesses to meet individual require 
ments and of any insulating materials. 

The product is produced in single 
pieces sized up to 5 by 10 feet and can 
be used to provide a single interior-ex 
a veneer on either in 


walls. It is light in 


terior wall or as 


terior Or exterior 
weight, speeding construction and reduc 
the 


structural 


weight requirements of the 


ing 


steel supporting framework. 


Porcelain enamel faces can be furnished 


in any color or texture and can_ be 
matched to blend with any building ma 
terial, Seaporcel Metals, Inc., Dept. MH, 
28-30 Borden Ave., Long Island City 1, 


mM. Ze (Key No. 681) 


Bach Vacuum Pump 


The Model S Bach Vacuum Pump 
is an but efhcient pump 
with float tubing. It is only 6 inches 
high and pounds. It is 
simple to operate, has no motor or mov 


inexpensive 
weighs 1! 


lig parts, and is silent in operation. The 
specially designed float fits any standard 
size one-half or one gallon jar. The 
pump is suitable for for all mild 
drainage. Imported Specialties & Sup- 
plies, Inc., Dept. MH, Boonton, N. J. 
(Key No. 682) 


use 


LEQNARD 


US ro OF. 


Vhoompslalie 


WATER MIXING VALVES 


The Standard 
i in 


| SHOWER MIXING 
VALVES 


Write for Catalog H 
Condensed. 





LEONARD VALVE COMPANY 


1360 Elmwood Avenue, Cranston/7, R. |. 


CONTRACT DEPARTMENT + RENSSELAER, N.Y. 
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you get 34.4% more light 


with all- ’.venetian blinds 


ILLUMINATION NEAR WINDOW 440 F.C., CENTER 50 F.C., FAR SIDE 32 F.C. 








‘ 


wastes light... leaves far si le dark 


= — 
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if 
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~~ 
As 
» 
. 
~ 
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~ 
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~ 
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e. < ~ se in MS ee ales ; bal ab et 
Flexalum blind spr ads light to far side of room 


Only all-FLEXALUM Blinds give these maintenance and durability advantages: 


An exhaustive study by the Faber Birren Company* : 
shows: A bare window gives extreme glare on one side 

of the room, insufficient light on the other. The FLEXALUM 

Blind, by reflection, spreads the high-intensity sunlight at 

the window throughout the room—giving more illumination 


with less glare. The brightness ratio, which was 14 to 1 Wipe-Clean Plastic Snap-Back insist on this Mark! 
as Tapes and Cords Alumiaum Slats The Friexsatum “‘visible* 
Cut cleaning time from Spring-tempered to snap invisible’’ trade-mark 


*f" .. : . : ‘ hours to minutes. A damp back ruler-straight even KUarantees « top quality 
able 4 to 1. *Copies of this study available on request. cloth wipes away the stu. when bent to «90° angle. blind. For satished clients 


. bernest stains. Won't fade, Baked-on finish won't rust, Specify all-Frexcacom 
H rite jor local SOUTCES and free file of shrink, or mildew chip, crack, or change color blinds. 


venetian blinds information—AIA File $35-P-3. Hunter Douglas Corp., 150 Broadway, New York 38. 


with the bare window, is now reduced to a comfort- 
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What's New... 


Chloropad 


Chloropad ire disposable 
bed pads impregnated with 
Aukem formula containing 
lins tor added treshness and 
quaternary ammonium bactericice 
hibit the growth of odor torming 
teria. The tormula tor Chloropads 
not disturb the ibsorptive qualit es and 
binding elements of the pads I he pad 
thus offer three-way utility: treshnes 
intiseptic and deodorizing action, and 
maximum absorbency and strength. The 
pads are used tor normal and = gros 
drainage cases, perspiration odors, ma 
ternity cases, care of incontinents and tor 
post-operative Cases The new pads are 
identified by their soft green tint, The 
General Cellulose Co., Inc., Dept. MH, 
Garwood, N. J, (Key No. 683) 


Crystalon Tumbler 


Clear plasty tumblers are now avail 
ble Known as Crystalon Tumblers 
they are shatterproot and do not chip 
The attractive fluted design minimizes 
scratching so that they stay new looking 
longer in heavy duty service The new 
tumblers conform to sanitary codes, with 
tand 180 degree heat and are ile om 
hutomat dishwashers Replacement 


ire cut since the tumblers are prac 


Prevent Breaks 
in 
Sterilization Routine 


(STEAM: CLOX 


A valuable and practical 
indicator of faulty 
Sterilization procedures 





iM? it} sul laird ean 
nstruments ind 


ATI STEAM-CLOX to 


n 
Mave SteriiZzation 


high in ethicrens 1OvV 
ATI Steam-Clox warn against 
r mechanical error during the 
process You avoid wort 
finite neertainty because ATI 
m-Clox check « th enti 
Steam lim 


ASEPTIC-THERMO INDICATOR 60. 


n Bivd., Dept. MH 


Ane Cait 


complete Ble en Steriisetion JULIUS BERBECKER & SONS, INC., 15 E. 26th St., New York 


unbreakable They are available trom the floor as the wax is applied. It 
ounce drinking tumbler SIZE > dissolves old wax films and leaves a new 
fruit juice size and will also be and durable coat of protective wax 
Heavy traffic areas can be easily touched 
up since the new product does not show 
lap marks. S. C. Johnson & Son, Inc., 
Dept. MH, Racine, Wis. (Key No. 685) 


Static-Conductive Tile 


Vinylast static-conductive tle has been 
developed for use in hospital operating 
rooms to reduce the danger ot explosions 
caused by flammable gases. Known as 
VPI Conductile, it is easily installed and 
can be laid directly over existing Hoot 
ing if it is in good condition. The new 
tile can be kept clean with a minimum 
of care and expense. It is non-porous so 








made in 12 ounce wed tea size. Inter- that dirt remains on the surface for 
national Molded Plastics, Inc., Dept. easy removal. It is highly resistant to 
MH, 4387 W. 35th St. Cleveland 9, anesthetics. antiseptics, acids, blood, 
Ohio. (Key No. 684) urine, oil, alkalies and similar materials. 

The tle is resilient, for foot ease and 
working comfort, and provides a quiet, 
Floor Wax sound absorbing surface, Installed ac 
cording to manutacturers instructions, 
Beautiflor Trathe Wax is a product it reduces the possibility of explosions by 
dissipating electrostatic charges on per 


that cleans as it waxes. It was developed 
sons and conductive equipment making 


to provide a water-tree maintenance 
method for wood, linoleum, cork and clectrical contact with the floor The 
Soap and water scrub pattern goes all the way through. Vinyl 
bing are not necessary as the dry clean Plastics, Inc., Dept. MH, Sheboygan, 


ny agents im the product remove dirt Wis. (Key No. 686) 


terrazzo Hoors 


(Continued on page 274) 





BERBECKER 
SURGEONS’ NEEDLES 


Made in England 


Correct in the Details 


Oa 
asa That Make Perfection! 


Vital in a surgeons’ needle is the 
ae era construction of eyes and points. 

; The eyes must be streamlined, 
yet open enough to thread eas- 
ily and sturdy enough to stand 
suturing strain. The points must 

_ be correctly shaped and smooth- 
Ansmcan Aevices ly finished. Entire needle must 

_ be precision tempered against 
bending or breaking. 


O08 © 41110500 moe 


Berbecker Surgeons’ Needles 
have these qualities because they 
are made by English needle spe- 
cialists whose skill is inherited 
from father to son. Because of this, 
Berbecker needles are used in hos 
pitals in every state; in many instances 


they are the only brand used 


Write for this Available At Surgical Dealers 
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l] ih Overbed 
Tables 





Easily the STRONGEST MADE 


If you want strength, beauty and hospital etliciency combined in one 
verbed table its pie tured here in H ird S Model 4453 Ihe double 
t¢ lescoping upright makes It rock rigid at all elevations The Vanity 
mirror combination is double-hinged for use from either side of the 
bed. Other features include a large, removable, enameled metal tray 

icid resisting Formica top w ith adjustable chrome plated book 
lips precision engineere d years for whisper quiet Operation larye 
rubber casters ind rubber Poot guard tO protect base when nurse 
idjusts elevation. The ultimate in Overbed Tables. it is made the 
one way we know the quality way the HARD way to render 


Life-Long service. See yout hospital supply dealer. 





What's New... 


Window-Type Air Conditioners 


models of window-typ« 
conditioners ha r 
Airtemp 


ind | h.p. motors, the new 


| wo new 


room alr been in 
nounced by Chrysler Powered 
by % h.p 
will 


fresh air discharge with 
t the 


| 
units feature four-way adjustable 


horizontal and 


ertical louvers to dire air flow uy 


or down to either cle tor dr iflt-Iree 


culation \ three position contro 
the entilating or entil 


he 


moisture trom } itl 


either ol 
| ' 

mad cooing stape 

mMmaves ECxces 

mer al ind discharye it Outside 


ing parts within the unit float on rubber 


mountings tor ibration-tree 
\ heavy 
used inside the 
ance Airtemp Div., Chrysler Motors 
Corp., Dept. MH, Dayton 1, Ohio. (Key 
No. 687) 


operation 
| ] 
iver Of insulating miaterial ts 


cabinet for quiet perform 


Foot-Operated Linen Marker 
\ new lo 


marking 


M priced foot-operated linen 
lor 
table or bench of the 
The Model K. P. Ever 


marker is operated by foot pressure with 


machine iS nOoOW ! atlable 


attac hing to any 


desired height 


permitting the operator 
stack-feed 
individually 
that 


a spring release, 
both hands and either 
mark 


hnxe d 


to use 
the 


The 


linens or them 


iron has a temperature 


Want To Know 


THE LATEST 
SCIENTIFIC 
DEVELOPMENTS 

IN FLOORING 
TREATMENTS? i 


WOOD, LINOLEUM, 
RUBBER, TERRAZZO, 
CONCRETE, TILE, 
CORK, 
COMPOSITION, 
MARBLE 


Recent chemical progress has 
contributed extensively to new 


is a guide to modern, practical 
methods of refinishing, cleaning, 


factory set tor 
ter \ 
mamtains the 
The race o! 


rounde d edge Ss, 


applying dry dye trans 


built-in automatic thermostat 
proper 


the 


tem perature 
iron, polished with 


is large enough to apy ly 


ry Lhe 
requires only slight pressure 
spring 
positive action. Evermark Division, The 
Roderking Corp., Dept. MH, 5511 Eu- 
clid Ave., Cleveland 3, Ohio. (Key 
No. 688) 


up to 3 by 


toot treacle 


transter inches 


to Operate ind has return with 


Durcal for Patients’ Gowns 


Durability and washability with com 
tort are offered in patients’ gowns made 
the Durcal Fabric 

(Continued on page 276) 


with new recently 





cu 


introduced. The sott tilling threads in 
fabric make 
not for durability. In Durcal the quality 
ot the standard 160 count fabric has been 


increased to where the filling thread is 


for comfort but ordinarily 


8 per cent stronger than standard. The 

resulting fabric is said to provide a sott 
omtortable cloth with the durability of 
heavy sheeting, thus inc reasing the wash 
ability and ‘life of garments. Rhoads & 
Co., Dept. MH, 401 N. Broad St., Phila- 
delphia 8, Pa. (Key No. 689) 


Wax Applier 


Ihe RolEas is a paste wax applier tor 
The 


surlace 


institutional use. applier can be 
floor 


It is designed to cut wax 


used on any where paste 


wax 1s used 


time and effort, to permit use ot 


ing 
longer wearing paste waxes and to end 
the 


The RolEas holds a five pound can of 


staining and soiling of baseboards 
wax which ts set directly into its head. 
['wo floating action rollers remove wax 
it to the ap 
plying rollers. The three applying rollers 


trom the can and transter 
are set in oversized bushings which al 
the floor 
independent ot each other and assure 


low them to ride on surtace 
a uniform coating of wax to all areas of 
the floor. M & R Manufacturing Co., 
Dept. MH, 539 Ellicott St., Buffalo 2, 


N. Y. (Key No. 690) 


ome |) J 


Secret TAoctil 


products and new methods. Our 
new brochure “floors without flaws” 


sealing and maintaining all types of 


floors. Send for it today 


A.C. HORN CO., INC., Established 1897 
10th St. and 44th Ave., 
Please send free a copy 


“FLOORS WITHOUT FLAWS” 
Name 

Care of 

Address 


mee ae a ee ae ee ae ee! 


~ 
~~ 
— 


Long Island City 1, New York 


of your new brochure .. . 


SERVING 
ROOM 


FREE! 


BA K 
COFFEE 


EQUIPMENT 
STORAGE VESSELS 


The only known cooking china made by ovr secret pro- 
cess thot fuses body, glaze, and color inseparably. 
Crazeproof, stainproof, absorption-proof... 


FIREPROOF CHINA 


CASSEROLES 

in G OISHeES 
POTS TEAPOTS 
ITEMS ° TABLE ITEMS 
STEAM TABLE INSETS 
MANY OTHER ITEMS 


used in thousands of institutions. 


THE HALL CHINA COMPANY 


EA 


World's 


Largest 


VERP L HI 


Maker of Fireproof Cooking China 
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ACOUSTICAL MATERIALS AT WORK 


in the Lancaster General Hospital, Lancaster, Pennsylvania 


Beauty and fire-safety are combined in this acoustical ceiling 


Sound conditioning in the Lancaster General Hospital pro 
vides a good deal more than restful quiet Phe ceilings of 
Armstrong's Travertone also add distinetive beauty to the 
interior and contribute to the building's fire-safety. 

An attractively fissured tile, Travertone is high is acous 
tical efficiency substantially reduces distracting noise 
levels. Travertone’s mineral wool composition is com 
pletely incombustible meets the strictest fire-safety 
regulations. Besides acoustical efficiency and fire-safety 
lravertone also offers excellent light reflection value. 

Armstrong’s Travertone is quickly and neatly installed. 


It mav either be cemented to an existing ceiling, or mechan 


Perforated “metal- 
pan units of Arm- 
strong s Arrestone 
were used in the hos 
pital’s kitchen This 
material is ¢ specially 
high in sound absorp 
tion. easy to clean 


ind incombustible 


ically suspe nded beneath the old surface. In new construe 
tion Travertone, like other acoustical materials, saves the 
cost of plastering and other finishing. 

Quiet can play an important part in therapy. Investigate 
Armstrong's complete line of acoustical materials. They 
offer a wide range of special features to suit any sound 
conditioning need. For free, expert advice, call in your 
Armstrong Acoustical Contractor. For your copy of the 
free booklet, “How to Select an Acoustical Ma 
terial,” write to the Armstrong Cork Company 


5703 Stevens Street, Lancaster, Pennsylvania. 


CUSHIONTONE” 


PERFORATED ASBESTOS BOARD 


ARRESTONE™ 


CORKOUSTIC 


! 


‘ ‘ 
j 
TRAVERTONE 

MINATONE” 


ARMSTRONG’S ACOUSTICAL MATERIALS 
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What's New... 


Pharmaceuticals 


Neomycin Sulfate 


Qjntment Ne 
Ophthalmi 
} 


Neomycin Sultate 
ind Neomycin Sullate 
No. 54 have 

Neomycin is an 


C)int 


ment recently een mtro 


| 


duced Dioth ub 


int 


effective against streptomycin 


It is highly 
uperficial 
Neomycin 

supplied in 


tance 
strains of bacteria 
the 


mtections, Ountment 


resistant 


eflective in treatment of 


pyogen 


Sultate ) (sm., 1S 


my. per 


| ounce and 4 ounce collapsible tubes. 
( phthalmu Ointment Neomycin Sultate, 


ounce 


(;m., 1s supplied in 


collapsible tubes. Eli Lilly & Co., Dept. 
MH, Indianapolis 6, Ind. (Key No. 691) 


my 


per 


Milkinol 
tormula of mineral 


Milkinol ts 


a pleasant taste It 


a new 
blends in 
stantly milk, 
water, Truit juices OF other be verape, as 
flavor of the 
It is selt-ermulsitying 


oil with 


with any liquid such as 
the he Veraye to 


Is added 


ulMmMiny 


which it 


ind leaves no trace of oilness. It 1s 98 


minute 
listed 


! 
per cent mineral oil with a 


mount of | a Dispensatory 


a slight lime and anise 


non-habit forming. Amer 


and 
Havoring It is 
ican Hospital Supply Corp., Dept. MH, 
Evanston, Ill. (Key No. 692) 


emulsifier 


AMERICA’S GREATEST NAME 
IN HOSPITAL CUBICLES! 


CAPITAL CUBL 


Meets every requirement for com- 
plete privacy, smooth, efficient 
operation, ease of installation 
and elimination of maintenance 


expense. 


SEND FOR ADDITIONAL 
DETAILED INFORMATION 


. include rough sketch 
of room, indicating bed 
positions. We will submit 
plans, specifications and 
cost. No obligation, of 
course. 


TRACK 


CAPITAL CUBICLE CO., INC. 


213 25th STREET, BROOKLYN 32, N. Y. 


Affiliates: 


BAR-RAY PRODUCTS, INC. 
X-Ray Accessories and Protection 


CURTAIN HOOKS OPERATE 
CANNOT BE REMOVED 
CANNOT SCRATCH 


Erythrocin 


Erythrocin 1s a new antibiotic etlective 


orally against a wide variety Of organisms 


especl illy ivainst gram positive organ 
isms but also ayainst certain pram-nepa 


tive one It 18 supplied IN spec tally coated 
small The masks the 


bitter taste of the antibiotic and protects 


tablets coating 


it from the destructive eflect of the gas 
juices, permitting rapid absorption 
from the upper intestinal tract. Abbott 
Laboratories, Dept. MH, North Chicago, 


Ill. (Key No. 693) 


tri 


NTZ Nasal Solution 
NTZ Nasal Solution is a physiologi 


cally balanced, non-irritating formulation 
Thentadil and Zeph 


the common 


ol neo-synephrine, 
ran the 
cold, allergic rhinitis and sinusitis. It ts 


lor treatment ol 


well tolerated and offers no antibiotic 
sensitization. It is supplied in 1 ounce 
bottles. Winthrop-Stearns, Inc., Dept. 
MH, 1450 Broadway, New York 18. 


(Key No. 694) 


Cytal 


Cytal is a non-hemolyti 
fluid 


a concentrated solution of 


urological 


irrigating featuring safety im use. 


It ts hexitols 


(Continued on page 278) 


and parabens which, when diluted, pro 
non hemolytic, non-electro 
fluid It is 
non-irritating 


vides a sate, 


] ’ | oa a 
lyte urological irrigating 


sterile and pyrogen-tree, 


ind tree flowing. It 1s available in con 
centrated liquid form and is immediate 
ly ready for use when diluted with dis 
tilled water. Cutter Laboratories, Dept. 


MH, Berkeley 1, Calif. (Key No. 695) 


Bristapen Tablets 


Bristapen Tablets are a combination of 
Bristamin dihydrogen citrate, an anti 
histaminic, penicillin G and 
A.P.C. Developed tor the 
symptoms and the prevention of compli 
the 
respiratory 


procaine 
relief of 


common cold and other 
infections, they 
tablets. 


MH, 


cations of 
acute upper 
are supplied in bottles of 24 
Bristol Laboratories Inc., Dept. 


Syracuse 1, N. Y. (Key No. 696) 


Levugen 


Levuyen is a solution ot pure fructose 


for intravaneous intusion. It can be 
infused rapidly with good retention and 
little disturbance of fluid balance. Levu 
gen 10 per cent in water is available in 
1000 ce. flasks providing 400 calories 
Mead Johnson & Co., Dept. MH, Evans- 


ville, Ind. (Key No. 697) 











CLES 


Available in: 
BRASS 
STAINLESS STEEL 


LUSTROUS FINISH 
ALUMINUM 











INSIDE 
OR LOST 
FINISHED SURFACE 











e SOuth 8-1020 


TORJESEN, INC.—Cabinet and Mill Work 


ONLY 


DUOD-0-VAC 


Stomach Evacuator 


\ 


ZL 


Ends Suction when 





Stomach is Empty! 


Gentle 
in 3 minutes 


syphon action drains stomach 


When stomach is empty — even before 


3 minutes — suction is broken 


Safe. Empties stomach then lets stom 
ach rest. Cannot irritate tissue. Trouble 
No motor or moving parts to 
Economicol. 


free 
wear out 


WRITE FOR FREE CIRCULAR 


rae BURROWS co. 


SUPERIOR HOSPITAL SUPPLIES 
325 W. Huron 


Chicago 10, Illinois 
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Maximum — Minimum — Windows 


This cheerful hospital waiting room 
owes much of its charm to Lupton 
Master Aluminum Windows. Their 
trim, slim lines permit maximum day 
lighting offer minimum visual 
obstruction. Yet frames and muntins 
are long-lasting, strong aluminum 

built for a lifetime of service. Etched 
to a beautiful satin finish they will 


never need painting 


Beauty is only one reason for choosing 
Lupton Master Aluminum Windows 
Therm Precis¢ sturdy construction 
means maximum long life with wn7- 

vm Maintenance costs. The projected 
type ventilators open and clos easily 
to shield openings for ventilation con 


trol in any weather fit snug per 
manently to provide maximum ven- 
tilation control with WIN nIN ANT 


infiltration 


Lupton Master Aluminum Windows 

like the entire Lupton ling ire 
the result of over 40 years experience 
in window manufacturing, Available 
from coast to coast, Lupton Master 
Aluminum Windows fully meet. the 
A.W.M.A specifications tor Series 
PA-2 quality approved projected win 
lows for commercial and monumental 
buildings. For complete details get in 
touch with your local Lupton Repre 


scntative or write us. 


MICHAEL FLYNN MANUFACTURING COMPANY 


00 East Godfrey Avenue 
ar usually 


fer 


nad 


Member 


LU 


METAL 


Philadelphia 24, Penna 


{ in classified sections of 


iS 4 ‘ 
Windows-Metal” or “Sash-Steel 


} t/ Metal Window Institute and Aluminum Wind Manufactures 


WINDOWS 





What's New... 


Product Literature irchitects, engineers and plumbers in e List No. 38 of Eastman Organic 
the selection of plumbing fixtures and fit Chemicals is a completely revised edition 


e A new Hospital Division Catalog has tings for modern hospitals. It is divided of the catalog and includes a new sec 


into two main parts with Hoor ylans or tion on the nomenclature ot organi 
} I 5 


been issued by Huntington Laboratori 
Providing detailed informa 


Inc., Huntington, Ind. Latest informa the different departments of a typical chemicals. 
hospital in Section A and various plumb- tion on the more than 
chemicals supplied by the company, the 


tion on sanitation and maintenance prod 3500 organic 


ror hospital clun ne industria mg thxture with i full description ol 


ucts 
Section B The book 1s cross catalog includes some 256 new chemicals 


dispensaric ] includ ad osin | \’ ca h in 

{ ferenced for easy selection of equipment added since publication of the last edi 

information ch product given for application to the plans. (Key No. tion. The booklet is available from Dis 

including its descriptiot 700) tillatiion Products Industries, division of 

} ; ’ ' el 1 , , 

! cusaryes "we aia aste a e “The Manufacturing Story Behind <j : go o., Rochester 3, 
Maar ieee. Vollrath Quality Products” is interest oe 

germicide Bane maintenanc le ingly presente d, with photographs illus e A new complete | page catalog -60 

, trating each point covered. The booklet, on Electronic Air Cleaners has been 


deodorant reneral purpose cleaners; in P ° 
. ; issued by The Vollrath Co., Sheboygan, issued by Trion, Inc., 1000 Island Ave., 


trument cleaner baby oaps and I : 
, Wis., covers the metal forming depart- McKees Rocks, Pa. The history, prin 


book printed il Wo ( ” mn piet re 


yreen oap uryica Oat dispens 


floor machine ind other cle ining spe . ' 
“ ments, polishing and bufhng, vitreous ciple of operation, engineering data, and 
craltie The catalog is fully indexed tor ; ble 5 Ele ‘ 
> ’ orcelain enameilmng, assembly and toun suggest * ation ( : tron if 
quick reference. (Key No. 698) p ! : i iggested specifications for ectronu 
dry. (Key No. 701) Cleaners are some of the subjects covered 
e Crown Brand Syringes are described 1 (Key No. 704) 
14 1 by the P e A four page illustrated tolder entitled 
in a new folder reicases ry ie ropper on ate , ° ? 
vy, ( 10-34 44th D ieee la Save Time and Money with the R & S) e Special purpose pumps and _ related 
Vity. Co 1 Prive ong Islane . , ’ 9 ; 
Cit IN. ¥ rl boiee ; vei Chemical Wall Washing Machine has products are discussed im a new bulle 
ity I, le performance guaran ‘ ! 4 
t lifet k lividual been released by Ross & Story Products tin issued by The C. A. Dunham Co., 
ec, LLICLIMNiC Marninys, Mmaividual Cail on 
"ee Corp., 705 Dewitt St., Syracuse 1, N. Y 4100 W. Madison St., Chicago 6. Known 
wation Or accuracy and economy [ea ° ° , = 
Che advantages of cleaning walls and as Application Manual No. 2495, the 


tures of Crown Brand syringes are dis 
as a guide 


. ; ceilings with non-electric, portable ma- booklet is designed to serve 
ussed in the folde: (Key No. 699) : I — aie 5 ‘ 
chines are discussed and the tolder de tor those who specily, sell and install 


e An attractive new booklet on Hospital scribes the built-in low air pressure prin- this type of heating equipment and 


Planning has been issued by American ciple which feeds only clean chemical covers centrifugal pumps, airline pumps, 
Radiator & Standard Sanitary Corp., solution and rinse water to the area to unassembled condensation pumps, flash 
P.O. Box 1226, Pittsburgh 30, Pa. It is be cleaned, without dripping or splash tanks, lift fittings, vacuum breakers and 
(Key No. 702) check valves. (Key No. 705) 


designed to help hospital administrator ing, 


(Continued on page 280) 


FOR PARENTERA 


Patient comfort 
is prompt 


Prompt, continued control of 

pain is one reason its “FOILLE 
i First in First Aid” in treatment of BURNS, 
GRIP-BEND-SNAP BREAK MINOR WOUNDS, LACERATIONS, 


AND ANOTHER B . f ABRASIONS itn offices clinics, hospitals 
AMPULOID" PARALDEHYDE FILE ANTISEPTIC e ANALGESIC 
1S READY FOR USE 


2ee (128 and 100's); 


See or l0ce (6's, 25's, and 100's). 


SUPPLIED 





Prices forwarded on request 
ae a EMULSION e OINTMENT 


pian BUFFINGTON’S INC. Sie 
(us trcion) You're Invited to Request Literature and Samples. 


arg PHARMACEUTICAL CHEMISTS 
WORCESTER 8, MASS. U.S.A. 


*AMPULOIDS®) Denotes Buffington’s brand of CARBISULPHOIL COMPANY 


hermetically-sealed containers. 2929 SWISS AVENUE, DALLAS, TEXAS 
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hey’'ve “QUARANTINED” 


hI | 


Lhis kitchen was once a noisy trouble pies, Operating and lelivery 


echoed wards 


ot 


Every sound echoed and re private rooms, nurseries 


ot fishes, clatter trays 


rattle of silver filtered into other parts and personnel alike 


the hospital robbing 


patients ot 


ed peace and rest irritating and 


ting staff members 


Low-Cost Solution 
Now 
It 


SOUTCE 


B 


can no longer 


it that’s all changed now noise 
iS arrested 


by an DOUBLE-DENSITY 


run wil { 


and “‘quarantined 


at the As 
economical installation of Acoustu-Cel 


A 


Acot Stl ( elores 


, , sities. High density face, for a more a 
otex Sound Conditoning sound 


tractive finish of superior washability, easy 


absorbing ceiling ot 


Tile checks noise not only in kitchens 


tility rooms. corridors lob - 


rooms 


} } 
brings restful quiet that benetits patients 


the diagram 
shows, Acousti-Celotex Tile has two den 


paintability. Low density through remainder 


of tile, for greater sound-absorption valve 


AnroThes 





OISE in this kitchen 


Easy Maintenance 
It Acousti-Celotex Tile is quickly installed, 
requires no special maintenance. Its 
unique double-density feature (see dia- 
gram provides excellent sound ab- 
sorpuon value plus a surface of remark 


able 
washed repeatedly and painted repeatedly 


beauty and washability. Can be 


with no loss of sound absorbing eth 


ciency 


MAIL COUPON TODAY for a Sound Con- 
ditioning Survey Chart that will bring 
fre 
noise problem, plus a factual free book 


No obliga 


= } 
you a analysis Ot yout particular 


let The Quiet Hospital 





, ' 
»wharevel 





, Acousn-Cerorex 


TRADE MARK REGISTERED U.S. PAT. OFF, 


endl Cnn 


Products for Every Sound Conditioning Problem —The Celotex Corporation, 120 S. La Salle St 
Chicago 3, Illinois + In Canada: Dominion Sound Equipments, Ltd., Montreal, Quebec 


Vol. 80, No. 3, March 1953 


Mail today-————-——-7 


The Celotex Corporation, Dept. G-33 
120 S. La Salle St., Chicago 3, Illinois 


Without cost or obligation, send me the Acousti 
Celotex Sound Conditioning Survey Chart, and 
The Quiet Hospital.” 


your booklet, 
Name 


Address 


City 





What's New... 


e \ 
Studies” 


i' ulable 


, _ 
booklet on 


Dr 


Toxicity 
Klarmann 
Fink Products 
Corp New York 22 

the centile 


I he 
| 


data turnished by independent 


“Disinfectant 
kmil G 
Irom Lehn 
445 Park Ave 


tudy ummarizes 


by 


laborato 
Dis 


new 


Lysol Brand 


under its old 


(Key No. 706) 


ric on the toxicity of 


infectant and it 


r | 
ormula 


“Surgical Instruments 
to the Diamond Anni 
Catalog No. 60, 1s now 
trom Edward Weck (x Inc., 135 
Johnson St., Brooklyn, N. ¥ The 16 


re supplement illustrates and describes 


e A supplement 
and Supplies,” 


ersary available 


a - 
fully 
] 

i Wwiy re 
the 


(Key 


a number of instrument ind 


indexed \lso 


rice lyst 


ivailable is 
covering items mn 


the 


| l 
eased } 
upple ment 


italoy ane in 


No. 707) 


e An informative leatlet on some of the 
problem of the nurse has been published 
Record Co., 161 W. Har 
( hicago 5, tor distribution to 
Entitled “Thank You Nurse,” 


with ot the 


years 


Physicians 
=f... 


by 
rison 
patient 
some nurse's duties 


ol 


f deals 


and her study and is designed 


between patients 


friends and the 


tO Improve relations 


ind their relatives and 
nurse. (Key No. 708) 

System 
] 


Signal 


e The story of the Royalmat 


automatic nurse 
ny and told 
text and humorous illustrations in Book- 
let No. 208, “Here’s How to Bring Your 
Hospital Up to Standard.” It is available 
from The Standard Electric Time Co., 
75 Logan St., Springtield Mass. How 
The Standard Electric Company 
ind Royal Communication Systems com 


ol audible visible 


answering 1s with serious 


l Hine 


THIS COUPON is provided for your convenience in requesting additional 


information. 


A7100 Operating Table 
X-Ray Image Amplifier 
Ster-O-Timer 

Meat Extract 

Central Supply Still 
Satinhide Enamel 
Kiddy Kartoon 
Square Recessed Downlights 
Adjustable Reflector 
Oxygen Use Timer 


648 
649 
650 


Garments 


Waterproof Sheeting 
Silicone-Aluminum Coating 
Super Swiftsheen Wax 
‘Gourmet Gas Range 
Furnace Cleaner 
Tube 
Spirit Duplicator 
Ice Flaker 
Universal Connecting Tube 


Universal Bender 


Ceiling Type Cubicle 
Plastic Towels 
Safety-Check Blanket 
Water-Repellent Coating 
Twin-Head Freezer 
All-Purpose Truck 

Bedpan Rinser 
Pressurized Extinguisher 
Synthetic Coating 
Improved Vacuum Cleaner 
Incandescent Fixture 
Syko-Steril'’ Mattress 
Multiple Electrical Outlet 


Stockinette Dispenser 
Seaporclad Wall Material 
Vacuum Pump 
Chloropad 

Crystalon Tumbler 

Traffic Wax 
Static-Conductive Tile 
Air Conditioners 
Foot-Operated Marker 
Durcal for Gowns 

Wax Applier 

Neomycin Sulfate Ointment 
Milkinol 

Erythrocin 

NTZ Nasal Solution 
Cytal 

Bristapen Tablets 


680 
68! 
682 
683 
684 
685 
686 
687 
688 
689 
690 
691 
692 
693 
694 
695 
696 
Levugen 

Hospital Catalog 

Crown Brand Syringes 
Hospital Planning Booklet 
"Vollrath Products 

"Wall Washing Machine 
Eastman Organic Chemicals 
Electronic Air Cleaners 
Application Manual 
Toxicity Studies 

Catalog No. 60 

“Thank You Nurse 

Booklet No. 208 

Ansco X-Ray Products 
“Nursing Bottle Sanitation 
Catalog No. 7 


708 
709 
710 
711 
712 


I should also like to have information on the following products 


NAME 


HOSPITAI 


STREET 


cITy 


ZONE STATE 


MAIL TO Readers’ Service Dept., The Modern Hospital Publishing Co., Inc. 
919 N. Michigan Ave., Chicago 11, IIl. 


bined torces to make the Rovyalmati 
system available to hospitals 1S discussed 
Features of the system, designed to fit 
every hospital communication system re 
quirement, discussed from the view 
point of the patient, the nurse and _ the 


| Also 


coctor. 
is the Royalcall System for paging doc 


are 


described and discussed 


by radio. central 


broadcasting unit and small radio re 


tors Consisting of a 
ceiving sets which may be easily carried 
in the doctors’ pockets, the system offers 
The Standard-Royal 
centralized radio system is also discussed 
hire alarm and clock 
isa booklet that 1S 


(Key 


many advantages. 


Standard 
The 
entertaining as we ll as intormative. 


No. 709) 


as Are 


systems result 


e Ansco X-Ray Products Information 1s 


contained in a folder recently distributed 


by Ansco, Binghamton, N. Y. Designed 
material 


| 


to help keep Ansco_ reterence 
readily available and quickly recognized 
hile, the of blue, 
weight paper. ‘Technical information on 
Ansco x-ray films and chemicals for radi 
ography the 
Sleeve Package 1s available 


(Key No. 710) 


in the tolder is heavy 


and on new Removable 


in the tolder 


e “Nursing Bottle Sanitation” is the ttl 
booklet by 
Klenzade Beloit, Wis. It 


vives complete Instructions on the scien 


issuc d 


illustrated 
Produc ts, Inc., 


of a new 


the program pertected by the company 
tor the daily cleaning of nursing bottles 
to keep them tree ot milkstone, mineral 


cloudiness and stains. (Key No. 711) 


e Catalog No. 7 issued by Pratt Hospi 
tal Equipment, 3007 Southwest Dr., Los 
Angeles 43, Calit., lists the full line of 
Chathn-Pratt Hospital and Surgical De 
Illustrations and descriptive text 
story on suction equipment, col 


bottles, drain 


vices. 
tell the 
lection 
tubes and the Chathn-Pratt Bedside 


(Key No. 712) 


units, irrigation 


Rail. 


Suppliers’ News 


Arnar-Stone Laboratories, Inc., 1316 
Sherman Ave., Evanston, IIb, is the cor 
the firm 
known as The 
In error 


Mopers 


rect name ol pharmaceutical 


tormerly Americaine, In 


Was Incorrectly viven 


Pini 


new nani 
the 


Hosp AL. 


in January issue ot 


Owens-Illinois Glass Co., Toledo 1, Ohio, 
manufacturer ol : an 
nounces change of name of the Kaylo 
Division’s root deck material from Kaylo 
Insulating Roof Tile to Kaylo Roof Deck. 
because the 
ide ntihes the 


| j 
vlass products, 


The change Was made new, 


shorter name more readily 


product with its use 


L. Sonneborn Sons, Inc., Building Prod- 
§ 


ucts Division, announces relocation 1n 


new and larger quarters at 404 Fourth 
Ave., New York 16. 











Credit early physicians for this 






discovery! Searching for medicines 







they learned that cattle horn, boiled 






soft, cut, flattened and scraped 






into semi-transparency, made 


window pane material of a sort. 






Knowing the vital need for air 







and light, progressive medical men 





have led the search for better windows. 





O'CONNER HOSPITAL. San Jose, California 
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Today's finest modern hospitals use 
modern Auto-Lok windows. They provide 
window walls of light with ventilation 








controlled to patients’ needs... but close 






ten times tighter to seal out cold winter 


blasts and reduce heating and air 






conditioning costs. 









Easy maintenance... all glass can be 






cleaned from inside, top vents, too. 






Guaranteed for a lifetime of trouble- 





free service, Auto-Lok windows main- 






tain tight closure without regular 






adjustments essential in ordinary 





awning or other windows. — 
| N Select the hospital windows of today that 
£% rv _ —\|—— meet the demands of the future! 
ONE HAND OPERATION ; =|, 
a Ww 7 Snail ‘> 





A real boon to busy nurses. Write us for complete informotior 





Operation easily and 


/ 
waiycowsiesms tom EN LUD MAN 
! “1 DUC Xt \ ) : 


Box 4541, Dept 












MH-3, Miami, Florida 





winodow ENGINEERING 





UDMAN LEADS IN 








Haemo-Sol is the pioneer blood-solvent 
cleanser specifically formulated for exact- 
ing hospital and laboratory use. With 
Haemo-Sol, blood dissolves, tissue, mu- 
cous and all other foreign substances 
completely disengage on immersion alone. 
Equally effective, safe and efficient for 
cleansing metal, rubber, glass, Haemo- 
Sol’s controlled pH also eliminates any 
etching effect on glass, inhibits rust, pre- 
vents microscopic pitting of stainless 
steel. The ideal pre-sterilization technique, 
Haemo-Sol cleanses surgical instruments, 
apparatus, clinical glassware without 
manual scrubbing. 


Because Haemo-Sol contains no harsh 
caustic irritants frequently found in other 
preparations, and is further fortified with 
Urea, it may be used by even those with 
the most tender skin, with complete safety. 


Haemo-Sol in 1% Solution — Solution to 
Every Hospital Cleansing Problem. 
safe, effective, economical 
one 5 Jb. can makes 80 gallons of crystal- 
Pe clear solution 
Pi nerwer-d a costs less than 7¢ per gallon 
wy, INC can be used and re-used without affect- 
ing Its potency 


Me, 
EINECKE & COMPANY, B 
25 Verick Street, New Yoru 4% — 


Thousands of hospitals and laboratories 
throughout the world attest to Haemo- 
Sol’s concentrated cleansing and blood 
dissolving properties. 


BEST BY HOSPITAL TEST 
Write for 
literature 
and samples 


Prices 12 cans 
per $5.40 each 
5 . 6 cans 
= $6.08 each 


1-5 cans 
$6.75 each 


Serving The Hospitals Of America For More Than Fifty Years 





